5360 System 
Reference 
Code (SRC) 

- The SRCs are in sequence on the microfiche cards. Use the table below to 
determine the approximate location of your SRC on the microfiche cards. 

System Reference Code Table 


SRC 

Dov*"** 

Card 

Row 

Frame 

0000 

Progrom 

1 

A 

4 

0100 

Work station 

1 

A 

17 


CSP/MSF/channel 

1 

C 

6 


Communications 

1 

E 

17 


21 ED file 

2 

C 

9 

1A00 

10SR file 

2 

D 

10 

IbOO 

8809 

4 

A 

10 

1d00 

Diskette 

4 

B 

5 

1E00 

Printer 

4 

B 

9 

2000 

CSU, misc. 

4 

B 

17 

AOOO 

Load 

4 

C 

18 

COOO 

Wrap error 

4 

D 

5 

dOOO 

MS/CSIPL load 

5 

B 

13 

EOOO 

CSP 

5 

C 

17 

91 Thru FF 

Power (2 character codes) 

5 

E 

7 
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How to Use the System 
Reference Code (SRC) 


• The customer is directed by the Problem Determination (PD) 
Guide and/or System Messages Manual to gather information, 
record, and report the SRC when placing a call for service. 

• If no SRC is reported, the CSR should contact the customer and 
determine what information is available and to obtain an SRC. 
The CSR should ensure that the customer has run PDP. See 
Frame A3 for sources of SRCs. SRCs are also logged in ERAP. 

• Look up the SRC on the microfiche card to determine: 

- Failing feature or device. 

- Probable failing FRUs with % of probability. 

- FRU part numbers. 

- Need for programming support. 

- References to the maintenance package. 

• This information will allow the CSR to determine what service 
action is required and what FRUs should be taken on the service 
call. 


A02 



• The customer gets the SRC from one of the three sources shown 
depending on the type of problem. 


Example 1 

SRC on Console Screen 



Example 2 
SRC on Panel 


© 00Q(a 

o 

000E 


*■ 7; ^ ^1 

oooopooo IdJ 


o oloJoJlo o) o 


Example 3 
Power Check 


1854 

(line adapter error) 



1084 

(main store write 
parity check) 

\ 

xxxx 

System Reference 



Code 
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SRC FRU 


0000 Program 


FRU DESCRIPTION 




Program 


2 Program 


0003 Program 


04 Program 


5 Program 


6 Program 


Program 


8 Program 


9 Program 


0010 Program 



SERVICE COMMENTS 


With program check on— 
Storage dump has been 
requested. 


With program check on— 
Mbdule ID not found in 
control storage library. 


With program check on— 
Attempt to relocate a 
module that has no RLDs. 


With program check on— 
Control storage module 
link, load addrs unequal. 


With program check on— 
Dump requested by pressing 
stop key. 


Withr program check on— 
Quiesce counter has 
negative value. 


With program check on— 
Priviliged operation 
issued in nonprivileged 
mode. 


With program check on-- 
Register stack underflow 
or overflow. 


With program check on-- 
Address translation error 
logging comm line data. 


With program check on-- 
Address translation error 
relocating MS module. 


With program check on-- 
Disk lOB parameters not 
valid. 
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SRC 

FRU 

0011 

Program 

0012 

Program 

0013 

Program 

0014 

Program 

0015 

Program 

0016 

Program 

0017 

Program 

0018 

Program 

0020 

Program 

0021 

Program 

0022 

Program 

0023 

Program 


% P/N 


FRU DESCRIPTION 




SERVICE COMMENTS 


With program check on— 
Permanent disk read error. 


With program check on— 
Dump requested because of 
hardware error. 


With program check on— 
Main storage program 
exception. 


With program check on— 
Main storage address 
access by MSP not valid. 


With program check on— 
Main storage op code not 
valid. 


With program check on- 

Storage dump has been 
requested. 


With program check on— 
Address translation error 
during load SVC. 


With program check on- 

Error stack overflow. 


With program check on— 
Timer queue part not valid 


With program check on— 
Address translation error 
on $TRB parameter list. 


With program check on- 

System date flag found in 
Syscom not valid. 


With program check on— 
Nonprivileged program 
issued timer load request. 
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SRC 

FRU 

0024 

Program 

0025 

Program 

0026 

Program 

0027 

Program 

0028 

Program 

0029 

Program 

0030 

Program 

0031 

Program 

00?2 

Program 

0033 

Program 


% P/N 


FRU DESCRIPTION 



SERVICE COMMENTS 


With program check on— 
Type specified with timer 
request not valid. 


With program check on— 
Nonprivileged pgm issued 
mulitplewait timer req. 


With program check on— 
ITYPE specified with timer 
request not valid. 


With program check on— 
Negative time value 
specified with timer 
request. 


With program check on— 
Inline parm specified with 
timer request not valid. 


With program chock on— 
Timer ID from $SIT or $RIT 
not valid. 


With program check on— 
Disk error during 
translated assign recovery 


With program check on— 
Permanent diskette error 
during I PL from diskette. 


With program check on— 
Address translation error 
moving main storage pgm. 


With program check on— 
Disk error--unrecoverable 
disk operation. 


With program check on— 
Disk error—unrecoverable 
hardware error. 








































SRC FRU 


0035 Program 


0036 Program 


0037 Program 


0038 Program 


040 Hdwre 


% P/N 


FRU DESCRIPTION 



Program 


0041 Hdwre 
Program 


0042 

Hdwre 

0043 

Hdwre 

0044 

Hdwre 


Program 



SERVICE COMMENTS 


With program check on--- 
D'sk error—unrecoverable 
or sector not ''alid. 


Wii;h program check on— 
Disk error—no alternative 
sectors available. 


With program check on— 
Error TB address is not 
valid. 


With program check on— 
Disk error—data accessed 
may not be valid. 


Data set ready line 
inactive. 

— OR — 

With program check on— 
Branch to a relocatable CS 
module that is not loaded. 


Idle detected. 

— OR — 

With program check on— 
System is in a wait or 
infinite loop. 


Receive clock failed. 


Data set ready line active 
(switched only). 


30 second time out 
(switched only). 

OR — 

With program check on-- 
Program is larger than 
main storage user area. 
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SRC FRU 


0045 Hdwre 


Program 


% P/N 


FRU DESCRIPTION 



Hdwre 


Program 



0047 Hdwre 


Program 


0048 Program 


0049 Program 


0050 Hdwre 


Program 


0051 Hdwre 


0052 Hdwre 
Program 




SERVICE COMMENTS 


Data set will not activate 
(X.25 only). 

— OR — 

With program check on— 
Task already in abnormal 
termination. 


Frame reject received 
\X.25 only). 

— - OR — 

With program check on— 
Error ACE is the dump ACE. 


DM/Disc received 
(X.25 only). 

— OR — • 

With program check on— 
Main storage 2K segment 
error. 


With program check on--- 
Tape lOB parameters not 
valid. 


With program check on--- 
Device-to-device lOB 
parameter not valid. 


Clear to send error. 

— OR — 

With program check on--- 
Disk error—loading 
control storage module. 


Transmit clock failed. 


Transmit hardware error. 
— OR — 

With program check on--- 
Assign SVC or free SVC 
parameters not valid. 


AOd 


5 






























SRC FRU 


FRU DESCRIPTION 


0053 

Hdwre 


Program 

0054 

Program 

0055 

Program 

0056 

Program 

0058 

Program 

0059 

Program 



SERVICE COMMENTS 


T1 timer retry count 
expired (X.25 only). 

— OR — 

With program check on— 
Disk error--loading 
control storage transient. 


With program check on— 
Sector address calculated 
on task work area request 
not valid. 


With program check on— 
Nonprivileged pgm 
accessing privileged 
transient. 


With program check on— 
Dump requested by SETDUMP 
utility. 


With program check on— 
I/O device address in a 
work station lOB not 
valid. 


With program check on— 
Permanent work station 
error during MSIPL. 

























SRC FRU 


% P/N 


FRU DESCRIPTION 


RemWSC 


Program 


SERVICE COMMENTS 


Appears in ERAP table for 
remote work station 
controller. 

(SDLC only) Counts the 
test frames received from 
the host system with CRC 
errors during a link test. 

— OR — 

(X.25 only) Counts all the 
"receive not ready” 
commands sent to the host 
system. 

— OR — 

With program check on— 
Permanent assign failure. 


0061 RemWSC 


Program 



Appears in ERAP table for 
remote work station 
controller. 

(SDLC only) Counts the 
test frames received from 
the host system without 
CRC errors during a link 
tes 

... OR — 

(X.25 only) Counts all the 
"receive not ready" 
commands sent to the host 
system. 

... OR — 

With program check on--- 
Emulation instruction not 
valid. 



AlO 
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SRC 

FRU 

0062 

RemWSC 


Program 

0063 

RemWSC 


Program 

0064 

RemWSC 


Program 


% P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


Appears in ERAP table for 
remote work station 
controller. 

Counts the underrun 
conditions found by the 
communications adapter. 

— - OR 

With program check on--- 
MCR lOB parameter not 
valid. 


Appears in ERAP table for 
remote work station 
controller. 

Counts the overrun 
conditions found by the 
communications adapter. 

—- OR — 

With program check on— 
MCR lOB address must be a 
real address. 


Appears in ERAP table for 
remote work station 
Controller. 

Counts the loss of the 
"receive line signal 
detect" signal during a 
receive operation. 

... OR — 

With program check on— 
ATR load error on MCR lOB 
d8'.j buffer address. 
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SRC 

FRU 

0065 

RemWSC 


Program 

0066 

RemWSC 


Program 

0067 

RemWSC 


Program 


% P/N 


FRU DESCRIPTION 





SERVICE COMMENTS 


Appears in ERAP table for 
remote work station 
controller. 

Counts the loss of the 
"clear to send" line 
during a transmit 
operation. 

— - OR - — 

With program check on- -- 
ATR load error on logging 
MCR data. 


Appears in ERAP table for 
remote work station 
controller. 

Counts the loss of the 
"data set ready" line 
during a transmit or 
receive operation. 

— OR —- 

With program check on— 
MCR ERB not found. 


Appears in ERAP table for 
remote work station 
controller. 

Counts the loss of the 
"reject" commands sent 
by the work station 
controller. 

... OR — 

With program check on— 
Disk error during MCR 
controller load. 

















SRC FRU 


% P/N 


FRU DESCRIPTION 



0069 RemWSC 


Program 


006A RemWSC 


006b RemWSC 


SERVICE COMMENTS 


Appears in ERAP table for 
remote work station 
controller. 

Counts the frame or groups 
of frames that must be 
transmitted again by the 
work station controller to 
the host system because 
the host system did not 
receive them correctly. 

— OR — 

With program check on— 
Program exceeds MAPMAX 
value. 


Appears in ERAP table for 
remote work station 
controller. 

Counts the frames that 
were received that have 
a CRC error. 

OR —- 

With program check on— 
Storage management failure 


Appears in ERAP table for 
remote work station 
controller. 

Counts the number of times 
an abort is received by 
the work station 
controller. 


Appears in ERAP table for 
remote work station 
controller. 

Counts the detected 
failures of the XLCA 
communications card. 





















SRC FRU 


006C RemWSC 


% P/N 


FRU DESCRIPTION 



RemWSC 


006E RemWSC 


006F RemWSC 


0070 Hdwre 


Program 


0071 Program 



SERVICE COMMENTS 


Appears in ERAP table for 
remote work station 
controller. 

Counts the number of times 
the T1 counter expires. 


Appears in ERAP table for 
remote work station 
controller. 

PDU retransmission (X.25 
with ELLC). 


Appears in ERAP table for 
remote work station 
controller. 

Counts the number of 
information frames 
transmitted. 


Appears in ERAP table for 
remote work station 
controller. 

Counts the number of 
valid information frames 
deceived. 


Remote cluster feature 
hardware error. 

... OR — 

With program check on- 
Diskette sector address 
not valid. 


With program check on- 
Emulation address not 
valid. 
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SRC FRU 


% P/N 


FRU DESCRIPTION 


0072 

Hdwre 


Program 

0073 

H& a 

0075 

Program 

0079 

Program 

0080 

Program 

0081 

Program 

0082 

Program 

0083 

Program 

0084 

Program 

0085 

Program 



SERVICE COMMENTS 


Remote cluster feature 
overrun. 

... OR — 

With program check on-- 
Read DSC storage lOB 
parameter not valid. 


Remote cluster feature 
write error. 


With program check bn-- 
Disk error—no disk 
recovery block found. 


With program check on-- 
SVC requested not valid. 


With program check on— 
Translated lOB not valid-- 
not mapped or not 
permitted. 


With program check on— 
Translated buffer not 
valid — not aligned or 
not mapped. 


With program check on— 
Translated parameter list 
not valid—not mapped. 


With program check on-- 
SVC map parameter list is 
in error. 


With program check on— 
Zero quick-lock address 
passed. 


With program check on— 
Communication lOB has 
header length which is not 
valid. 
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SRC FRU % P/N FRU DESCRIPTION 


86 Program 


I 


0087 Program 


8 Program 


9 Program 


Program 


0092 Program 


009^ Program 





Program 


0095 Program 




Program 


0097 Program 



SERVICE COMMENTS 


With program check on— 
Post of communication ERB 
not valid. 


With program check on-- 
XASGN request not valid. 


With program check on— 
XFREE request not valid. 


With program check on-- 
CSP main storage program 
exception. 


With program check on-- 
CSP main storage program 
exception. 


With program check on— 
I/O buffer is aligned on 
an odd byte boundry. 


With program check on-- 
Control storage address 
not valid. 


With program check on— 
Control storage program 
timed out while looping. 


With program check on— 
Wild branch taken by a 
control storage program. 


With program check on— 
Power off command not 
valid. 


With program check on— 
Task work area deallocate 
request not valid. 



AI6 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 


Hdwre 




Undefined remote herdware 






error. 






— - OR — 






With program check on-- 


Program 




Not enough task work 

■ 


_ 



area reserved. 

0100 

36W/S 

■ 



The work station display 


Display 

Fill 



has not responded to a 


WS cbi 

30 



command in the specified 
amount of time (127 micro 


A-A1J2 

5 

4177027 

WS adapter card 

seconds). 


A-A1V4 

4 

8636624 

WS cable assembly 

Twinax/IBM cabling system 


« 




Run network analysis. 


72 W/S 






Display 

60 





WS cbl 

30 





A-A3T2 

5 

4177027 

WS Adapter card 



A-A3V4 

4 

2597431 

WS cable asm 


0101 

36 W/S 

■ 



Some condition is causing 


A-A1J2 

R1 

4177027 

WS adapter card 

the twin-axial driver/ 


WS cbl 

30 



receiver to fail. 


Display 

16 





A-A1V4 

3 

8636624 

WS cable assembly 

— - OR — 


72 W/S 



- 

With program check on-- 


A-A3T2 

50 

4177027 

WS Adapter card 

Device unit block has a 


WS cbl 

30 



device ID which is not 
valid. 


Display 

16 



Twinax/IBM cabling system 


A-A3V4 

3 

2597431 

WS cable asm 

Run network analysis. 


Program 





0102 

Program 




With program check on— 






$NUPD was called for an 






unsupported function. 
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SRC 

/ 

/ 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

0103 

36W/S 

m 



A parity error has been 


Noise 




detected by the work 


WS cbl 

30 



station attachment. The 


A-A1V4 

S 

8636624 

WS cable assembly 

most probable cause is 
noise. 


Display 

3 





AA1J2 

2 

4177027 

WS adapter card 

Twinax/IBM cabling system 


• 




Run network analysis. 


72 W/S 






Noise 

60 





WS cbl 

30 





A-A3V4 

5 

2597431 

WS cable asm 



Display 

3 





A-A3T2 

2 

4177027 

WS Adapter card 


0104 

36 W/S 

■ 



A parity error has been 


Noise 




detected by the work 


WS cbl 

30 



station attachment. The 






most probable cause is 


Display 

4 



noise. 


A-A1V4 

4 

8636624 

WS cable assembly 



A-A1J2 

2 

4177027 

WS adapter card 

Twinax/IBM cabling system 


• 




Run network analysis. 


72 W/S 






Noise 

60 





WS cbl 

30 





Display 

4 





A A3V4 

4 

2597431 

WS cable asm 



A-A3T2 

2 

4177027 

WS Adapter card 


0105 

Hdwre 




Work station not 


. 




accessible. 






— OR — 






With progranr^ check on-- 


Program 




POSTI failure of a task. 


Aid 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

0106 

36 W/S 
Display 
WS cbl 
A-A1J2 
A-A1V4 

72 W/S 
Display 
WS cbl 
A-A3T2 
A-A3V4 

Program 

40 

8 

4 

2 

40 

8 

4 

2 

4177027 

8636624 

4177027 

2597431 

WS adapter card 

WS cable (Assembly 

WS Adapter card 

WS cable asm 

A byte count error has 
been detected by the work 
station attachment. 

— - OR —- 

With program check on— 

Task work area SVC cannot 
honor WSWA get/put 
request. 

Twinax/IBM cabling system 

Run neh/trork analysis. 

0107 

Hdwre 




Wrong work station 






responded. 






— - OR —■ 






With program check on— 


Program 




Task work area deallocate 






request not valid. 

0108 

36 W/S 




The work station display 


Display 

95 



was reset at the wrong 


A-A1J2 

2 

4177027 

WS adapter card 

tim6. 


WS cbl 

1 





A-A1V4 

1 

8636624 

WS cable assembly 



72 W/S 




--- OR — 


Display 

95 



With program check on-- 


A-A3T2 

2 

4177027 

WS Adapter card 

Task work area base ID 
does not exist. 


WS cbl 

1 



Twinax/IBM cabling system 


A-A3V4 

1 

2597431 

WS cable asm 

Run network analysis. 


Program 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

0109 

36 W/o 




The work station display 


Noise 

40 



did not respond to a 


Display 

30 



command from the work 


A-A1J2 

20 

4177027 

WS adapter card 

station attachment. Noise 
is the most probable cause 


WS cbl 

8 





A-A1V4 

2 

8636624 

WS cable assembly 



72 W/S 




--- OR 


Noice 

40 



With program check on-- 


Display 

30 



Task work area operation 
not valid. 


A-A3T2 

20 

4177027 

WS Adapter card 

Twinax/IBM cabling system 


WS cbl 

8 



Run network analysis. 


A-A3V4 


2597431 

WS cable asm 



Program 





0110 

Program 

■ 



With program check on-- 






WRK SVC parameter list is 



■ 



in ef^ror. 

0111 

36 W/S 




Scan code for work 


Display 

80 



station cisplay not valid. 


WS cbl 

10 





A-A1J2 

5 

4177027 

WS adapter card 



A.A1H2 

4 

4177036 

WSC Base card 16 KW 





4177038 

WSC card 48 KW 





4237136 

WSC card 64 KW 





2597763 

WSC card 64 KW 



A-A1V4 

1 

8636624 

WS cable assembly 



72 W/S 






Display 

80 



— OR --- 


WS cbl 

10 



With program check on-- 


A-A3T2 

H 

4177027 

WS Adapter card 

Active mapping count 
underflow. 


A-A3S2 

D 

4237136 

Ctrir cd 64KW 

Twinax/IBM cabling system 




2597763 

Ctrir cd 64KW 

Run network analysis. 


A-A3V4 

D 

2597431 

WS cable asm 



Program 

■ 





B02 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

0112 

Program 




With program check on-- 
CSP accessed a main 
storage address which is 
not valid. 

0113 

Program 




With program check on— 

I/O operation issued to 
active lOB. 


0120 

36 W/S 
Noise 

40 



The command sent to the 
work station display was 
not a valid command. 


Display 

25 



Noise is the most probable 


A-A1J2 

20 

4177027 

WS adapter card 

cause. 


WS cbl 

8 





A-A1H2 

5 

4177036 

WSC Base card 16 KW 

Twinax/IBM cabling system 




4177038 

WSC card 48 KW 

Run network analysis. 




4237136 

WSC card 64 KW 





2597763 

WSC card 64 KW 



A-A1V4 

72 W/S 

2 

8636624 

WS cable assembly 



Noise 

40 





Display 

25 





A-A3T2 

20 

4177027 

WS Adapter card 



WS cbl 

8 





A-A3S2 

5 

4237136 

Ctrir cd 64KW 





2597763 

Ctrir cd 64KW 



A-A3V4 

2 

2597431 

WS cable asm 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

0121 

36W/S 




The address counter value 


Noise 

40 



sent to the work station 


Display 

25 



display was too large. 


AA1J2 

20 

4177027 

WS adapter card 

Noise is the most probable 
cause. 


WS cbl 

8 





A-A1H2 

5 

4177036 

WSC Base card 16 KW 

Twinax/IBM cabling system 




4177038 

WSC card 48 KW 

Run network analysis. 




4237136 

WSC card KW 





2597763 

WSC card 64 KW 



A-A1V4 

2 

8636624 

WS cable assembly 



72 W/S 






Noise 

40 





Display 

25 





A-A3T2 

20 

4177027 

WS Adapter card 



WS cbl 

8 





A-A3S2 

5 

4237136 

Ctrir cd 64KW 





2597763 

Ctrir cd 64KW 



A-A3V4 

2 

2597431 

WS cable asm 


0122 

36 W/S 




The amount of command 


A-A1J2 

35 

4177027 

WS adapter card 

bytes sent to the work 


A-A1H2 

35 

4177036 

WSC Base card 16 KW 

station display was too 




4177038 

WSC card 48 KW 





4237136 

WSC card 64 KW 

Twinax/IBM cabling system 




2597763 

WSC card 64 KW 

Run network analysis. 


Display 

20 





WS cbl 

8 





A-A1V4 

1 

8636624 

WS cable assembly 



72 W/S 






A-A3T2 

35 

4177027 

WS Adapter card 



A-A3S2 

35 

4237136 

Ctrir cd 64KW 





2597763 

Ctrir cd 64KW 



Display 

20 





WS cbl 

8 





A-A3V4 

1 

2597431 

WS cable asm 



B04 


19 





















SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

0123 

36 W/S 




The address counter value 


Noise 

40 



sent to the work station 


Display 

A-A1J2 

25 

20 

4177027 

WS adapter card 

display was not a valid 
value. Noise is the most 
probable cause. 


\ii/S cbl 

8 




A-A1H2 

5 

4177036 

WSC Base card 16 KW 

Twinax/IBM cabling system 




4177038 

WSC card 48 KW 

Run network analysis. 




4237136 

WSC card 64 KW 





2597763 

WSC card 64 KW 



A-A1V4 

72 W/S 

2 

8636624 

WS cable assembly 



Noise 

40 





Display 

25 





A-A3T2 

20 

4177027 

WS Adapter card 



WS cbl 

8 





A-A3S2 


4237136 

Ctrir cd 64KW 





2597763 

Ctrir cd 64KW 



A-A3V4 


2597431 

WS cable asm 


0124 

36 W/S 




A not valid activate 


Noise 

40 



command waa sent to the 


Display 

A-A1J2 

25 

20 

4177027 

WS adapter card 

work station display 

Noise is the most probable 
cause. 


WS cbl 

8 





A-A1H2 

5 

4177036 

WSC Base card 16 KW 

Twinax/IBM cabling system 




4177038 

WSC card 48 KW 

Run network analysis. 




4237136 

WSC card 64 KW 





2597763 

WSC card 64 KW 



A-A1V4 

72 W/S 

2 

8636624 

WS cable assembly 



Noise 

40 





Display 

25 





A-A3T2 

20 

4177027 

WS Adapter card 



WS cbl 

8 





A-A3S2 


4237136 

Ctrir cd 64KW 





2597763 

Ctrir cd 64KW 



A-A3V4 

_ 


2597431 

WS cable asm 



20 


B05 


















SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

0125 

36W/S 




The work station display 


Display 

30 



has reported an error, but 


WS cbl 

8 



the status is not valid. 


A-A1H2 

5 

4177036 

WSC Base card 16 KW 





4177038 

WSC card 48 KW 

Twinax/IBM cabling system 




4237136 

WSC card 64 KW 

Run network analysis. 




2597763 

WSC card 64 KW 



A-A1J2 

5 

4177027 

WS adapter card 



A-A1V4 

2 

8636624 

WS cable assembly 



72 W/S 






Display 

30 





WS cbl 

8 





A-A3S2 

5 

4237136 

Ctrir cd 64KW 





2597763 

Ctrir cd 64KW 



A-A3T2 

5 

4177027 

WS Adapter card 



A-A3V4 

2 

2597431 

WS cable asm 


0127 

36 W/S 




The address counter value 


Display 

25 



sent to an IGC work 


A-A1J2 

20 

4177027 

WS adapter card 

station display in 
extended character mode 


WS cbl 

8 



was too large. 


A-A1H2 

5 

4177036 

WSC Base card 16 KW 

Twinax/IBM cabling system 




4177038 

WSC card 48 KW 

Run network analysis. 




4237136 

WSC card 64 KW 





2597763 

WSC card 64 KW 



A-A1V4 

2 

8636624 

WS cable assembly 



72 W/S 






Display 

25 





A-A3T2 

20 

4177027 

WS Adapter card 



WS cbl 

8 





A-A3S2 

5 

4237136 

Ctrir cd 64KW 





2597763 

Ctrir cd 64KW 



A-A3V4 

2 

2597431 

WS cable asm 


0149 

A-A1H2 

40 

4177036 

WSC Base card 16 KW 

The work station 




4177038 

WSC card 48 KW 

attachment has reported an 




4237136 

WSC card 64 KW 

error, but the error 
status is not valid. 




2597763 

WSC card 64 KW 


0181 

Hdwre 




Magnetic stripe reader 


error. 


B06 


21 






















SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

0182 

Hdwre 




Device type error. 

0183 

Hdwre 

■ 



Wrong size display 
assemble. 

0184 

Hdwre 




Wrong keyboard ID. 

0185 

Hdwre 




Wrong keyboard specified. 

0186 

36 W/S 
Display 
WS cbl 
A-A1H2 

A-A1J2 

A-A1V4 

72 W/S 
Display 
WS cbl 
A-A3S2 

A-A3T2 

A-A3V4 

4 

75 

8 

5 

5 

2 

75 

8 

5 

5 

2 

4177036 

4177038 

4237136 

2597763 

4177027 

8636624 

4237136 

2597763 

4177027 

2597431 

WSC Base card 16 KW 
WSC card 48 KW 

WSC card 64 KW 

WSC card 64 KW 

WS adapter card 

WS cable assembly 

Ctrir cd 64KW 

Ctrir cd 64KW 

WS Adapter card 

WS cable asm 

The work station display 
indicated that a magnetic 
stripe reader operation 
occurred when no magnetic 
stripe reader was 
installed. 

Twinax/IBM cabling system 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

0189 

36W/S 




The work station display 


Display 

75 



indicated that a magnetic 


WS cbi 

8 



stripe reader operation 


A-A1H2 

5 

4177036 

WSC Base card 16 KW 

occurred but no data was 
sent to the work station 




4177038 

WSC card 48 KW 

attachment. 




4237136 

WSC card 64 KW 

Twinax/IBM cabling system 




2597763 

WSC card 64 KW 



A-A1J2 

5 

4177027 

WS adapter card 



A-A1V4 

72 W/S 

2 

8636624 

WS cable assembly 



Display 

75 





WS cbl 

8 





A-A3S2 

5 

4237136 

Ctrir cd 64KW 





2597763 

Ctrir cd 64KW 



A-A3T2 

5 

4177027 

WS Adapter card 



A-A3V4 

2 

2597431 

WS cable asm 


0190 

Display 

99 



The work station display 
has not changed the even/ 
odd time out bit in 400 
milliseconds. Indicated a 
work station display 






error. 

0191 

Display 

99 



The work station display 
can not complete a command 
in 460 milliseconds. 

Indicates a work station 
display failure. 

0200 

3o W/S 




The work station printer 


Printer 

60 



has not responded to a 


WS cbl 

30 



command in the specified 
amount of time. 

Twinax/IBM cabling system 


A-A1J2 

5 

4177027 

WS adapter card 


A-A1V4 

72 W/S 

4 

8636624 

WS cable assembly 



Printer 

60 





WS cbl 

30 





A-A3T2 

5 

4177027 

WS Adapter card 



A-A3V4 

4 

2597431 

WS cable asm 

V 
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SRC FRU % P/N 


0201 36 W/S 

A-A1J2 
WS cbl 
Printer 
A-A1V4 
72 W/S 
A-A3T2 
WS cbl 
Printer 
A-A3V4 

Program 
0202 Program 


0203 36 W/S 
Noise 
WS cbl 
A-A1V4 
Printer 
A-A1J2 
72 W/S 
Noise 
WS cbl 
A-A3T2 
Printer 
A-A3V4 

Program 


50 4177027 

30 
16 

3 8636624 

50 4177027 
30 
16 

3 2597431 




60 

30 

5 8636624 

3 

2 4177027 

60 

30 

2 4177027 

3 

5 2597431 


FRU DESCRIPTION 
WS adapter card 

WS cable assembly 
WS Adapter card 

WS cable asm 

WS cable assembly 
WS adapter card 

V7S Adapter card 
WS cable asm 


SERVICE COMMENTS 

Some condition is cuasing 
the twinax driver receiver 
to fail work station. 


--- OR —- 
With program check on-- 
Assign failure on external 
DCB. 

Twinax/IBM cabling system 


With program check on-- 
Disk error—loading file 
subsystem transient. 

A parity error has been 
detected by the work 
station attachment. The 
most probable cause is 
noise. 


OR — 

With program check on-- 
Block count < threshold on 
assign of internal DCB. 
Twinax/IBM cabling system 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

0204 

36W/S 




A parity error has been 


Noise 

60 



detected by the work 


WS cbl 

30 



station printer. The most 


Printer 

4 



probable cause is noise. 


A-A1V4 

4 

8636624 

WS cable assembly 



AA1J2 

2 

4177027 

WS adapter card 



72 W/S 






Noise 

60 





WS cbl 

30 



--- --- 

With program check on— 


A-A3V4 

4 

2597431 

WS cable asm 

Block count < threshold on 


Printer 

4 



free of external DCB. 


A-A3T2 

2 

4177027 

WS Adapter card 

Twina</IBM cabling system 


Program 





0205 

Hdwre 




Work station not 






accessible. 






— OR - — 






With program check on— 


Program 




DSC register stack 






underflow/overflow. 

0206 

36 W/S 




A byte count error has 


Printer 

40 



been detected by the work 


A-A1J2 

20 

4177027 

WS adapter card 

station attachment. 


WS cbl 

8 





A-A1V4 

2 

8636624 

WS cable assembly 



72 W/S 






Printer 

40 



— OR —- 


A-A3V4 

20 

2597431 

WS cable asm 

With program check on— 
lOB found in DCB not 


WS cbim 

8 



valid. 


A-A3V4 

2 

2597431 

WS cable asm 

Twinax/IBM cabling system 


Program 





















SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

0207 

Hdwre 

Program 




Wrong work station 
responded. 

— OR --- 
With program check on-- 
ATH error from DSC -- data 
buffer length is not 
valid. 



0208 

36 W/S 




The work station printer 


Printer 

95 



was reset at the wrong 


A-A1J2 

2 

4177027 

WS adapter card 

time. 


A-A1V4 

1 

8636624 

WS cable assembly 



WS cbl 

72 W/S 

1 





Printer 

95 





A-A3T2 

2 

4177027 

WS Adapter card 



A-A3V4 

1 

2597431 

WS cable asm 

OR —- 


WS cbl 

1 



With program check on-- 






Buffer address in buffer 


Program 




deallocation in the DSC 
not valid. 

Twinax/IBM cabling system 
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Bll 














% P/N 


FRU DESCRIPTION 


0211 Hdwre 


Program 


0212 Hdwre 


Program 


0214 Program 


0 4177027 WS adapter card 

8 

2 8636624 WS cable assembly 


WS Adapter card 


2 2597431 WS cable asm 


SERVICE COMMENTS 


The work station printer 
did not respond to a 
command from the work 
station attachment. Noise 
is the most probat a cause 


--- OR --- 
With program check on-- 
No buffer space for 
diskette ERP under device- 
to-device. 

Twinex/IBM cabling system 



Machine check - 5219/5224/ 
5225/4234/work station 
printers. 

— OR — 

DMA operation time-out for 
5553/5557 work station 
printers. 

— OR — 

With program check on-- 
Device ID in lOB on return 
from DSC not valid. 


Machine check - 5219 work 
station printers. 

— OR — 

With program check on— 
SIO logging lOB not valid. 


With program check on— 
SMF lOB not valid. 


BI2 


27 






















SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

0220 

36 W/S 




The command sent to the 


Noise 

40 



work stetion was not a 


Printer 

25 



valid command. Noise is 


A-A1J2 

20 

4177027 

WS adapter card 

most probable cause. 


WS cbl 

8 





A-A1H2 

5 

4177036 

WSC Base card 16 KW 

Twinax/IBM cabling system 




4177038 

WSC card 48 KW 





4237136 

WSC card 64 KW 





2597763 

WSC card 64 KW 



A-A1V4 

2 

8636624 

WS cable assembly 



72 W/S 






Noise 

40 





Printer 

25 





A-A3T2 

20 

4177027 

WS Adapter card 



WS cbl 

8 





A-A3S2 

5 

4237136 

Ctrir cd 64KW 





2597763 

Ctrir cd 64KW 



A-A3V4 

2 

2597431 

WS cable asm 


0221 

36 W/S 




The work station printer 


Printer 

30 



has reported an error. 


WS cbl 

8 



The exception status is 


A-A1H2 

5 

4177036 

WSC Base card 16 KW 

noi Vaiiu. 




4177038 

WSC card 48 KW 

Twinax/IBM cabling system 




4237136 

WSC card 64 KW 





2597763 

WSC card 64 KW 



A-A1J2 

5 

4177027 

WS adapter card 



A-A1V4 

2 

8636624 

WS cable assembly 



72 W/S 






Printer 

30 





WS cbl 

8 





A'A3S2 

5 

4237136 

Ctrir cd 64KW 





2597763 

Ctrir cd 64KW 



A-A3T2 

5 

4177027 

WS Adapter card 



A-A3V4 

2 

2597431 

WS cable asm 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

0222 

36W/S 




The number of command 


A-A1H2 

35 

4177036 

WSC Bese card 16 KW 

bytes sent to the work 




4177038 

WSC card 48 KW 

station printer was too 




4237136 

WSC card 64 KW 





2597763 

WSC card 64 KW 

Twinax/IBM cabling system 


A-A1J2 

35 

4177027 

WS adapter card 



Printer 

20 





WS cbl 

5 





A-A1V4 

1 

8636624 

WS cable assembly 



72 W/S 






A-A3S2 

35 

4237136 

Ctrir cd 64KW 





2597763 

Ctrir cd 64KW 



A-A3T2 

35 

4177027 

WS Adapter card 



Printer 

20 





WS cbl 

5 





A-A3V4 

1 

2597431 

WS cable asm 


0223 

36 W/S 




The work station printer 


Printer 

50 



did not respond to an 


WS cbl 

8 



active command and did not 


A-A1H2 

5 

4177036 

WSC Base card 16 KW 

report a parity error. 




4177038 

WSC card 48 KW 

Twinax/IBM cabling system 




4237136 

WSC card 64 KW 





2597763 

WSC card 64 KW 



A-A1J2 

5 

4177027 

WS adapter card 



A-A1V4 

2 

8636624 

WS cable assembly 



72 W/S 






Printer 

50 





WS cbl 

8 





A-A3S2 

5 

4237136 

Ctrir cd 64KW 





2597763 

Ctrir cd 64KW 



A-A3T2 

5 

4177027 

WS Adapter card 



A-A3V4 

2 

2597431 

WS cable asm 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

0224 

36W/S 




A not valid activate 


Noise 

40 



command was sent to the 


Printer 

25 



work station printer. 


AA1J2 

20 

4177027 

WS adapter card 

Noise is the most probable 
cause. 


WS cbl 

8 





AA1H2 

2 

4177036 

WSC Base card 16 KW 

Twinax/IBM cabling system 




4177038 

WSC card 48 KW 





4'*?7136 

WSC card 64 KW 





-.■‘5/7763 

WSC card 64 KW 



A-A1V4 

2 

8636624 

WS cable assembly 



72 W/S 






Noise 

40 





Printer 

25 





A-A3T2 

20 

4177027 

WS Adapts card 



WS cbl 

8 





AA3S2 

2 

4237136 

Ctrir cd 64KW 





2597763 

Ctrir cd 64KW 



A-A3V4 

2 

2597431 

WS cable asm 


0225 

36 W/S 




The work station printer 


Printer 

30 



has repeated an error. 


WS cbl 

B 



Undefined exception status 


A-A1H2 

5 

4177036 

WSC Base card 16 KW 





4177038 

WSC card 48 KW 

Twinax/IBM cabling system 




4237136 

WSC card 64 KW 





2597763 

WSC card 64 KW 



A-A1J2 

5 

4177027 

WS adapter card 



A-A1V4 

2 

8636624 

WS cable assembly 



72 W/S 






Printer 

30 





WS cbl 

8 





AA3S2 

5 

4237136 

Ctrir cd 64KW 





2597763 

Ctrir cd 64KW 



A-A3T2 

5 

4177027 

WS Adapter card 



A-A3V4 

2 

2597431 

WS cable asm 



30 

BIS 

















SRC 

FRU 

0226 

Printer 

0228 

Printer 

0229 

Printer 

0230 

Printer 

0231 

Printer 

0232 

Printer 


Program 


% P/N 


FRU DESCRIPTION 



SERVICE COMMENTS 


The work station printer 
hiis reported an 
unprintable character. 
See the work station 
printer MIM. 


Printer data stream 
command not valid. 
See the work station 
printer MIM. 


Printer data stream 
parameter not valid. 
See the work station 
printer MIM. 


Printer mechanism not 
ready. 

See the work station 
printer MIM. 


Print check. 

See the work station 
printer MIM. 


The work station printer 
has reported a unit error. 
See the work station 
printer MIM. 

... OR — 

With program check on-- 
OXREF resident table 
exceeded. 



BI6 


31 



























P/N 


SERVICE COMMENTS 


SRC 

FRU 

% 

0233 

Printer 

99 


Program 


0234 

Printer 

99 

0235 

Printer 

99 


Program 


0236 

Printer 

99 

0237 

Printer 

99 

0238 

Printer 

99 


FRU DESCRIPTION 



Tho work station printer 
has reported a unit error. 
See the work station 
printer MIM. 

— OR -- 
With program check on-- 
Cannot free this library 
format-1 -- has active 
owners. 


The work station printer 
has reported a unit error. 
See the work station 
printer MIM. 


The work station printer 
has reported a unit error. 
See the work station 
printer MIM. 

... OR --- 
With program check on-- 
Program check in 
termination exit routine. 


Print check. 

See the work station 
printer MIM. 


Print check. 

See the work station 
printer MIM. 


Print check. 

See the work station 
printer MIM. 
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SRC 

FRU 

% 

0239 

Printer 

99 


% P/N 


FRU DESCRIPTION 


Program 


0240 Printer 99 


Program 


0241 Printer 199 


Program 


0242 Printer 99 


Program 



SERVICE COMMENTS 


Tho work station printer 
has reported a unit error. 
See the work station 
printer MIM. 

— OR —- 

With program chock on-- 

SSP not valid. 


The work station printer 
has reported a unit error. 
See the work station 
printer MIM. 

— OR — 

With program check on— 
Program tried to cancel e 
noncancelable task. 


The work station printer 
has reported a unit error. 
See the work station 
printer MIM. 

— OR —- 
With program check on-- 
Disk error while 
conderisii.g the system 
library. 


The work station printer 
has reported a unit error. 
See the work station 
printer MIM. 

— OR — 

With program check on- - 
Deallocate or termination 
found PSB with no TUB. 




















SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

0243 

Printer 

99 



The work station printer 






has reported a unit error 

See the work station 
printer MIM. 

--- OR --- 

With program check on-- 


Program 




Command processor task or 
user task has no JCB. 

0244 

Printer 

99 



The work station printer 






has reported a unit error. 

See the work station 
printer MIM. 

--- OR — 

With program check on— 


Program 




MICs 3700, 3712, 3713 not 
found in ##MSG2 member. 

0245 

Printer 

99 



The work station printer 






has reported a unit error. 

See the work station 
printer MIM. 

— - OR — 

With program check on— 


Program 




^^1C3 3710 or 3711 not 
found in ##MSG2 member. 

0246 

Printer 

99 



The work station printer 






has reported a unit error. 

See the work station 
printer MIM. 

— OR — 

With program check on-- 


Program 




Syslog function called by 
the command processor. 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

0247 

Printer 

99 



The work station printer 






has reported a unit error. 

See the work station 
printer MIM. 

--- OR --- 

With program check on-- 


Program 




IBM module has WTG table 
which is not valid or 
format index table. 

0248 

Printer 

99 



The work station printer 






has repoi-ted a unit error. 

See the work station 
printer MIM. 

— OR --- 

With program check on-- 


Program 




Library/file use count is 
less than zero. 

0249 

Printer 

99 



The work station printer 






has undefined error status 

See the work station 
printer MIM. 

— OR — 

With program check on-- 


Program 




Required SSP module not 
found during '^'•SIPL. 

0250 

Printer 

Program 

99 



Forms jam or end of forms. 

See the work station 
printer MIM. 

— OR — 

With program check on-- 
Format-5 extents partially 
free durinc file delete. 



C02 
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SRC 

FRU 

0251 

Printer 

Program 

0252 

Program 

0253 

Program 

0254 

Program 

0255 

Printer 

Program 

0258 

Printer 

0259 

36 W/S 
A-A1J2 
WS cbl 
Wrkstn 
A-A1V4 

72 W/S 
A-A3T2 
WS cbl 
Wrkstn 
A-A3V4 


% P/N 


FRU DESCRIPTION 



50 4177027 

30 
16 

3 8636624 


50 4177027 

30 
16 

3 2597431 


WS adapter card 
WS cable assembly 
WS Adapter card 

WS cable asm 


SERVICE COMMENTS 

Printer not available. 

See the work station 
printer MIM. 

--- OR --- 
With program check on-- 
Forniat-5 file count is 
less than zero. 


With program check on-- 
An AFA Format 1 has a 
file type not valid. 


With program check on-- 
Unexpected return code 
from diskette VTOC Ft/W. 


With program check on-- 
Unexpected return code 
from disk VTOC access. 


Siiared printer busy. 

... OR --- 
With program check on— 
SDLC detected 
communications failure. 


End of ribbon. 

See the work station 
printer MIM. 


Some condition is causing 
the twinaxial driver/ 
receiver to fail. See 
MAP 7001. 

Twinax/IBM cabling system 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

0260 

36 W/S 
A-A1J2 

40 

4177027 

WS adapts .1 


A-A1H2 

30 

4177036 

WSC Base cu. 16 KW 




4177038 

WSC card 48 KW 




4237136 

WSC card 64 KW 




2597763 

WSC card 64 KW 


Wrkstn 

20 


■ 


WS cbl 

8 




A-A1V4 

2 

8636624 

WS cabl^ assembly 


72 W/S 
A-A3T2 

40 

4177027 

WS Adapter card 


A-A3S2 

30 

4237136 

Ctrir cd 64KW 




2597763 

Ctrir cd 64KW 


Wrkstn 

20 




WS cbl 

8 




A-A3V4 


2597431 

WS cable asm 

0261 

Wrkstn 

75 




WS cbl 

25 



0266 

Printer 

99 



0267 

Printer 

99 




SERVICE COMMENTS 

The work station failed 
its hardware interrupts 
level test. See MAP 7001. 


Twinax/IBM cabling system 


Display stations and/or 
printers on a port are not 
responding. Go to the 
device maintenance 
manual(s) and MAP 7001. 
Twinax/IBM cabling system 


The work station printer 
(5219) has a data stream 
error. 

See the work station 
printer MIM. 


The work station printer 
(5219) has a data stream 
error. 

See the work station 
printer MIM. 
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SRC 

FRU 

% 

0268 

Printer 

99 

0269 

Printer 

99 

0281 

Printer 

99 

0283 

Printer 

99 

0284 

Printer 

99 

0285 

Printer 

99 

02C6 

Printer 

99 

0287 

Printer 

99 


FRU DESCRIF’TION 




SERVICE COMMENTS 

The work station printer 
(5219) has a data stream 
error. 

See the work station 
printer MIM. 


The work station printer 
(5219) has a data stream 
error. 

See the work station 
printer MIM. 


The work station printer 
has a cover check or 
machine check. 

See the work station 
printer MIM. 


The work station printer 
has a print check. 

See the work station 
printer MIM. 


The work station printer 
has a print check. 

See the work station 
printer MIM. 


The work station printer 
has a print check. 

See the work station 
printer MIM. 


The work station printer 
has a print check. 

See the work station 
printer MIM. 


The work station printer 
has a machine check. 
See the work station 
printer MIM. 
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A-A1N2 

92 

8248087 

4234097 

A-A1M2 

2 

4234080 

A-A1L2 

2 

4234069 

MS 

1 

4234098 

2597704 

A-A1Q2 

1 

2597706 

A-A1P2 

1 

4233686 

A-A1 

1 



CSP stor card 32 KW 
CSP stor card 32 kw Ec 
CSP Data Flow card 
CSP Channel card 
MSP stor card 128 KB 
MSP stor card 256 KB 
MSP Data Flow card 
MSP Control card 


SERVICE COMMENTS 

The work station printer 
has a ribbon jam. 

See the work station 
printer MIM. 


The work station printer 
has a ribbon jam. 

See the work station 
printer MIM. 


The work station printer 
has not changed the even/ 
odd time out bit in 8 
seconds indicating a work 
station printer error. 


The work station printer 
has not completed a 
command inside of 8 
seconds indicating a work 
station printer error. 


Display LSR Od. XX may be 
00 to FF. If the contents 
are between dA01 -dAff and 
the Processor Check light 
is on, replace A-A1P2 and 
A-A1Q2 with new FRUs. 


A system bus P check 
occurred during I/O 
instruction. 

MS = main storage 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

1002 

A-A1N2 

95 

8248087 

CSP stor card 32 KW 

A sys bus P check occurred 




4234097 

CSP stor card 32 kw Ec 

during cycle steal. 


AA1M2 

1 

4234080 

CSP Data Flow card 

MS = main storage. 


MS 

1 

4234098 

MSP stor card 128 KB 





2597704 

MSP stor card 256 KB 



A-A1Q2 

1 

2597706 

MSP Data Flow card 



A-A1P2 

1 

4233686 

MSP Control card 



A-A1L2 

1 

4234069 

CSP Channel card 


1003 

A-A1N2 

92 

8248087 

CSP stor card 32 KW 

A SDR P check occurred. 




4234097 

CSP stor card 32 kw Ec 



A-A1M2 

2 

4234080 

CSP Data Flow card 

MS = main storage. 


A-A1L2 

2 

4234069 

CSP Channel card 


MS 

1 

4234098 

MSP stor card 128 KB 





2597704 

MSP stor card 256 KB 



A-A1Q2 

1 

2597706 

MSP Data Flow card 



A-A1P2 

1 

4233686 

MSP Control card 



A-A1 

1 




1004 

A-A1N2 

92 

8248087 

CSP stor card 32 KW 

A SDR P check occurred. 




4234097 

CSP stor card 32 kw Ec 



A-A1M2 

2 

4234080 

CSP Data Flow card 

MS = main storage. 


A-A1L2 

2 

4234069 

CSP Channel card 


MS 

1 

4234098 

MSP stor card 128 KB 





2597704 

MSP stor card 256 KB 



A-A1Q2 

1 

2597706 

MSP Data Flow card 



A-A1P2 

1 

4233686 

MSP Control card 



A-A1 

1 




1005 

A-A1N2 

96 

8248087 

CSP stor card 32 KW 

A MDR parity check 




4234097 

CSP stor card 32 kw Ec 

occurred. 


A-A1M2 

1 

4234080 

CSP Data Flow card 



A-A1L2 

1 

4234069 

CSP Channel card 



A-A1Q2 

1 

2597706 

MSP Data Flow card 



A-A1 

1 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

1041 

A-A1N2 

73 

8248087 

CSP stor card 32 KW 

The data written to 




4234097 

CSP stor card 32 kw Ec 

storage had bad parity. 


A-A1L2 

23 

4234069 

CSP Channel card 



A-A1Q2 

1 

2597706 

MSP Data Flow card 



A-A1M2 

1 

4234080 

CSP Data Flow card 



A-A1P2 

1 

4233686 

MSP Control card 



A-A1 

1 




1042 

A-A1L2 

77 

4234069 

CSP Channel card 

The data written to 


A-A1N2 

19 

8248087 

CSP stor card 32 KW 

storage diiring a cycle 


4234097 

CSP stor card 32 kw Ec 

steal had bad parity. 


A-A1M2 

1 

4234080 

CSP Data Flow card 



A-A1P2 

1 

4233686 

MSP Control card 



A-A1Q2 

1 

2597706 

MSP Data Flow card 



A-A1 

1 




1043 

A-A1N2 

99 

8248087 

CSP stor card 32 KW 

There was an unrecoverable 




4234097 

CSP stor card 32 kw Ec 

error when data was read 
from storage. 

1044 

A-A1N2 

99 

8248087 

4234097 

CSP stor card 32 KW 

CSP stor card 32 kw Ec 

There was an unrecoverable 
error when data was read 
from storage during a 
cycle steal. 

1045 

A-A1N2 

34 

8248087 

CSP stor card 32 KW 

A SDR parity check 




4234097 

CSP stor card 32 kw Ec 

occurred. 


A-A1M2 

31 

4234080 

CSP Data Flow card 

MS = main storage 


A-A1L2 

25 

4234069 

CSP Channel card 


MS 

6 

4234098 

MSP stor card 128 KB 





2597704 

MSP stor card 256 KB 



A-A1Q2 

2 

2597706 

MSP Data Flow card 



A-A1P2 

1 

4233686 

MSP Control card 



A-A1 

1 




1046 

A-A1N2 

73 

8248087 

CSP stor card 32 KW 

A MDR parity check 




4234097 

CSP stor card 32 kw Ec 

occurred. 


A-A1M2 

23 

4234080 

CSP Data Flow card 



A-A1Q2 

1 

2597706 

MSP Data Flow card 



A-A1L2 

1 

4234069 

CSP Channel card 



A-A1P2 

1 

4233686 

MSP Control card 



A A1 

1 
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SRC 

FRU 

% 

P/N 

FRU DESCRfiTION 

1070 

A-A1M2 

79 

4234080 

CSP Data Flow card 


A-A1Q2 

12 

2597706 

MSP Data Flow card 


A-A1U2 

6 

2597584 

MSP stor card 512 KB 


A-A1L2 

1 

4234069 

CSP Channel card 


A-A1P2 

1 

4233686 

MSP Control card 


AA1 

1 



1071 

A-A1M2 

79 

4234080 

CSP Data Flow card 


A>A1Q2 

12 

2597706 

MSP Data Flow card 


A-A1T2 

6 

2597584 

MSP stor card 512 KB 


A-A1L2 

2 

4234069 

CSP Channel card 


A-A1P2 

1 

4233686 

MSP Control card 

1072 

A-A1M2 

79 

4234080 

CSP Data Flow card 


A-A1Q2 

12 

2597706 

MSP Data Flow card 


A-A1S2 

6 

2597584 

MSP stor card 512 KB 


A-A1L2 

2 

4234069 

CSP Channel card 


A-A1P2 

1 

4233686 

MSP Control card 

1073 

A-A1M2 

75 

4234080 

CSP Data Flow card 


A-A1Q2 

12 

2597706 

MSP Data Flow card 


A-A1R2 

10 

2597704 

MSP stor card 256 KB 


A-A1L2 

1 

4234069 

CSP Channel card 


A-A1P2 

1 

4233686 

MSP Control card 

1074 

A-A1U2 

50 

4233694 

MSP stor card 128 KB 


A-A1M2 

40 

4234080 

CSP Data Flow card 


A-A1Q2 

7 

2597706 

MSP Data Flow card 


A-A1L2 

1 

4234069 

CSP Channel card 


A-A1P2 

1 

4233686 

MSP Control card 


A-A1 

1 



1075 

A-A1T2 

50 

4233694 

MSP stor card 128 KB 


A-A1M2 

40 

4234080 

CSP Data Flow card 


A-A1Q2 


2597706 

MSP Data Flow card 


A-A1L2 

1 

4234069 

CSP Channel card 


A-A1P2 

1 

4233686 

MSP Control card 


SERVICE COMMENTS 

The data written to 
storage had bad parity 
A-A1U2 is a 512Kb storage 
card. 


The data written to 
storage had bad parity 
A-A1T2 is a 512Kb storage 
card. 


The data written to 
storage had bad parity 
A-A1S2 is a 512Kb storage 
card. 


The data written to 
storage had bad parity. 
A1R2 is a 256Kb storage 
card. 


The data written to 
storage had bad parity. 
A1U2 is a 128kb storage 
card. 


Main storage write parity 
check. A1T2 is a 128Kb 
storage card. 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

1076 

AA1S2 

50 

4233(594 

MSP stor card 128 KB 

The data written to 


AA1M2 

40 

4234080 

CSP Data Flow card 

storage had bad parity 


A-A1Q2 

7 

2597706 

MSP Data Flow card 

A-A1S2 is a 128Kb storage 


A-A1L2 

1 

423/M)69 

CSP Channel card 



A-A1P2 

1 

4233686 

MSP Control card 


1077 

A-A1R2 

SO 

4233694 

MSP stor card 128 KB 

The data written to 


A-A1M2 

40 

42;i4080 

CSP Data Flow card 

storage had bad parity 


AA1Q2 

7 

2597706 

MSP Data Flow card 

A-A1S2 is a 128Kb storage 

Cdrd 


A-A1L2 

1 

4234069 

CSP Channel card 



A-A1P2 

1 

4233686 

MSP Control card 


1078 

A-A1M2 

74 

4234080 

CSP Data Flow card 

The data written to 


A-A1Q2 

12 

2597706 

MSP Data Flow card 

storage had bad parity. 


A-A1U2 

10 

2597704 

MSP stor card 256 KB 

A1U2 IS a 2b6Kb storage 


A-A1L2 

1 

4234069 

CSP Channel card 



A-A1P2 

1 

4233686 

MSP Control card 



A-A1 

1 




1079 

A-A1M2 


4234080 

CSP Data Flow card 

Main storage write 


A-A1Q2 


2597706 

MSP Data Flow card 

parity check. 


A-A1T2 


2597704 

MSP stor card 256 KB 

A1T2 IS a 256Kb storage 
card. 


A<A1L2 


4234069 

CSP Channel card 



A-A1P2 


4233686 

MSP Control card 


107 A 

AA1M2 

7f) 

4234080 

CSP Data Flow card 

The data written to 


A-A1Q2 

12 

2597706 

MSP Data F'low card 

storage had bad parity. 


A-A1S2 

10 

2597704 

MSP stor card 256 KB 

A1S2 is a 256Kb storage 
card. 


A-A1L2 

1 

4234069 

CSP Channel card 



A-A1P2 

1 

4233686 

MSP Control card 


107C 

A-A1M2 

79 

4234080 

CSP Data Flow card 

The data written to 


A-A1Q2 

12 

2597706 

MSP Data Flow card 

storage had bad parity 


A-A1R2 

6 

2597584 

MSP stor card 512 KB 

A-A1R2 is a 512!Cb storage 
card. 


A-A1L2 

2 

4234069 

CSP Channel card 



A-A1P2 

1 

4233686 

MSP Control card 


1080 

A-A1Q2 

60 

2597706 

MSP Data Flow card 

Main storage write 


A-A1U2 

38 

2597584 

MSP stor card 512 KB 

parity check. 


A-Air*2 

1 

4233686 

MSP Control card 

A-A1U2 !s a 512Kb storage 
card 


A-A1L2 

1 

4234069 

CSP Channel card 



CIO 


43 












































SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

1081 

A-A1Q2 

A-A1T2 

A-A1P2 

A-A1L2 


2597706 

2597584 

4233686 

4234069 

MSP Data Flow card 

MSP stor card 512 KB 

MSP Control card 

CSP Channel card 

Mam storage wnte 
parity check. 

A-A1T2 IS a 612Kb storage 
card. 

1082 

AA1Q2 

A-A1S2 

AA1P2 

A-A1L2 

m 

2597706 

2597584 

4233686 

4234069 

MSP Data Flow card 

MSP stor card 512 KB 
MSP Control card 

CSP Channel card 

Mam storage write 
parity check. 

A-A1S2 IS a 512Kb storage 
card. 

1083 

A-A1R2 

A-A1Q2 

A-A1P2 

A-A1L2 

50 

48 

1 

1 

2597704 

2597706 

4233686 

4234069 

MSP stor card 256 KB 
MSP Data Flow card 

MSP Control card 

CSP Channel card 

Mam storage write 
parity check. 

A1R2 is a 256Kb storage 
card. 

1084 

A-A1U2 

A-Aia2 

A-A1P2 

A-A1L2 

87 

11 

1 

1 

4233694 

2597706 

4233686 

4234069 

MSP stor card 128 KB 
MSP Data Flow card 

MSP Control caid 

CSP Channel card 

Main storage write parity 
check. A1U2 is a 128Kb 
storage card. 

1085 

A-A1T2 

A-A1Q2 

A-A1P2 

A-A1L2 

87 

11 

1 

1 

4233694 

2597706 

4233686 

4234069 

MSP stor card 128 KB 
MSP Data Flow card 

MSP Control card 

CSP Channel card 

Main storage write parity 
check. A1T2 is a 128Kb 
storage card. 

1086 

A-A1S? 

A-A1Q2 

A-A1P2 

A-A1L2 

37 

1 

1 

4233694 

2597706 

4233686 

4234069 

MSP stor card 128 KB 
MSP Data Flow card 

MSP Control card 

CSP Channel card 

Main storage write 
parity check. 

A-A1S2 is a 128Kb storage 
card. 

1087 

A-A1R2 

A-A1Q2 

A-A1P2 

A-A1L2 

87 

11 

1 

1 

4233694 

2597706 

4233686 

4234069 

MSP stor card 128 KB 
MSP Data Flow card 

MSP Control card 

CSP Channel card 

Main storage write 
parity check. 

A-A1R2 is a 128Kb storage 
card. 

1088 

A-A1U2 

A-A1Q2 

A-A1P2 

A-A1L2 

50 

48 

1 

1 

2597704 

2597706 

4233686 

4234069 

MSP stor card 256 KB 
MSP Data Flow card 

MSP Control card 

CSP Channel card 

Main storage write parity 
check. A1U2 is a 256Kb 
storage card. 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

1089 

A-A1T2 

Rll 

2597704 

MSP stor card 256 KB 

Mam storage write parity 


A-A1Q2 

48 

2597706 

MSP Data Flow card 

check. A1T2 is a 256Kb 


A-A1P2 

1 

4233686 

MSP Control card 

storage card. 


A-A1L2 

1 

4234069 

CSP Channel card 


108 A 

A'A1S2 

50 

2597704 

MSP stor card 256 KB 

Mam storage write 


A-A1Q2 

48 

2597706 

MSP Data Flow card 

parity check. 


A-A1P2 

1 

4233686 

MSP Control card 

A1S2 IS a 256Kb storage 
card. 


AA1L2 

1 

4234069 

CSP Channel card 


108C 

AA1Q2 


2597706 

MSP Data Flow card 

Main storage write 


A-A1R2 

38 

2597584 

MSP stor card 512 KB 

parity check. 


A-A1P2 

1 

4233686 

MSP Control card 

A-A1R2 is a 512Kb storage 


A-A1L2 

1 

4234069 

CSP Channel card 


1091 

A-A1E2/ 

75 

2462228 

Data stor adapter 1 cd 

DBI parity check during 


A-A2E2/ 




a cycle steal from the 


AA2J2 


4237136 

Data stor Ctrl card 

disk or diskette. 




2597763 

Data stor Ctrl card 





2597727 

DS Pass-Thru card 



A-A1L2 

20 

4234069 

CSP Channel card 



Channel 

5 





cables 





1092 

A-A3S2/ 

75 

4177036 

Controller card 16 KW 

DBI parity check during 




4177037 

Controller card 32 KW 

a cycle steal from the 




4237136 

Ctrir cd 64KW stage 2 

Communications controller. 




2597763 

Ctrir cd 64KW stage 2 



A-A3P2 


4237136 

ELCA control card 





2597763 

ELCA control card 



A-A1L2 

20 

4234069 

CSP Channel card 



Channel 

5 





cables 





1093 

A-A1N2 

75 

8248087 

CSP stor card 32 KW 

DBI parity check during 




4234097 

CSP stor card 32 kw Ec 

a cycle steal from the 


A-A1L2 

25 

4234069 

CSP Channel card 

work station controller. 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

1094 

A-A1H2 

25 

4177036 

WSC Base card 16 KW 

Not valid device address 




4177038 

WSC card 48 KW 

during a cycle steal. 




4237136 

WSC card 64 KW 





2597763 

WSC card 64 KW 



A-A1E2/ 

25 

2462228 

Data stor adapter 1 cd 



A-A2E2/ 






AA2J2 


4237136 

Data stor Ctrl card 





2597763 

Data stor Ctrl card 





2597727 

DS Pass-Thru card 



A-A3S2/ 

25 

4177036 

Controller card 16 KW 





4177037 

Controller card 32 KW 





4237136 

Ctrir cd 64KW stage 2 





2597763 

Ctrir cd 64KW stage 2 



A-A3P2 


4237136 

ELCA control card 





2597763 

ELCA control card 



A-A1L2 

25 

4234069 

CSP Channel card 


1095 

A-A1E2/ 

20 

2462228 

Data stor adapter 1 cd 

Wrong response to a sense 


A-A2E2/ 




interrupt level status 


A-A2J2 


4237136 

Data stor Ctrl card 

byte (SISLB) command on 

IL4 




2597763 

Data stor Ctrl card 





2597727 

DS Pass-Thru card 



A-A1H2 

20 

4177036 

WSC Base card 16 KW 





4177038 

WSC card 48 KW 





4237136 

WSC card 64 KW 





2597763 

WSC card 64 KW 



A-A2S2 

20 

4177002 

Print adapter cd 3262 



A-A2T2 

20 

4177009 

Print State Seq card 



A-A2K2 

20 

2462228 

Data Stor Adapter 2 cd 


1096 

A-A1E2/ 

33 

2462228 

Data stor adapter 1 cd 

Not a valid main storage 


A-A2E2/ 




address and sys bus P 


A-A2J2 


4237136 

Data stor Ctrl card 

check during a cycle 
steal to the DSA. 




2597763 

Data stor Ctrl card 





2597727 

DS Pass-Thru card 



A-A1M2 

33 

4234080 

CSP Data Flow card 



A-A1L2 

33 

4234069 

CSP Channel card 



46 


CI3 





















1 

SRC 

!- 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

10A1 

A-A3S2/ 


4177036 

Controller card 16 KW 

Not a valid main atortige 




4177037 

Controller card 32 KW 

Address during a cycit? 




4237136 

Ctrir cd 64KW stage 2 

steal from/to the 
communications controller. 




2597763 

Ctrir cd 64KW stage 2 



A-A3P2 


4237136 

ELCA control card 





2597763 

ELCA control card 



A-A1M2 

10 

4234080 

CSP Data Flow card 



A-A1L2 

10 

4234069 

CSP Channel card 


10A2 

A-A1E2/ 

m 

2462228 

Data stor adapter 1 cd 

Not a valid main storage 


A-A2E2/ 




Address djjring a cycle 


A-A2J2 


4237136 

Data stor Ctrl card 

steal from/to the file. 




2597763 

Data stor Ctrl card 





2597727 

DS Pass-Thru card 



A-A1M2 

10 

4234080 

CSP Data Flow card 



A-A1L2 

10 

4234069 

CSP Channel card 


10A3 

A-A1H2 

80 

4177036 

WSC Base card 16 KW 

Not a valid main storage 




4177038 

WSC card 48 KW 

address during a cycle 




4237136 

WSC card 64 KW 

steal from/to the work 




2597763 

WSC card 64 KW 



A-A1M2 

10 

4234080 

CSP Data Flow card 



A.A1L2 

10 

4234069 

CSP Channel card 


10A4 

A.A1E2/ 

33 

2462228 

Data stor adapter 1 cd 

Cycle steal timeout during 


A-A2E2/ 




a cycle steal to/from the 


A-A2J2 


4237136 

Data stor Ctrl card 

disk or diskette. 




2597763 

Data stor Ctrl card 





2597727 

DS Pass-Thru card 



A-A1M2 

33 

4234080 

CSP Data Flow card 



A-A1L2 

33 

4234069 

CSP Channel card 


10A5 

A-A3S2/ 

33 

4177036 

Controller card 16 KW 

Cycle steal timeout during 




4177037 

Controller card 32 KW 

a cycle steal to/from the 




4237136 

Ctrir cd 64KW stage 2 

Communications controller. 




2&J7763 

Ctrir cd 64KW stage 2 



A-A3P2 


4237136 

ELCA control card 





2597763 

ELCA control card 



A-A1M2 

33 

4234080 

CSP Data Flow card 



A-A1L2 

33 

4234069 

CSP Channel card 



CI4 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

1 

SERVICE COMMENTS 

10A6 

AA1H2 

80 

4177038 

WSC Base card 16 KW 

Cycle steal timeout during 




4177038 

WSC card 48 KW 

a cycle steal to/from the 




4237136 

WSC card 64 KW 

work station controller. 




2597763 

WSC card 64 KW 



A-A1M2 

10 

4234080 

CSP Data Flow card 



AA1L2 

10 

4234069 

CSP Channel card 


10d3 

A-A1M2 

51 

4234080 

CSP Data Flow card 

System bus check during a 


A-A1N2 

17 

8248087 

CSP stor card 32 KW 

cycle steal to the disk 




4234097 

CSP stor card 32 kw Ec 

or diskette. 


A-A1U2 

16 

4233694 

MSP stor card 128 KB 



A-A1Q2 


2597706 

MSP Data Flow card 



A-A1L2 

4 

4234069 

CSP Channel card 



A-A1P2 

1 

4233686 

MSP Control card 



A-A1E2/ 

1 

2462228 

Data stor adapter 1 cd 



A-A2E2/ 






A-A2J2 


4237136 

Data stor Ctrl card 





2597763 

Data stor Ctrl card 





2597727 

DS Pass-Thru card 


10d4 

A-A3S2/ 

33 

4177036 

Controller card 16 KW 

Not a valid main storage 




4177037 

Controller card 32 KW 

address and sys bus P 




4237136 

Ctrir cd 64KW stage 2 

check during a cycle steal 
to the communications 




2597763 

Ctrir cd 64KW stage 2 

controller. 


A-A3P2 


4237136 

ElCA control card 





2597763 

ELCA control card 



A-A1M2 

33 

4234080 

CSP Data Flow card 



A-A1L2 

33 

4234069 

CSP Channel card 


10d5 

A-A1H2 

33 

4177036 

WSC Base card 16 KW 

Not a valid main storage 




4177038 

WSC card 48 KW 

address and a sys bus P 






check during a CS to/from 




4237136 

WSC card 64 KW 

the work station 




2597763 

WSC card 64 KW 

controller. 


A-A1M2 

33 

4234080 

CSP Data Flow card 



A-A1L2 

33 

4234069 

CSP Channel card 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

lOdS 

AA3S2/ 


4177036 

Controller card 16 KW 




4177037 

Controller card 32 KVV 




4237136 

Ctrir cd 64KW stage 2 




2597763 

Ctrir cd 64KW stage 2 


AA1K2 


4177000 

bLCA Comm card 


AA1L2 

10 

4234069 

CSP Channel card 

10d9 

A-A3P2 


4237136 

ELCA control card 




2597763 

ELCA control card 


A-A1L2 

10 

4234069 

CSP Channel card 

10dA 

A-A1E2/ 

A-A2E2/ 


2462228 

Data stor adapter 1 cd 


A-A2J2 


4237136 

Data stor Ctrl card 




2597763 

Data stor Ctrl card 




2597727 

DS Pass-Thru card 


A-A1L2 

10 

4234069 

CSP Channel card 

lOdb 

A-A3S2/ 

50 

4177036 

Controller card 16 KW 




4177037 

Controller card 32 KW 




4237136 

Ctrir cd 64KW stage 2 




2597763 

Ctrir cd 64KW stage 2 


A-A3P2/ 


4237136 

ELCA control card 




2597763 

ELCA control card 


A-A1K2 


4177000 

SLCA Comm card 


A<A1L2 

50 

4234069 

CSP Channel card 

lOdC 

A-A1H2 

90 

4177036 

WSC Base card 16 KW 




4177038 

WSC card 48 KW 




4237136 

WSC card 64 KW 




2597763 

WSC card 64 KW 


A-A1L2 

10 

4234069 

CSP Channel card 

10dE 

A-A2T2 

45 

4177009 

Print State Seq card 


A-A1L2 

45 

4234069 

CSP Channel card 


SERVICE COMMENTS 

A cnannel check occurred 
during an I/O instruction 
to the data communications 
attachment (DBO P chk, DBI 
P chk. I/O timeout, not 
valid adr). 


A channel check occurred 
during an I/O instruction 
to the disk or diskette 
(DBO P chk, DBI P chk, I/O 
timeout, not valid adr). 


Wrong response to a sense 
interrupt level status 
byte (SILSB) command on 
IL2. 


A channel check occurred 
during an I/O instruction 
to the work station 
controller (DBO P chk, DBI 
P chk, I/O timeout, not 
valid adr). 


A channel check occurred 
during an I/O instruction 
to the 3262 printer (DBO 
Pchk, DBI Pchk, I/O 
timeout, not valid adr). 


CI6 
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FRU DESCRIPTION 


SERVICE COMMENTS 


10E1 

A'A1M2 


4234080 

CSP Data Flow card 

X-register parity check. 


AA1N2 

10 

8248087 

CSP stor card 32 KW 





4234097 

CSP stor card 32 kw Ec 


1JE2 

A-A1M2 


4234080 

CSP Data Flow card 

SAR parity check. 


A'A1N2 

10 

8248087 

CSP stor card 32 KW 



' 


4234097 

CSP stor card 32 kw Ec 


10E3 

A-A1M2 


4234080 

CSP Data Flow card 

Not a valid control 


A-A1N2 

10 

8248087 

CSP stor card 32 KW 

storage address. 




4234097 

CSP stor card 32 kw Ec 


10E4 

A-A1M2 

E!!| 

4234080 

CSP Data Flow card 

Storage time out check. 


A-A1N2 

10 

8248087 

CSP stor card 32 KW 





4234097 

CSP stor card 32 kw Ec 


10ES 

A-A1M2 

E9 

4234080 

CSP Data Flow card 

Storage time out check. 


A-A1N2 

10 

8248087 

CSP stor card 32 KW 





4234097 

CSP stor card 32 kw Ec 


10E6 

A-A1M2 


4234080 

CSP Data Flow card 

SAR parity check during 


A-A1N2 

10 

8248087 

CSP stor card 32 KW 





4234097 

CSP stor card 32 kw Ec 


10E7 

A-A1M2 

62 

4234080 

CSP Data Flow card 

Time out check. 


AA1Q2 

17 

2597706 

MSP Data Flow card 



A-A1N2 

17 

8248087 

CSP stor card 32 KW 





4234097 

CSP stor card 32 kw Ec 



A-A1P2 

3 

4233686 

MSP Control card 



A-A1 

1 




10E8 

A-A1M2 

59 

4234080 

CSP Data Flow card 

Wrong ECC write pority 


A-A1Q2 

41 

2597706 

MSP Data Flow card 

error. 


A-A1N2 

1 

8248087 

CSP stor card 32 KW 





4234097 

CSP stor card 32 kw Ec 



50 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

10E9 

A-A1IVI2 

51 

4234080 

CSP Data Flow card 

A system bus P check 


A-A1N2 

17 

8248087 

CSP stor card 32 KW 

during a cycle steal. 




4234097 

CSP stor card 32 kw Ec 

MS ■ ma>n storage 


MS 

16 

4234098 

MSP stor card <28 KB 





2597704 

MSP stor card 256 KB 



A-A1Q2 

10 

2597706 

MSP Data Flow card 



A<A1P2 

1 

4233686 

MSP Control card 



A-A3S2/ 

1 

4177036 

Controller card 16 KW 





4177037 

Controller card 32 KW 





4237136 

Ctrir cd 64KW stage 2 





2597763 

Ctrir cd 64KW stage 2 



A-A3P2 


4237136 

ELCA control card 





2597763 

ELCA control card 


IDEA 

A-A1M2 

94 

4234080 

CSP Data Flow card 

MSP MSAR parity check. 


A-A1Q2 

6 

2597706 

MSP Data Flow card 



A-A1N2 

1 

8248087 

CSP stor card 32 KW 





4234097 

CSP stor card 32 kw Ec 


lOEb 

A-A1M2 

58 

4234080 

CSP Data Flow card 

wrong ECC wrt P check 


A-A1Q2 

40 

2597706 

MSP Data Flow card 

during cycle steal to 


A-A1N2 

2 

8248087 

CSP stor card 32 KW 

main storage. 




4234097 

CSP stor card 32 kw Ec 


10EC 

A-A1M2 

79 

4234080 

CSP Data Flow card 

MSP MSAR parity check 


A-A1N2 

16 

8248087 

CSP stor card 32 KW 

during cycle steal. 




4234097 

CSP stor card 32 kw Ec 



A-A1Q2 

5 

2597706 

MSP Data Flow card 


10F0 

A-A1M2 

30 

4234080 

CSP Data Flow card 

A CSP error occurred. 


A-A1N2 

20 

8248087 

CSP stor card 32 KW 

REIPL the system then 




4234097 

CSP stor card 32 k^v Ec 

run the new oRL in tRAr 


A-A1L2 

15 

4234069 

CSP Channel card 

and use MAP 0113, 0114, 


MS 

15 

4234098 

MSP stor card 128 KB 

0115, and 0116 for 




2597704 

MSP stor card 256 KB 

definition of new SRC. 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

10F1 





MSP error: main storage 
access timeout. 

REIPL the system then 
run the new SRC in ERAP 

CSP error history table 
and use MAP 0113, 0114, 

0115, and 0116 for 
definition of new SRC. 

10F2 

A-A1P2 

80 

4233686 

MSP Control card 

MSP error; parity checks. 

REIPL the system then 
run the new SRC in ERAP 

CSP error history table 
and use MAP 0113, 0114, 

0115, and 0116 for 
definition of new SRC. 
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SRC 

FRU 

% 

P/IM 

FRU DESCRIPTION 

SERVICE COMMENTS 

10F3 

A-A1L2 

A-A1H2 

A-A3S2/ 

A-A3P2 

A-A2N2 

A-A1K2 

A-A1M2 

A-A1N2 

A-A2J2 

A-A1E2/ 

A-A2E2 

A-A2T2 

A-A1J2 

AA2S2 

Term 

10 

10 

10 

10 

10 

5 

5 

5 

5 

5 

5 

5 

4234069 

4177036 

4177038 

4237136 

2597763 

4177036 

4177037 

4237136 

2597763 

4237136 

2597763 

8528166 

4177000 

4234080 

8248087 

4234097 

4237136 

2597763 

2597727 

2462228 

4177009 

4177027 

4177002 

CSP Channel card 

WSC Base card 16 KW 
WSC card 48 KW 

WSC card 64 KW 

WSC card 64 KW 
Controller card 16 KW 
Controller card 32 KW 
Ctrir cd 64KW stage 2 

Ctrir cd 64KW stage 2 
ELCA control card 

ELCA control card 
adapter card 1255 

SLCA Comm card 

CSP Data Flow card 

CSP stor card 32 KW 

CSP stor card 32 kw Ec 
Data stor Ctrl card 

Data stor Ctrl card 

DS Pass-Thru card 

Data stor adapter 1 cd 

Print State Seq card 

WS adapter card 

Print adapter cd 3262 

A channel error occurred. 

REIPL the system then 
run the new SRC in ERAP 

CSP error history table 
and use MAP 0113, 0114, 

0115, and 0116 for 
definition of new SRC. 

Check all DC voltages on 
all boards to insure 
proper tolerances. Ref: 

FLD AE100-AE300for 
probe points. Ref: MIM 

05-400 for tolerances. 

NOTE: Check for bad 
channel terminator card. 

Only one will be present 
at either A1B3, A2U3, A3U3 
or A3U4. 

Terminator cd P/N 4234073 

10F4 

A-A1N2 

50 

8248087 

4234097 

CSP stor card 32 KW 

CSP stor card 32 kw Ec 

A control storage ECC 
occurred. 

REIPL the system then 
run the new SRC in ERAP 

CSP error history table 
and use MAP 0113, 0114, 

0115, and 0116 for 
definition of new SRC. 
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FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

10F5 





Interrupt level 1 occurred 
for an unknown dev/ice. 

REIPL the system then 
run the new SRC in ERAP 

CSP error history table 
and use MAP 0113, 0114, 

0115, and 0116 for 
definition of new SRC. 

10F6 

A-A1L2 

A-A4K2 

A-A3S2/ 

A-A3P2 

30 

30 

30 

4234069 

4177000 

4177036 

4177037 

4237136 

2597763 

4237136 

2597763 

CSP Channel card 

SLCA Comm card 
Controller card 16 KW 
Controller card 32 KW 
Ctrir cd 64KW stage 2 

Ctrir cd 64KW stage 2 
ELCA control card 

ELCA control card 

Interrupt level 2 occurred 
for an unknown device. 

Could be any card on the 
channel bus causing the 
problem. 

REIPL the systeri’ then 
run the new SRC in ERAP 

CSP error history table 
and use MAP 0113, 0114, 

0115, and 0116 for 
definition of new SRC. 

10F7 





Interrupt level 3 occurred 
for an unknown device. 

REIPL the system then 
run the new SRC in ERAP 

CSP error history table 
and use MAP 0113, 0114, 

0115, and 0116 for 
definition of new SRC. 

10F8 

i _I 





Interrupt level 4 occurred 
for an unknown device. 

REIPL the system then 
run the new SRC in ERAP 

CSP error history table 
and use MAP 0113, 0114, 

0115, and 0116 for 
definition of new SRC. 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

10FF 

A-A1L2 

A<A1M2 

A-A1N2 

A-A1P2 

A-A1Q2 

A-A1R2 

A-A1S2 

A-A1T2 

A-A1U2 

A-A1Z2 

10 

10 

10 

10 

10 

10 

10 

10 

10 

10 

4234069 

4234080 

8248087 

4234097 

4233686 

2597706 

4233694 

4233694 

4233694 

4233694 

CSP Channel card 

CSP Data Flow card 

CSP stor card 32 KW 

CSP stor card 32 kw Ec 
MSP Control card 

MSP Data Flow card 

MSP stor card 128 KB 
MSP stor card 128 KB 
MSP stor card 128 KB 
MSP stor card 128 KB 

See MAF-' 0301 for more 
information on this system 
reference code. Check all 

DC voltages on all boards 
to insure proper tolerance 

Ref: FLD AE100-AE300 for 
probe points. Ref: MIM 

05-400 for tolerances. 

1111 





This is the hardware 
default code and indicates 
that no hardware error 
condition was evaluated. 

RE-IPL to obtain a refined 

SRC. If system completes 

IPL, look in ERAP for SRCs 
at the time of the RE-IPL. 

1200 

A-A1U2 

99 

2597584 

MSP stor card 512 KB 

ReIPL, if no failure 
replace FRU(s), if 
failure go to 0301 A. 

1201 

A-A1T2 

A-A1Q2 

i 

2597584 

2597706 

MSP stor card 512 KB 
MSP Data Flow card 

ReIPL, if no failure 
replace FRLI(s), if 
failure go to 0301 A. 

1202 

A-A1S2 

A-A1Q2 

I 

2597584 

2597706 

MSP stor card 512 KB 
MSP Data Flow card 

ReIPL, if no failure 
replace FRU(s), if 
failure go to 0301 A. 

1203 

A-A1R2 

A-A1Q2 

95 

4 

2597704 

2597706 

MSP stor card 256 KB 
MSP Data Flow card 

A1R2 is a 256Kb storage 
card. 

REIPL, if no failure 
replace FRU{s), if 
failure go to 0301 A. 

1204 

A-A1U2 

99 

4233694 

MSP stor card 128 KB 

A1U2 IS a 128Kb storage 
card. 
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FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

1205 

A-A1T2 

A-A1Q2 

95 

4 

4233694 

2597706 

MSP stor card 128 KB 

MSP Data Flow card 

A1T2 is a 128Kb storage 
card. 

REIPL, if no failure 
replace FRU(s), if 
failure go to 0301 A. 

1206 

A-A1S2 

A-A1Q2 

94 

4 

4233694 

2597706 

MSP stor card 128 KB 
MSP Data Flow card 

ReIPL, if no failure 
replace FRU(s), if 
failure go to 0301 A. 

1207 

A-A1R2 

A-A1Q2 

94 

4 

4233694 

2597706 

MSP stor card 128 KB 
MSP Data Flow card 

ReIPL, if no failure 
replace FRU(s), if 
failure go to 0301 A. 

1208 

A-A1U2 

99 

2597704 

MSP stor card 256 KB 

A1U2 is a 256Kb storage 
card. 

1209 

A-A1T2 

A-A1Q2 

95 

4 

2597704 

2597706 

MSP stor card 256 KB 
MSP Data Flow card 

A1T2 is a 256Kb storage 
card. 

REIPL, if no failure 
replace FRU(s), if 
failure go to 0301 A. 

120 A 

A-A1S2 

A-A1Q2 

95 

4 

2597704 

2597706 

MSP stor card 256 KB 
MSP Data Flow card 

A1S2 is a 256Kb storage 
card. 

REIPL, if no failure 
replace FRU(s), if 
failure go to 0301 A. 

120C 

A-A1R2 

A-A1Q2 

94 

4 

2597584 

2597706 

MSP stor card 512 KB 
MSP Data Flow card 

ReIPL, if no failure 
replace FRU(s), if 
failure go to 0301 A. 

120d 

A-A1Q2 

A-A1P2 

96 

3 

2597706 

4233686 

MSP Data Flow card 

MSP Control card 

REIPL, if no failure 
replace FRLI(s), if 
failure go to 031OA. 

120E 

A-A1Q2 

A-A1P2 

97 

2 

2597706 

4233686 

MSP Data Flow card 

MSP Control card 

REIPL, if no failure 
replace FRU(s), if 
failure go to 0310A. 
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FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

1210 

A-A1Q2 

A-A1U2 

A-A1P2 

87 

11 

1 

2597706 

2597584 

4233686 

MSP Data Flow card 

MSP stor card 512 KB 
MSP Control card 

ReIPL, if no failure 
replace FRU(s), if 
failure go to 0301 A. 

1211 

A-A1Q2 

A-A1T2 

A-A1P2 

87 

11 

1 

2597706 

2597584 

4233686 

MSP Data Flow card 

MSP stor card 512 KB 
MSP Control card 

ReIPL, if no failure 
replace FRU(s), if 
failure go to 0301 A. 

1212 

A-A1Q2 

A-A1S2 

A-A1P2 

87 

11 

1 

2597706 

2597584 

4233686 

MSP Data Flow card 

MSP stor card 512 KB 
MSP Control card 

ReIPL, if no failure 
replace FRU(s), if 
failure go to 0301 A. 

1213 

A-A1Q2 

A-A1R2 

A-A1P2 

74 

24 

1 

2597706 

2597704 

4233686 

MSP Data Flow card 

MSP stor card 256 KB 
MSP Control card 

A1R2 is a 256Kb storage 
card. 

REIPL, if no failure 
replace FRU(s), if 
failure go to 031OA. 

1214 

A-A1Q2 

A-A1U2 

A-A1P2 

60 

35 

5 

2597706 

4233694 

4233686 

MSP Data Flow card 

MSP stor card 128 KB 
MSP Control card 

A1U2 is a 128Kb storage 
card. 

REIPL, if no failure 
replace FRU(s), if 
failure go to 031 OA. 

1215 

A-A1Q2 

A-A1T2 

A-A1P2 

60 

35 

5 

r 

2597706 

4233694 

4233686 

MSP Data Flow card 

MSP stor card 128 KB 
MSP Control card 

A1T2 is a 128Kb storage 
card. 

REIPL, if no failure 
replace FRU(s), if 
failure go to 031 OA. 

1216 

A-A1Q2 

A-A1S2 

A-A1P2 

60 

35 

5 

2597706 

4233694 

4233686 

MSP Data Flow card 

MSP stor card 128 KB 
MSP Control card 

ReIPL, if no failure 
replace FRU(s), if 
failure go to 0301 A. 

1217 

A-A1Q2 

A-A1R2 

A-A1P2 

60 

35 

5 

2597706 

4233694 

4233686 

MSP Data Flow card 

MSP stor card 128 KB 
MSP Control card 

ReIPL, if no failure 
replace FRU(s), if 
failure go to 0301 A. 

1218 

A-A1Q2 

A-A1U2 

A-A1P2 

A-A1T2 

74 

24 

1 

1 

2597706 

2597704 

4233686 

4233694 

MSP Data Flow card 

MSP stor card 256 KB 
MSP Control card 

MSP stor card 128 KB 

A1LI2 is a 256Kb storage 
card. 

REIPL, if no failure 
replace FRU(s), if 
failure go to 031 OA. 
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FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

1219 

A-A1Q2 

74 

2597706 

MSP Data Flow card 

A1T2 is a 256Kb storage 


A-A1T2 

24 

2597704 

MSP stor card 256 KB 

card. 


A-A1P2 

1 

4233686 

MSP Control card 

REIPL, It no failure 
repibce FRU(s), if 
failure go to 031OA. 

121A 

A-A1Q2 

74 

2597706 

MSP Data Flow card 

A1S2 is a 256Kb storage 


A-A1S2 

24 

2597704 

MSP stor card 256 KB 

card. 


A-A1P2 

1 

4233686 

MSP Control card 

REIPL, if no failure 
replace FRU(s), if 
failure go to 031 OA. 

121C 

A-A1Q2 

87 

2597706 

MSP Data Flow card 

ReIPL, if no failure 


A-A1R2 

11 

2597584 

MSP stor card 512 KB 

replace FRU(s), if 


AA1P2 

1 

4233686 

MSP Control card 

failure go to 0301 A. 

121d 

A-A1P2 

98 

4233686 

MSP Control card 

REIPL, if no failure 


A-A1Q2 

1 

2597706 

MSP Data Flow card 

replace FRU(s), if 
failure go to 031 OA. 

121E 

A-A1P2 

98 

4233686 

MSP Control card 

REIPL, if no failure 


A-A1Q2 

1 

2597706 

MSP Data Flow card 

replace FRU(s), if 
failure go to 031 OA. 

1220 

A A1Q2 

86 

2597706 

MSP Data Flow card 

ReIPL, if no failure 


A-A1U2 

12 

2597584 

MSP stor card 512 KB 

replace FRU(s), if 


A-A1P2 

1 

4233686 

MSP Control card 

failure go to U2Q1 A. 

1221 

A-A1Q2 

86 

2597706 

MSP Data Flow card 

ReIPL, if no failure 


A-A1T2 

12 

2597584 

MSP stor card 512 KB 

replace FRU(s), if 


A-A1P2 

1 

4233686 

MSP Control card 

failure go to 0301 A. 

1222 

A-A1Q2 

86 

2597706 

MSP Data Flow card 

ReIPL, if no failure 


A-A1S2 

12 

2597584 

MSP stor card 512 KB 

replace FRU(s), if 


A-A1P2 

1 

4233686 

MSP Control card 

failure go to 0301 A. 

1223 

A-A1Q2 

72 

2597706 

MSP Data Flow card 

A1R2 is a 256Kb storage 


A-A1R2 

26 

2597704 

MSP stor card 256 KB 

card. 

REIPL, if no failure 
replace FRU(s), if 
failure go to 031 OA. 


A-A1P2 

1 

4233686 

MSP Control card 
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FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

1224 

A-A1Q2 

60 

2597706 

MSP Data Flow card 

A1U2 is a 128Kb storage 


A<A1U2 

38 

4233694 

MSP stor card 128 KB 

card. 


A-A1P2 

2 

4233686 

MSP Control card 

REIPL, if no failure 
replace FRU(s), if 
failure go to 031OA. 

1225 

A-A1Q2 

60 

2597706 

MSP Data Flow card 

A1T2 is a 128Kb storage 


A-A1T2 

38 

4233694 

MSP stor card 128 KB 

card. 


A-A1P2 

2 

4233686 

MSP Control card 

REIPL, if no failure 
replace FRU(s), if 
failure go to 031 OA. 

1226 

AA1Q2 

60 

2597706 

MSP Data Flow card 

ReIPL, if no failure 


A-A1S2 

38 

4233694 

MSP stor card 128 KB 

replace FRU(s), if 


A-A1P2 

2 

4233686 

MSP Control card 

failure go to 0301 A. 

1227 

A-A1Q2 

60 

2597706 

MSP Data Flow card 

ReIPL, if no failure 


A-A1R2 

38 

4233694 

MSP stor card 128 KB 

replace FRU(s), if 


A-A1P2 

2 

4233686 

MSP Control card 

failure go to 0301 A. 

1228 

A-A1Q2 

72 

2597706 

MSP Data Flow card 

A1U2 is a 256Kb storage 


A-A1U2 

26 

2597704 

MSP stor card 256 KB 

card. 


A-A1P2 

1 

4233686 

MSP Control card 

REIPL, if no failure 
replace FRU(s), if 
failure go to 031 OA. 

1229 

A-A1Q2 

72 

2597706 

MSP Data Flow card 

A1T2 is a 256Kb storage 


A-A1T2 

26 

2597704 

MSP stor card 256 KB 

card. 


A-A1P2 

1 

4233686 

MSP Control card 

REIPL, It no failure 
replace FRU(s), if 
failure go to 031 OA. 

122 A 

A-A1Q2 

72 

2597706 

MSP Data Flow card 

A1S2 is a 256Kb storage 


A-A1S2 

26 

2597704 

MSP stor card 256 KB 

card. 


A-A1P2 

1 

4233686 

MSP Control card 

REIPL, if no failure 
replace FRU(s), if 
failure go to 031 OA. 

122C 

A-A1Q2 

86 

2597706 

MSP Data Flow card 

ReIPL, if no failure 


A-A1R2 

12 

2597584 

MSP stor card 512 KB 

replace FRU(s), if 


A-A1P2 

1 

4233686 

MSP Control card 

failure go to 0301 A. 

122d 

A-A1Q2 

99 

2597706 

MSP Data Flow card 



59 

DOS 






















































SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

122E 

A-A1Q2 

99 

2597706 

MSP Data Flow card 


1230 

A-A1Q2 

88 

2597706 

MSP Data Flow card 

ReIPL, if no failure 


A-A1U2 

9 

2597584 

MSP stor card 512 KB 

replace FRU(s), if 


A-A1P2 

3 

4233686 

MSP Control card 

failure go to 0301 A. 

1231 

A-A1Q2 

88 

2597706 

MSP Data Flow card 

ReIPL, if no failure 


A-A1T2 

9 

2597584 

MSP stor card 512 KB 

replace FRU(s), if 


A-A1P2 

2 

4233686 

MSP Control card 

failure go to 0301 A. 

1232 

A-A1Q2 

88 

2597706 

MSP Data Flow card 

ReIPL, if no failure 


A-A1S2 

9 

2597584 

MSP stor card 512 KB 

replace FRU(s), if 


A-A1P2 

2 

4233686 

MSP Control card 

failure go to 0301 A. 

1233 

A-A1Q2 

78 

2597706 

MSP Data Flow card 

A1R2 is a 256Kb storage 


A-A1R2 

19 

2597704 

MSP stor card 256 KB 

card. 


A-A1P2 

1 

4233686 

MSP Control card 

REIPL, if no failure 
replace FRLI(s), if 






failure go to 031OA. 

1234 

A-A1Q2 

70 

2597706 

MSP Data Flow card 

A1LI2 is a 128Kb storage 


A-A1U2 

25 

4233694 

MSP stor card 128 KB 

card. 


A-A1P2 

5 

4233686 

MSP Control card 

REIPL, if no failure 
replace FRU(s), if 






failure go to 0310.A. 

1235 

A-A1Q2 

70 

2597706 

MSP Data Flow card 

A1T2 is a 128Kb storage 


A-A1T2 

25 

4233694 

MSP stor card 128 KB 

card. 


A-A1P2 

5 

4233686 

MSP Control card 

REIPL, if no failure 
replace FRU(s), if 






failure go to 0310A. 

1236 

A-A1Q2 

70 

2597706 

MSP Data Flow card 

ReIPL, if no failure 


A-A1S2 

25 

4233694 

MSP stor card 128 KB 

replace FRU(s), if 


A-A1P2 

5 

4233686 

MSP Control card 

failure go to 0301 A. 

1237 

A-A1Q2 

70 

2597706 

MSP Data Flow card 

ReIPL, if no failure 


A-A1R2 

25 

4233694 

MSP stor card 128 KB 

replace FRU(s), if 


A-A1P2 

5 

4233686 

MSP Control card 

failure go to 0301 A. 
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SRC 

FRU 

% 

P/N 

FRU DcSCRIPTION 

SERVICE COMMENTS 

1238 

A-A1Q2 

78 

2597706 

MSP Data Flow card 

A1U2 is a 256Kb storage 


A-A1U2 

19 

4233694 

MSPstor card 128 KB 

card. 


A-A1P2 

2 

4233686 

MSP Control card 

REIPL, IT no failure 
replace FRU(s), if 
failure go to 031OA. 

1239 

A-A1Q2 

78 

2597706 

MSP Data Flow card 

A1T2 is a 256Kb storage 


A-A1T2 

19 

2597704 

MSP stor card 256 KB 

card. 


A-A1P2 

1 

4233686 

MSP Control card 

REIPL, if no failure 
replace FRU(s), if 
failure go to 031 OA. 

123 A 

A-A1Q2 

78 

2597706 

MSP Data Flow card 

A1S2 is a 256Kb storage 


A-A1S2 

19 

2597704 

MSP stor card 256 KB 

card. 


A-A1P2 

1 

4233686 

MSP Control card 

REIPL, if no failure 
replace FRU(s), if 
failure go to 031 OA. 

123C 

A-A1Q2 

88 

2597706 

MSP Data Flow card 

ReIPL, if no failure 


A<A1R2 

9 

2597584 

MSP stor card 512 KB 

replace FRU(s), if 


A-A1P2 

2 

4233686 

MSP Control card 

failure go to 0301 A. 

123d 

A-A1P2 

98 

4233686 

MSP Control card 

REIPL, if no failure 


A-A1Q2 

1 

2597706 

MSP Data Flow card 

replace FRU(s), if 
failure go to 031 OA. 

123E 

A-A1P2 

97 

4233686 

MSP Control card 

REIPL, if no failure 


A-A1Q2 

2 

2597706 

MSP Data Flow card 

replace FRU(s), if 
failure go to 031 OA. 

1240 

A-A1Q2 

74 

2597706 

MSP Data Flow card 

ReIPL, if no failure 


A-A1U2 

25 

2597584 

MSP stor card 512 KB 

replace FRU(s), if 


A-A1P2 

1 

4233686 

MSP Control card 

failure go to 03U1 A. 

1241 

A-A1Q2 

74 

2597706 

MSP Data Flow card 

ReIPL, if no failure 


A-A1T1 

25 

2597584 

MSP stor card 512 KB 

replace FRU(s), if 


A-A1P2 

1 

4233686 

MSP Control card 

failure go to 0301 A. 

1242 

A-A1Q2 

74 

2597706 

MSP Data Flow card 

ReIPL, if no failure 


A-A1S2 

25 

2597584 

MSP stor card 512 KB 

replace FRU(s), if 


A-A1P2 

1 

4233686 

MSP Control card 

failure go to 0301 A. 
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FRU 


% 


FRU DESCRIPTION 


SERVICE COMMENTS 


SRC 

1243 


1244 


1245 


1246 


1247 


1248 


1249 


P/N 


A-A1Q2 

A-A1R2 

A A1P2 

53 

45 

1 

2597706 

2597704 

4233686 

A-A1Q2 

50 

2597706 

A-A1U2 

48 

4233694 

A.A1P2 

2 

4233686 

AA1Q2 

50 

2597706 

A-A1T2 

48 

4233694 

A-A1P2 

2 

4233686 

A-A1Q2 

50 

2597706 

A-A1S2 

48 

4233694 

A-A1P2 

2 

4233686 

AA1Q2 

50 

2597706 

A-A1R2 

48 

4233694 

A-A1P2 

2 

4233686 

A'A1Q2 

53 

2597706 

A-A1U2 

45 

2597704 

A-A1P2 

1 

4233686 


MSP Data Flow card 
MSP stor card 256 KB 
MSP Control card 


MSP Data Flow card 
MSP stor card 128 KB 
MSP Control card 


MSP Data Flow card 
MSP stor card 128 KB 
MSP Control card 


MSP Data Flow card 
MSP stor card 128 KB 
MSP Control card 

MSP Data Flow card 
MSP stor card 128 KB 
MSP Control card 

MSP Data Flow card 
MSP stor card 256 KB 
MSP Control card 


A1R2 is a 256Kb storage 
card. 

REIPL, if CIO failure 
replace FRU(s), if 
failuie go to 0310A. 


A1U2 is i 128Kb storage 
card. 

REIPL, If no failure 
replace FRUIs), if 
failure go to 0310A. 


A1T2 is a 128Kb storage 
card. 

REIPL, if no failure 
replace FRU(s), if 
failure go to 0310A. 


ReIPL, if no failure 
replace FRU(s), if 
failure go to 0301 A. 


ReIPL, if no failure 
replace FRU(s), if 
failure go to 0301 A. 


A1U2 is a 256Kb storage 
card. 

REIPL, if no failure 
replace FRU(s), if 
failure go to 031OA. 


A1T2 is a 256Kb storage 
card. 

REIPL, if no failure 
replace FRU(s), if 
failure go to 031 OA. 


A-A1Q2 

AA1T2 

A-A1P2 


53 

45 

1 


2597706 

2597704 

4233686 


MSP Data Flow card 
MSP stor card 256 KB 
MSP Control card 







































SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

124 A 

A-A1Q2 

53 

2597706 

MSP Data Flow card 

A1S2 is a 256Kb storage 


A-A1S2 

45 

2597704 

MSP stor card 256 KB 

card. 


AA1P2 

1 

4233686 

MSP Control card 

REIPL, IT no failure 
replace FRU(s), if 
failure go to 0310A. 

124C 

AA1Q2 

74 

2597706 

MSP Data Flow card 

ReIPL, if no failure 


A-A1R2 

25 

2597584 

MSP stor card 512 KB 

replace FRU(s), if 


A-A1P2 

1 

4233686 

MSP Control card 

failure go to 0301 A. 

124d 

A-A1P2 

99 

4233686 

MSP Control card 


124E 

A-A1P2 

99 

4233686 

MSP Control card 


1250 

A-A1Q2 

68 

2597706 

MSP Data Flow card 

ReIPL, if no failure 


A-A1U2 

30 

2597584 

MSP stor card 512 KB 

replace FRU(s), if 


A-A1P2 

1 

4233686 

MSP Control card 

failure go to 0301 A. 

1251 

A-A1Q2 

68 

2597706 

MSP Data Flow card 

ReIPL, if no failure 


A-A1T2 

30 

2597584 

MSP stor card 512 KB 

replace FRU(s), if 


A-A1P2 

1 

4233686 

MSP Control card 

failure go to 0301 A. 

1252 

A-A1Q2 

68 

2597706 

MSP Data Flow card 

ReIPL, if no failure 


A-A1S2 

30 

2597584 

MSP stor card 512 KB 

replace FRU(s), if 


A-A1P2 

1 

4233686 

MSP Control card 

failure go to 0301 A. 

1253 

A-A1R2 

50 

2597704 

MSP stor card 256 KB 

A1R2 is a 256Kb storage 


A-A1Q2 

48 

2597706 

MSP Data Flow card 

card. 


A-A1P2 

1 

4233686 

MSP Control card 

REIPL, if no failure 
replace FRU(s), if 
failure go to 031OA. 

1254 

A-A1Q2 

48 

2597706 

MSP Data Flow card 

A1U2 is a 128Kb storage 


A-A1U2 

46 

4233694 

MSP stor card 128 KB 

card. 


A-A1P2 

4 

4233686 

MSP Control card 

HbirL, If no failure 
replace FRU(s), if 
failure go to 0310A. 

1255 

A-A1Q2 

48 

2597706 

MSP Data Flow card 

A1T2 is a 128Kb storage 


A-A1T2 

46 

4233694 

MSP stor card 128 KB 

card. 


A-A1P2 

4 

4233686 

MSP Control card 

REIPL, if no failure 
replace FRU(s), if 
failure go to 031 OA. 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

1256 

A-A1Q2 

A-A1S2 

A-A1P2 

48 

46 

4 

2597706 

4233694 

4233686 

MSP Data Flow card 

MSP stor card 128 KB 
MSP Control card 

ReIPL, if no failure 
replace FRU(s), if 
failure go to 0301 A. 

1257 

A-A1Q2 

A-A1R2 

A-A1P2 

48 

46 

4 

2597706 

4233694 

4233686 

MSP Data Flow card 

MSP stor card 128 KB 
MSP Control card 

ReIPL, if no failure 
replace FRU(s), if 
failure go to 0301 A. 

1258 

AA1U2 

AA1Q2 

A-A1P2 

50 

48 

1 

2597704 

2597706 

4233686 

MSP stor card 256 KB 
MSP Data Flow card 

MSP Control card 

A1U2 IS a 256Kb storage 
card. 

REIPL, if no failure 
replace FRU(s), if 
failure go to 031OA. 

1259 

A-A1T2 

A-A1Q2 

A-A1P2 

50 

48 

1 

2597704 

2597706 

4233686 

MSP stor card 256 KB 
MSP Data Flow card 

MSP Control card 

A1T2 is a 256Kb storage 
card. 

REIPL, if no failure 
replace FRU(s), if 
failure go to 031 OA. 

125 A 

A-A1S2 

A-A1Q2 

A-A1P2 

50 

48 

1 

2597704 

2597706 

4233686 

MSP stor card 256 KB 
MSP Data Flow card 

MSP Control card 

A1S2 is a 256Kb storage 
card. 

REIPL, if no failure 
replace FRLI(s), if 
failure go to 031 OA. 

125C 

A-A1Q2 

A-A1R2 

A-A1P2 

68 

30 

1 

2597706 

2597584 

4233686 

MSP Data Flow card 

MSP stor card 512 KB 
MSP Control card 

ReIPL, if no failure 
replace FRLI(s), if 
failure go to 0301 A. 

125E 

A-A1P2 

99 

4233686 

MSP Control card 


1260 

A-A1Q2 

A-A1P2 

A-A1U2 

80 

10 

9 

2597706 

4233686 

2597584 

MSP Data Flow card 

MSP Control card 

MSP stor card 512 KB 

ReIPL, if no failure 
replace FRL)(s), if 
failure go to 0301 A. 

1261 

A-A1Q2 

A-A1P2 

A-A1T2 

80 

10 

9 

2597706 

4233686 

2597584 

MSP Data Flow card 

MSP Control card 

MSP stor card 512 KB 

ReIPL, if no failure 
replace FRU(s), if 
failure go to 0301 A. 

1262 

A-A1Q2 

A A1P2 
A-A1S2 

80 

10 

9 

2597706 

4233686 

2597584 

MSP Data Flow card 

MSP Control card 

MSP stor card 512 KB 

ReIPL, if no failure 
replace FRU(s), if 
failure go to 0301 A. 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

1263 

AA1Q2 

59 

2597706 

MSP Data Flow card 

A1R2 is a 256Ko storage 


A-A1R2 

36 

2597704 

MSP stor card 256 KB 

card. 


A-A1P2 

4 

4233686 

MSP Control card 

REIPL, IT no failure 
replace FRU(s), if 
failure go to 0310A. 

1264 

A-A1Q2 

53 

2597706 

MSP Data Flow card 

A1U2 is a 128Kb storage 


AA1U2 

43 

4233694 

MSP stor card 128 KB 

card. 


A-A1P2 

4 

4233686 

MSP Control card 

REIPL, It no failure 
replace FRU(s), if 
failure go to 0310A. 

1265 

A-A1Q2 

53 

2597706 

MSP Data Flow card 

A1T2 is a 128Kb storage 


A-A1T2 

43 

4233694 

MSP stor card 128 KB 

card. 


A-A1P2 

4 

4233686 

MSP Control card 

REIPL, if no failure 
replace FRU(s), if 
failure go to 0310A. 

1266 

A-A1Q2 


2597706 

MSP Data Flow card 

ReIPL, if no failure 


A-A1S2 


4233694 

MSP stor card 128 KB 

replace FRU(s), if 


A-A1P2 


4233686 

MSP Control card 

failure go to 0301 A. 

1267 

A-A1Q2 


2597706 

MSP Data Flow card 

ReIPL, if no failure 


A-A1R2 


4233694 

MSP stor card 128 KB 

replace FRU(s), if 


A-A1P2 

il 

4233686 

MSP Control card 

failure go to 0301 A. 

1268 

A-A1Q2 

76 

2597706 

MSP Data Flow card 

A1U2 is a 256Kb storage 


A-A1U2 

13 

2597704 

MSP stor card 256 KB 

card. 

REIPL, if no failure 
replace FRU(s), if 
failure go to 031OA. 


A-A1P2 

10 

4233686 

MSP Control card 

1269 

A-A1Q2 

76 

2597706 

MSP Data Flow card 

A1T2 is a 256Kb storage 


A-A1T2 

13 

2597704 

MSP stor card 256 KB 

card. 

REIPL, if no failure 
replace FRU(s), if 
failure go to 031 OA. 


A-A1P2 

10 

4233686 

MSP Control card 

126 A 

A-A1Q2 

59 

2597706 

MSP Data Flow card 

A1S2 is a 256Kb storage 


A-A1S2 

36 

2597704 

MSP stor card 256 KB 

card. 

REIPL, if no failure 
replace FRU(s), if 
failure go to 0310A. 


A-A1P2 

4 

4233686 

MSP Control card 
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SRC 

FRU 

126C 

A-A1Q2 

A-A1P2 

A-A1R2 

126E 

A-A1P2 

1270 

A-A1U2 

A~A1Q2 

A-A1P2 

1271 

A-A1T2 

A-A1Q2 

A-A1P2 

1272 

A*A1S2 

AA1Q2 

A-A1P2 

1273 

A-A1R2 

A-A1Q2 

A-A1P2 

1274 

A-A1U2 

A-A1Q2 

A-A1P2 

1275 

A-A1T2 

A-A1Q2 

A-A1P2 

1276 

A-A1S2 

A-A1Q2 

A-A1P2 

1277 

A-A1R2 

A-A1Q2 

A-A1P2 









P/N 

FRU DESCRIPTION 

2597706 

4233686 

2597584 

MSP Data Flow card 

MSP Control caid 
MSPstor card 512 KB 

4233686 

MSP Control card 

2597584 

2597706 

4233686 

MSP stor card 512 KB 

MSP Data Flow card 

MSP Control card 

2597584 

2597706 

4233686 

MSP stor card 512 KB 

MSP Data Flow card 

MSP Control card 

2597584 

2597706 

4233686 

MSPstor card 512 KB 

MSP Data Flow card 

MSP Control card 

2597704 

2597706 

4233686 

MSP stor card 256 KB 

MSP Data Flow card 

MSP Control card 

4233694 

2597706 

4233686 

MSP stor card 128 KB 

MSP Data Flow card 

MSP Control card 

4233694 

2597706 

4233686 

MS^ stor card 128 KB 

MSP Data Flow card 

MSP Control card 

4233694 

2597706 

4233686 

MSP stor card 128 KB 

MSP Data Flow card 

MSP Control card 

4233694 

2597706 

4233686 

MSP stor card 128 KB 

MSP Data Flow card 

MSP Control card 


SERVICE COMMENTS 


ReIPL, if no failure 
replace FRU(s), if 
failure go to 0301 A. 


ReIPL, if no failure 
replace FRU(s), if 
failure go to 0301 A. 


ReIPL, if no failure 
replace FRLI(s), if 
failure go to 0301 A. 


ReIPL, if no failure 
replace FRLI(s), if 
failure go to 0301 A. 


A1R2 is a 256Kb storage 
card. 

REIPL, if no failure 
replace FRU(s), if 
failure go to 031OA. 


A1U2 is a 128Kb storage 
card. 

REIPL, if no failure 
replace FRU(s), if 
failure go to 031 OA. 


A1T2 is a 128Kb storage 
card. 

REIPL, if no failure 
replace FRU(s), if 
failure go to 0310A. 


ReIPL, if no failure 
replace FRU(s), if 
failure go to 0301 A. 


ReIPL, ' • failure 

replace ' J(s), if 

failure go lO 0301 A. 


6b 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

1278 

A-A1U2 

86 

2597704 

MSP stor card 256 KB 

A1U2 is a 256Kb storage 


A-A1Q2 

8 

2597706 

MSP Data Flow card 

card. 


A-A1P2 

5 

4233686 

MSP Control card 

REIPL, if no failure 
replace FRU(s), if 
failure go to 0310A. 

1279 

A-A1T2 

86 

2597704 

MSP stor card 256 KB 

A1T2 is a 256Kb storage 


A-A1Q2 

8 

2597706 

MSP Data Flow card 

card. 


A-A1P2 

5 

4233686 

MSP Control card 

REIPL, if no failure 
replace FRU(s), if 
failure go to 031OA. 

127 A 

A-A1S2 

86 

2597704 

MSP stor card 256 KB 

A1S2 is a 256Kb storage 


A-A1Q2 

8 

2597706 

MSP Data Flow card 

card. 


A-A1P2 

5 

4233686 

MSP Control card 

F1EIPL, if no failure 
replace FRU(s), if 
failure go to 031 OA. 

127C 

A-A1R2 


2597584 

MSP stor card 512 KB 

ReIPL, if no failure 


A-A1Q2 

19 

2597706 

MSP Data Flow card 

replace FRU(s), if 


A-A1P2 

14 

4233686 

MSP Control card 

failure go to 0301 A. 

127d 

A-A1Q2 

92 

2597706 

MSP Data Flow card 

REIPL, if no failure 


A-A1P2 

7 

4233686 

MSP Control card 

replace FRU{s). if 
failure go to 031 OA. 

1280 

A-A1U2 

98 

2597584 

MSP stor card 512 KB 

R^IPL, if no failure 


A-A1Q2 

1 

2597706 

MSP Data Flow card 

replace FRU(s), if 
failure go to 0301 A. 

1281 

A-A1T2 

98 

2597584 

MSP stor card 512 KB 

ReIPL, if no failure 


A-A1Q2 

1 

2597706 

MSP Data Flow card 

replace FRU(s), if 
failure go to 0301 A. 

1282 

A-A1S2 

98 

2597584 

MSP stor card 512 KB 

ReIPL, if no failure 


A-A1Q2 

1 

2597706 

MSP Data Flow card 

replace FRU(s), it 
failure go to 0301 A. 

1283 

A-A1R2 

98 

2597704 

MSP stor card 256 KB 

A1R2 is a 256Kb storage 


A-A1Q2 

1 

2597706 

MSP Data Flow card 

card. 

REIPL, if no failure 
replace FRU(s), if 
failure go to 031 OA. 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

1284 

A-A1U2 

A-A1Q2 

98 

1 

4233694 

2597706 

MSP stor card 128 KB 
MSP Data Flow card 

A1U2 is a 128Kb storage 
card. 

REIPL, if no failure 
replace FRU(s), if 
failure go to 0310A. 

1285 

A-A1T2 

A-A1Q2 

98 

1 

4233694 

2597706 

MSP stor card 128 KB 
MSP Data Flow card 

A1T2 is a 128Kb storage 
card. 

REIPL, if no failure 
replace FRU(s), if 
failure go to 031OA. 

1286 

A-A1S2 

A-A1Q2 

98 

1 

4233694 

2597706 

MSP stor card 128 KB 
MSP Data Flow card 

ReIPL, if no failure 
replace FRU(s), if 
failure go to 0301 A. 

1287 

A-A1R2 

A-A1Q2 

98 

1 

4233694 

2597706 

MSP stor card 128 KB 
MSP Data Flow card 

ReIPL, if no failure 
replace FRU(s), if 
failure go to 0301 A. 

1288 

A-A1U2 

A-A1Q2 

98 

1 

2597704 

2597706 

MSP stor card 256 KB 
MSP Data Flow card 

A1U2 is a 256Kb storage 
card. 

REIPL, if no failure 
replace FRU(s), if 
failure go to 031 OA. 

1289 

A-A1T2 

A-AIQ2 

98 

1 

2597704 

2597706 

MSP stor card 256 KB 
MSP Data Flow card 

A1T2 is a 256Kb storage 
card. 

REIPL, if no failure 
replace FRLI(s), if 
failure go to 0310A. 

128A 

A-A1S2 

A-A1Q2 

98 

1 

2597704 

2597706 

MSP stor card 256 KB 
MSP Data Flow card 

A1S2 is a 256Kb storage 
card. 

REIPL, if no failure 
replace FRU(s), if 
failure go to 0310A. 

128C 

A-A1R2 

A-A1Q2 

98 

1 

2597584 

2597706 

MSP stor card 512 KB 
MSP Data Flow card 

ReIPL, if no failure 
replace FRU(s), if 
failure go to 0301A 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

12d0 

A-A1Q2 

51 

2597706 

MSP Data Flow card 

RePL, if no failure 


A-A1U2 

47 

2597584 

MSP stor card 512 KB 

replace FRU(s), if 


A-A1P2 

1 

4233686 

MSP Control card 

failure go to 0301 A. 

12d1 

AA1Q2 

51 

2597706 

MSP Data Flow card 

ReIPL, if no failure 


A-A1T2 

47 

2597584 

MSP stor card 512 KB 

replace FRU(s). if 


A-A1P2 

1 

4233686 

MSP Control card 

failure go to 0301A 

12d2 

AA1Q2 

51 

2597706 

MSP Data Flow card 

ReIPL, if no failure 


A-A1S2 

47 

2597584 

MSP stor card 512 KB 

replace FRU(s), if 


A-A1P2 

1 

4233686 

MSP Control card 

failure go to 0301 A. 

12d3 

A-A1Q2 

51 

2597706 

MSP Data Flow card 

A1R2 is s 256Kb storage 


A-A1R2 

47 

2597704 

MSP stor card 256 KB 

card. 


A-A1P2 

1 

4233686 

MSP Control card 

REIPL, if no failure 
replace FRU(s), if 
failure go to 031OA. 

12d4 

A-A1Q2 

51 

2597706 

MSF* Data Flow card 

A1U2 is 128Kb storage 


A>A1U2 

47 

4233694 

MSP stor card 128 KB 

card. 


A-A1P2 

1 

4233686 

MSP Control card 

REIPL, if no fail'ire 
replace FRU(s), .i 
failure go to 031 OA. 

12d5 

A-A1Q2 

51 

2597706 

MSP Data Flow card 

A1T2 is 128Kb storage 


A-A1T2 

47 

4233694 

MSP stcr card 128 KB 

card. 


A-A1P2 

1 

4233686 

MSP Control card 

REIPL, if no failure 
replace FRU(s), if 
failure go to 0310A. 

12d6 

A-A1Q2 

51 

2597706 

MSP Data Flow card 

ReIPL, if no failure 


A-A1S2 

47 

4233694 

MSP stor card 128 KB 

replace FRU(s), if 


A-A1P2 

1 

4233686 

MSP Control card 

failure go to 0301 A. 

12d7 

A-A1Q2 

51 

2597706 

MSP Data Flow card 

ReIPL, if no failure 


A-A1R2 

47 

4233694 

MSP stor card 128 KB 

replace FRLI(s), if 


A-A1P2 

1 

4233686 

MSP Control card 

failure go to 0301 A. 

12d8 

AA1Q2 

51 

2597706 

MSP Data Flow card 

A1(J2 is 256Kb storage 


A-A1U2 

47 

2597704 

MSP stor card 256 KB 

card. 


A-A1P2 

1 

4233686 

MSP Control card 

REIPL, if no failure 
replace FRU(s), if 
failure go to 031 OA. 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERV/ICE COMMENTS 

12d9 

A-A1Q2 
A-A1T2 
A-A1P2 

51 

47 

1 

2597706 

2597704 

4233686 

MSP Data Flow card 

MSP stor card 256 KB 
MSP Control card 

A1T2 is 256Kb storage 
card. 

REIPL, if no failure 
replace FRU(s), if 
failure go to 031OA. 

12dA 

A-A1Q2 

A-A1S2 

A-A1P2 

51 

47 

1 

2597706 

2597704 

4233686 

MSP Data Flow ca^d 

MSP stor card 256 KB 
MSP Control card 

A1S2 is a 256Kb storage 
card. 

REIPL, if no failure 
replace FRUIs), if 
failure go to 031 OA. 

12dC 

A-A1Q2 

A-A1R2 

A-A1P2 

51 

47 

1 

2597706 

2597384 

4233686 

MSP Data Flow card 

MSP stor card 512 KB 
MSP Control card 

ReIPL, if no failure 
replace FRU{s), if 
failure go to 0301 A. 

12E0 

AA1U2 

A-A1Q2 

A-A1P2 

63 

19 

17 

2597584 

2597706 

4233686 

MSP stor card 512 KB 
MSP Data Flow card 

MSP Control card 

ReIPL, if no failure 
replace FRU(s), if 
failure go to 0301 A. 

12E1 

A-A1T2 

A-A1Q2 

A-A1P2 

63 

19 

17 

2597584 

2597706 

4233686 

MSP stor card 512 KB 
MSP Data Flow card 

MSP Control card 

ReIPL, if no failure 
replace FRU(s), if 
failure go to 0301 A. 

12E2 

AA1S2 

A-A1Q2 

A-A1P2 

63 

19 

17 

2597584 

2597706 

4233686 

MSP stor card 512 KB 
MSP Data Flow card 

MSP Control card 

ReIPL, if no failure 
replace FRU(s), if 
failure go to 0301 A. 

12E3 

A-A1R2 

A-A1Q2 

A-A1P2 

84 

8 

7 

2597704 

2597706 

4233686 

MSP stor card 256 KB 
MSP Data Flow card 

MSP Control card 

A1R2 is a 256Kb storage 
card. 

REIPL, if no failure 
replace FRU(s), if 
failure go to 031 OA. 

12E4 

A-A1U2 

A-A1Q2 

A-AIP2 

7 

2 

1 


4233694 

2597706 

4233686 

MSP stor card 128 KB 
MSP Data Flow card 

MSP Control card 

A1U'’ is a 128Kb storage 
card. 

REIPL, if no failure 
replace FRU(s), if 
failure go to 031 OA. 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

12E5 

A-A1U2 

A-A1Q2 

A-A1P2 

70 

20 

10 

4233694 

2597706 

4233686 

MSP stor card 128 KB 

MSP Data Flow card 

MSP Control card 

A1T2 is a 128Kb storage 
card. 

REIPL, if no failure 
replace FRU(s), if 
failure go to 0310A. 

12E6 

A-A1S2 

A-A1Q2 

A-A1P2 

70 

20 

10 

4233694 

2597706 

4233686 

MSP stor card 128 KB 

MSP Data Flow card 

MSP Control card 

ReIPL, if no failure 
replace FRU(s), if 
failure go to 0301 A. 

12E7 

A-A1R2 

A-A1Q2 

A-A1P2 

7 

2 

1 

I 

4233694 

2597706 

4233686 

MSP stor card i?8 KB 
MSP Data Flow card 

MSP Control card 

ReIPL, if no failure 
replace FRU(s), if 
failure go to 0301 A. 

12E7 

A-A1R2 

A-A1Q2 

A-A1P2 

88 

6 

5 

4233694 

2597706 

4233686 

MSP stor card 128 KB 
MSP Data Flow card 

MSP Control card 

REIPL, if no failure 
replace FRU(s), if 
failure go to 031OA. 

12E8 

A-A1U2 

A‘A1Q2 

A-A1P2 

84 

8 

7 

2597704 

2597706 

4233686 

MSP stor card 256 KB 
MSP Data Flow card 

MSP Control card 

A1U2 is a 256Kb storage 
card. 

REIPL, if no failure 
replace FRU(s), if 
failure go to 031 OA. 

12E9 

A-A1T2 

A-A1Q2 

A-A1P2 

84 

8 

7 

2597704 

2597706 

4233686 

MSP stor card 256 KB 
MSP Data Flow card 

MSP Control card 

A1T2 is a 256Kb storage 
card. 

REIPL, if no failure 
replace FRU(s), if 
failure go to 0310A. 

12EA 

A-A1S2 

A-A1Q2 

A-A1P2 

84 

8 

7 

2597704 

2597706 

4233686 

MSP stor card 256 KB 
MSP Data Flow card 

MSP Control card 

A1S2 is a 256Kb storage 
card. 

REIPL, if no failure 
replace FRU(s), if 
failure go to 031 OA. 

12EC 

A-A1R2 

A-A1Q2 

A-A1P2 

63 

19 

17 

2597584 

2597706 

4233686 

MSP stor card 512 KB 
MSP Data Flow card 

MSP Control card 

ReIPL, if no failure 
replace FRU(s), if 
failure go to 0301 A. 

12F0 

AA1U2 

A-A1Q2 

97 

2 

2597584 

2597706 

MSP stor card 512 KB 
MSP Data Flow card 

ReIPL, if no failure 
replace FRU(s), if 
failure go to 0301 A. 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

12F1 

A-A1T2 

A-A1Q2 

97 

2 

2597584 

2597706 

MSP stor card 512 KB 
MSP Data Flow card 

ReIPL, if no failure 
replace FRUIs), if 
failure go to 0301 A. 

12F2 

A-A1S2 

A-A1Q2 

97 

2 

2597584 

2597706 

MSP stor card 512 KB 
MSP Data Flow card 

ReIPL, if no failure 
replace FRLI(s), if 
failure go to 0301 A. 

12F3 

A-A1R2 

A-A1Q2 

98 

1 

2597704 

2597706 

MSP stor card 256 KB 
MSP Data Flow card 

A1R2 is a 256Kb storage 
card. 

REIPL, if no failure 
replace FRU(s), if 
failure go to 031OA. 

12F4 

A-A1U2 

A-A1Q2 

98 

1 

4233694 

2597706 

MSP stor card 128 KB 
MSP Data Flow card 

A1U2 is a 128Kb storage 
card. 

REIPL, if no failure 
replace FRU(s), if 
failure go to 031 OA. 

12F5 

A-A1T2 

A-A1Q2 

98 

1 

4233694 

2597706 

MSP stor card 128 KB 
MSP Data Flow card 

A1T2 is a 128Kb storage 
card. 

REIPL, if no failure 
replace FRU(s), if 

12F6 

A-A1S2 

A-A1Q2 

98 

1 

4233694 

2597706 

MSP stor card 128 KB 
MSP Data Flow card 

ReIPL, if no failure 
replace FRU(s), if 
failure go to 0301 A. 

12F7 

A-A1R2 
A-A1Q2 

98 

1 

4233694 

2597706 

MSP stor card 128 KB 
MSP Data Flow card 

ReIPL, if no failure 
replace FRLI(s), if 
failure go to 0301 A. 

12F8 

A-A1U2 

A-A1Q2 

98 

1 

2597704 

2597706 

MSP stor card 256 KB 
MSP Data Flow card 

A1LI2 is a 256Kb storage 
card. 

REIPL, if no failure 
replace FRL)(s), if 
failure go to 031 OA. 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

12F9 

A-A1T2 

A-A1Q2 

98 

1 

2597704 

2597706 

MSP stor card 256 KB 

MSP Data Flow card 

A1T2 is a 256Kb storage 
card. 

REIPL. if no failure 
replace FRU(s), if 
failure go ‘ j 0310A. 

12FA 

A-A1S2 

A-A1Q2 

98 

1 

2597704 

2597706 

MSP stor card 256 KB 
MSP Data Flow card 

A1S2 is a 256Kb storage 
card. 

REIPL, if no failure 
replace FRU(s), if 
failure go to 031OA. 

12FC 

A-A1R2 

A-A1Q2 

97 

2 

2597584 

2597706 

MSP stor card 512 KB 
MSP Data Flow card 

eIPL, if no failure 
replace FRU(s), if 
failure go to 0301 A. 

12FE 

A-A1P2 

A-Aia2 

MS 

38 

38 

20 

4233686 

2597706 

4233694 

2597704 

2597584 

MSP Control card 

MSP Data Flow card 

MSP stor card 128 KB 
MSP stor card 256 KB 
MSP stor card 512 KB 

MSP/MS error occurred, 
but could not be 
logged. 

REIPL, if no failure 
replace FRU(s), if 
failure go to 031 OA. 

12FF 

A-A1P2 

A-A1Q2 

MS 

38 

38 

20 

4233686 

2597706 

4233694 

2597704 

2597584 

MSP Control card 

MSP Data Flow card 

MSP stor card 128 KB 
MSP stor card 256 KB 
MSP stor card 512 KB 

Unexpected error. Use 

MAP 0312 to interpret the 

MSP check. R2, S2 or T2 
may not be present 
depending on main store 
size. 

* = REIPL, if no failure 
replace FRU(s), if 
failure go to 0312A. 

1301 


■ 



Data storage controller 
not valid JL4 condition. 

135b 

A-A2J2 

A-A2K2 

70 

30 

4237136 

2597763 

2462228 

Data stor Ctrl card 

Data stor Ctrl card 

Data Stor Adapter 2 cd 

Data storage controller 
not valid device assigned 
(ID). 

135d 

A-A2J2 

A-A2K2 

70 

30 

4237136 

2597763 

2462228 

Data stor Ctrl card 

Data stor Ctrl card 

Data Stor Adapter 2 cd 

Data storage controller 
not valid CS address. 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

135E 

A-A2J2 

90 

4237136 

Data stor Ctrl card 

Data storage controller 




2597763 

Data stor Ctrl card 

2 second timeout. 


A-A2K2 

3 

2462228 

Data Stor Adapter 2 cd 



A-A2L2 

3 

2597725 

Tape adapter card 


135F 

A-A2J2 

70 

4237136 

Data stor Ctrl card 

Data storage controller 




2597763 

Data stor Ctrl card 

wild branch. 


A-A2K2 

20 

2462228 

Data Stor Adapter 2 cd 


13F0 

A-A2J2 

90 

4237136 

Data stor Ctrl card 

Data storage controller 




2597763 

Data stor Ctrl card 

LSR parity check. 


A-A2K2 

10 

2462228 

Data Stor Adapter 2 cd 


13F3 

A'A2J2 

80 

4237136 

Data stor Ctrl card 

Data storage controller 




2597763 

Data stor Ctrl card 

DUI/DBO parity check. 


A-A2K2 

20 

2462228 

Data Stor Adapter 2 cd 


13F4 

A-A2J2 

99 

4237136 

Data stor Ctrl card 

Data storage controller 




2597763 

Data stor Ctrl card 

store parity check. 

13F5 

A-A2J2 

80 

4237136 

Data stor Ctrl card 

Data storage controller 


A-A2K2 

5 

2597763 

2462228 

Data stor ctr! card 

Data Stor Adapter 2 cd 

device timeout. 

Data storage controller 
channel. 


A<A2E2 

5 

2462228 

Data stor adapter 1 cd 



99 

4237136 

Data stor Ctrl card 

Data storage controller 




2597763 

Data stor Ctrl card 

is in a hung state to the 

CPU channel. 

1503 

A-A2P2 

70 

4238420 

Controller card 1255 

DBI/DBO parity check 


A-A2N2 

25 

8528166 

adapter card 1255 

(sense byte 0, bit 3). 


Int/ext 

Cables 

1 





A-A2 

1 




1505 

A-A2L4 

30 

4238422 

stor card 1255 

Memory parity check 


A-A2M4 

30 

4238422 

stor card 1255 

(sense byte 0, bit 5). 


A-A2P2 

10 

4238420 

Controller card 1255 



A-A2N2 

10 

8528166 

adapter card 1255 



Int/ext 

Cables 

1 





A-A2 

1 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

1506 

A-A2P2 

90 

4238420 

Controller card 1255 

Long time-out check 






(sense byte 0, bit 6). 

1507 

1255 

Bl 



Sorter stopped 


AA2P2 

vm 

4238420 

Controller card 1255 

(sense byte 0, bit 7). 


A-A2N2 


8528166 

adapter card 1255 



A-A2Q2 

B 

8528167 

Driver/Rec card 1255 



Int/ext 

1 





Cables 






A-A2 

1 




15FF 

1255 

90 



Run 1255 I/O Exerciser. 


A-A2 

1 



f ee 1255 MIM. 


Int/ext 

1 





Cables 





1600 

A-A1N2 

45 

2597716 

CSP Stage 2 

Error during cycle steal 


A-A3S2 

45 

4177036 

Controller card 16 KVJ 

to communications 




4177037 

Controller card 32 KW 

controller. 




4237136 

Ctrir cd 64KW stage 2 





2597763 

Ctrir cd 64KW stage 2 



X-OV/ER 

1 




1601 

A-A1N2 

m 

2597716 

CSP Stage 2 

I/O time out, P check or 


A-A1K2/ 


4177000 

SLCA Comm card 

address not valid during 


A-A3S2 


4177036 

Controller card 16 KW 

data communications. 




4177037 

Controller card 32 KW 





4237136 

Ctrir cd 64KW stage 2 





2597763 

Ctrir cd 64KW stage 2 



X-OVER 

1 




1602 

A-A1IM2 


2597716 

CSP Stage 2 

I/O time out, P check or 


A-A3P2 


4237136 

ELCA control card 

address not valid during 




2597763 

ELCA control card 

data communications. 


X-OVER 

1 
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SRC FRU 


1605 A-A1N2 45 2597716 

A-A1E2/ 45 2462228 

A-A2E2/ 

A-A2J2 4237136 

2597763 

2^2mn 

X-OVER 1 


1606 A-A1N2 
A-A3P2 

X-OVER 


1607 A-A1N2 
A-A3S2 
X-OVER 


160A A-A1N2 45 2597716 

A-A1H2/ 45 4177036 

4177038 
4237136 
2597763 
A-A1J2 4177027 


160F 


1611 


1616 



45 8248087 

4234097 
45 4237136 

2597763 


A-A1J2 

X-OVER 


FRU DESCRIPTION 


CSP Stage 2 

Data stor adapter 1 cd 

Data stor Ctrl card 
Data stor Ctrl card 
DS Pass-Thru card 


CSP Stage 2 
ELCA control card 
ELCA control card 


CSP stor card 32 KW 
CSP stor card 32 kw Ec 
Ctrir cd 64KW 
Ctrir cd 64KW 


CSP Stage 2 
WSC Base card 16 KW 
WSC card 48 KW 
WSC card 64 KW 
WSC card 64 KW 
WS adapter card 


SERVICE COMMENTS 


Error during cycle steal 
to/from DSA or controller. 
Error during I/O 
instruction. 


Error during cycle steal 
to communications 
controller. 


Error during cycle steal 
or I/O itistruction to/from 
2nd work station 
controller. 


Error during cycle steal 
with work station 
controller or error during 
I/O instruction. 



See MAP 0301 for more 
information on this system 
reference code. 


See MAP 0301 for more 
information on this system 
reference code. 


See MAP 0301 for more 
information on this system 
reference code. 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

161C 

A-A1N2 

30 

2597716 

CSP Stage 2 


A-A1Q2 

30 

2597706 

MSP Data Flow card 


A-A3S2 

30 

4177036 

Controller card 16 KW 




4177037 

Controller card 32 KW 




4237136 

Ctrir cd 64KW stage 2 




2597763 

Ctrlr cd 64KW stage 2 


X-OVER 

1 



161E 

A-A1N2 

30 

2597716 

CSP Stage 2 


A-A1Q2 

30 

2597706 

MSP Data Flow card 


A-A1E2/ 

30 

2462228 

Data stor adapter 1 cd 


A-A2E2/ 





A-A2J2 


4237136 

Data stor Ctrl card 




2597763 

Data stor Ctrl card 




2597727 

DS Pass-Thru card 


X-OVER 

1 



1620 

A-A1N2 

30 

2597716 

CSP Stage 2 


A-A1Q2 

30 

2597706 

MSP Data Flow card 


A-A1H2 

30 

4177036 

WSC Base card 16 KW 




4177038 

WSC card 48 KW 




4237136 

WSC card 64 KW 




2597763 

WSC card 64 KW 


X-OVER 

1 



1622 

A-A1N2 

30 

2597716 

CSP Stage 2 


A-A1Q2 

30 

2597706 

MSP Data Flow card 


A-A3P2 

30 

4237136 

ELCA control card 




2597763 

ELCA control card 


X-OVER 

1 



1623 

A-A1N2 

30 

8248087 

CSP stor card 32 KW 




4234097 

CSP stor card 32 kw Ec 


A-A1Q2 

30 

2597706 

MSP Data Flow card 


A-A3S2 

30 

4237136 

Ctrlr cd 64KW 




2597763 

Ctrlr cd 64KW 


X-OVER 

1 



1625 


II 




SERVICE COMMENTS 

Error during cycle steal 
between MSP and 
communicc'tions controller. 


Error during cycle steal 
between MSP and DSA or 
controller. 


Error duri.ig cycle steal 
between MSP and work 
station controller. 


Error during cycle steal 
between MSP and comm 
controller. 


Error during cycle steal 
between MSP and 2nd work 
station controller. 


See MAP 0301 for more 
information on this system 
reference code. 
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SRC FRU 


162 A 


162F 


1630 A-A1N2 33 
A-A1Q2 33 
MS 33 


% P/N 


FRU DESCRIPTION 



2597716 CSPStage2 
2597706 MSP Data Flow card 
4233694 MSP stor card 128 KB 
2597704 MSP stor card 256 KB 
2597584 MSP stor card 512 KB 


SERVICE COMMENTS 


See MAP 0301 for more 
information on this system 
reference code. 


See MAP 0301 for more 
information on this system 
reference code. 


3 second time out during 
cycle steal. 


1635 

A-A1N2 

A-A1M2 

90 

5 

2597716 

2597736 

CSP Stage 2 

CSP Panel Ctrl Cd Stg 2 

Storage check or LSR 
check. 

163 A 

A-A1N2 

45 

2597716 

CSP Stage 2 

Error during I/O 


A-A2N2 

45 

8528166 

adapter card 1255 

instruction to 1255/MCR. 


X-OVER 

1 



\ 

163F 

A-A1N2 

45 

2597716 

CSP Stage 2 

Error during I /O 


A-A2S2/ 

45 

4177002 

Print adapter cd 3262 

instruction to 3262 


A-A2T2/ 




printer. 


A-A2R2 






X-OVER 

1 




1640 

A-A1N2 

48 

2597716 

CSP Stage 2 

DBO P check during I/O 


A-A1K2 

48 

4177000 

SLCA Comm card 

instruction to SLCA. 


X-OVER 

1 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

1645 

A-A1N2 

ll 

2597716 

CSP Stage 2 

Error during SILSB on 


A-A2N2 

la 

8528166 

adapter card 1255 

interrupt level 4. 


A-A1H2 

15 

4177036 

WSC Base card 16 KW 





4177038 

WSC card 48 KW 





4237136 

WSC card 64 KW 





2597763 

WSC card 64 KW 



A-A1E2/ 

15 

2462228 

Data stor adapter 1 cd 



A-A2E2/ 






A-A2J2 


4237136 

Data stor Ctrl card 





2597763 

Data stor Ctrl card 





2597727 

DS Pass-Thru card 



A-A2S2/ 

15 

4177002 

Print adapter cd 3262 



A-A2R2 






A-A2S2 

15 





X-OVER 

1 




164 A 

A-A1N2 


2597716 

CSP Stage 2 

Error during SILSB on 


A-A1K2/ 


4177000 

SLCA Comm card 

interrupt level 2. 


A-A3S2/ 


4177036 

Controller card 16 KW 





4177037 

Controller card 32 KW 





4237136 

Ctrir cd 64KW stage 2 





2597763 

Ctrir cd 64KW stage 2 



A-A3P2 


4237136 

ELCA control card 





2597763 

ELCA control card 



X-OVER 

1 




164F 

A-A1N2 

30 

2597716 

CSP Stage 2 

DPO P check during SILSB. 


A-A1K2/ 

30 

4177000 

SLCA Comm card 



A-A2N2 

30 

8528166 

adapter card 1255 



X-OVER 

1 




1650 

A-A1N2 

75 

2597716 

CSP Stage 2 

3 or 4 second time out. 


A-A1Q2 

10 

2597706 

MSP Data Flow card 



A-A1IVI2 

10 

2597736 

CSP Panel Ctrl Cd Stg 2 


1670 

A-A1N2 

80 

8248087 

CSP stor card 32 KW 

The data written to 




4234097 

CSP stor card 32 kw Ec 

storage had bad parity. 


A-A1Q2 

12 

2597706 

MSP Data Flow card 

A-A1U2 is a 512Kb storage 
card. 


A-A1U2 

6 

2597584 

MSP stor card 512 KB 



A-A1P2 

1 

4233686 

MSP Control card 



A-A1 

1 
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SRC 

i- 

FRU 

% 

P/IM 

FRU DESCRIPTION 

SERVICE COMMENTS 

1671 

A-A1N2 

81 

8248087 

4234097 

CSP stor card 32 KW 

CSP stor card 32 kw Ec 

The data written to 
storage had bad parity. 


A-A1Q2 

12 

2597706 

MSP Data Flow card 

A-A1T2 is a 512Kb storage 
card. 


A-A1T2 

A-A1P2 

6 

1 

2597584 

4233686 

MSP stor card 512 KB 
MSP Control card 

1672 

A-A1N2 

81 

8248087 

4234097 

CSP stor card 32 KW 

CSP stor card 32 kw Ec 

The data written to 
storage had bad parity. 


A-A1Q2 

12 

2597706 

MSP Data Flow card 

A-A1R2 is a 512Kb storage 
card 


AA1S2 

A-A1P2 

6 

1 

2597584 

4233686 

MSP stor card 512 KB 
MSP Control card 

1673 

A-A1N2 

76 

2597716 

CSP Stage 2 

The data written in to 


A-A1Q2 

12 

2597706 

MSP Data Flow card 

storage had bad parity. 


A-A1R2 

10 

2597704 

MSP stor card 256 KB 

A1R2 is a 256Kb storage 
card. 


A-A1P2 

1 

4233686 

MSP Control card 

1674 

A-A1N2 

47 

2597716 

CSP Stage 2 

The data written to stg 


A-A1U2 

43 

4233694 

stor card 128 KB 

had bad parity. A1U2 is a 


A-A1Q2 

A-A1P2 

A-A1 


2597706 

4233686 

MSP Data Flow card 

MSP Control card 

128Kb storage card. 

1675 

A-A1N2 

El 

2597716 

CSP Stage 2 

Main stg write parity 


A-A1T2 


4233694 

MSP stor card 128 KB 

check. A1T2 is a 128Kb 


A'A1Q2 

A-A1P2 

i 

2597706 

4233686 

MSP Deta Flow card 

MSP Control card 

storage card. 

1676 

A-A1N2 

47 

8248087 

4234097 

CSP stor card 32 KW 

CSP stor card 32 kw Ec 

The data written to 
storage had bad parity. 


A-A1Q2 

43 

2597706 

MSF* Data Flow card 

A-A1S2 is a 128Kb storage 
card. 


A-A1S2 

A-A1P2 

A-A1 

m 

4233694 

4233686 

MSP stor card 128 KB 
MSP Control card 

1677 

A-A1N2 

47 

8248087 

4234097 

CSP stor card 32 KW 

CSP stor card 32 kw Ec 

The data written to 
storage had bad parity. 


A-A1Q2 

43 

2597706 

MSP Data Flow card 

A-A1R2 is a 128Kb storage 
card. 


A-A1R2 

A-A1P2 


4233694 

4233686 

MSP stor card 128 KB 
MSP Control card 
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SRC 

FRU 

% 

P/N 

FRU OESCRIPTION 

SERVICE COMMENTS 

1678 

A-A1N2 

75 

2597716 

CSP Stage 2 

The data written to stg 


AA1Q2 

12 

2597706 

MSP Osita Flow card 

had bad parity. A1U2 is a 


A-A1U2 

10 

2597704 

MSP stor card 256 KB 

256Kb storage card. 


A-A1P2 

1 

4233686 

Mf:»P Control card 



A-A1 

1 




1679 

A-A1N2 

76 

2597716 

CSP Stage 2 

Main stg write parity chk. 


AA1Q2 

12 

2597706 

MSP Data Flow card 

A1T2 is a 256Kb storage 


A-A1T2 

10 

25977a> 

MSP stor card 256 KB 

card. 


A-A1P2 

1 

4233686 

MSP Control card 


167 A 

A-A1N2 

76 

2597716 

CSP Stage 2 

The data written in to 


A-A1Q2 

12 

2597706 

MSP Data Flow card 

storage had bad parity. 


A-A1S2 

10 

2597704 

MSP stor card 256 KB 

AiS2 IS a 256Kb storage 
card. 


A-A1P2 

1 

4233686 

MSP Control card 


167C 

A-A1N2 

81 

8248087 

CSP stor card 32 KW 

The data written to 




4234097 

CSP stor card 32 kw ^c 

storage had bad parity. 


A-A1Q2 

12 

2597706 

MSP Data Flow card 

A-A1R2 is a 512Kb storage 
card. 


A-A1R2 

6 

2597584 

MSP stor card 512 KB 



A-A1P2 

1 

4233686 

MSP Control card 


1680 

AA1Q2 

60 

2597706 

MSP Data Flow card 

Main stora'.^e write parity 


A-A1U2 

38 

2597584 

MSP stor card 512 KB 

check. 


A-A1P2 

1 

4233686 

MSP Control card 

A-A1U2 IS a 512Kb storage 
card. 


A*A1N2 

1 

8248087 

CSP stor card 32 KW 





4234097 

CSP stor card 32 kw Ec 


1681 

A-A1Q2 

60 

2397706 

MSP Data Flow card 

Main storage write parity 


A-A1T2 

38 

2597584 

MSP stor card 512 KB 

check. 


A-A1P2 

1 

4233686 

MSP Control card 

A-A1T2 is a 512Kb storage 
card. 


A-A1N2 

1 

8248087 

CSP stor card 32 KW 





4234097 

CSP stor card 32 kw Ec 


1682 

A-A1Q2 

60 

2597706 

MSP Data Flow card 

Main storage write parity 


A-A1S2 

38 

2597584 

MSP stor card 512 KB 

check. 


A-A1P2 

1 

4233686 

MSP Control card 

A-A1S2 is a 512Kb storage 
card. 


A-A1N2 

1 

8248087 

CSP stor card 32 KW 





4234097 

CSP stor card 32 kw Ec 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

1683 

A-A1R2 

50 

2597704 

MSP stor card 256 KB 

Main stg write parity 


A-A1Q2 

48 

2597706 

MSP Data Flow card 

check. A1R2 is a 256Kb 


A-A1P2 

1 

4233686 

MSP Control card 

storage card. 


AA1N2 

1 

2597716 

CSP Stage 2 


1684 

AA1U2 

87 

4233694 

MSP stor card 128 KB 

Main stg write parity 


AA1Q2 

11 

2597706 

MSP Data Flow card 

check. A1U2 is a 128Kb 


A-A1P2 

1 

4233686 

MSP Control card 

stoiage card. 


A-A1N2 

1 

2597716 

CSP Stage 2 


1685 

A-A1T2 

87 

4233694 

MSP stor card 128 KB 

Main stg write parity 


A-A1Q2 

11 

2597706 

MSP Data Flow card 

check. A1T2 is a 128Kb 


A-A1P2 

1 

4233686 

MSP Control card 

storage card. 


A-A1N2 

1 

2597716 

CSP Stage 2 


1686 

AA1S2 

87 

4233694 

MSP stor card 128 KB 

Main storage write parity 


A-A1Q2 

11 

2597706 

MSP Data Flow card 

check. 


A-A1P2 

1 

4233686 

MSP Control card 

A-A1S2 is a 128Kb storage 
card 


AA1N2 

1 

8248087 

CSP stor card 32 KW 





4234097 

CSP stor card 32 kw Ec 


1687 

A-A1R2 

87 

4233694 

MSP stor card 128 KB 

Main storage write parity 


A-A1Q2 

11 

2597706 

MSP Data Flow card 

check. 


A-A1P2 

1 

4233686 

MSP Control card 

A-A1R2 is a 128Kb storage 
card. 


A-A1N2 

1 

8248087 

CSP stor card 32 K\N 





4234097 

CSP stor card 32 kw Ec 


1688 

A-A1U2 

50 

2597704 

MSP stor card 256 KB 

Main stg write parity 


A-A1Q2 

48 

2597706 

MSP Data Flow card 

check. AHJ2 is a 256Kb 


A-A1P2 

1 

4233686 

MSP Control card 

storage card. 


A-A1N2 

1 

2597716 

CSP Stage 2 


1689 

A-A1T2 

50 

2597704 

MSP stor card 256 KB 

Main stg write parity 


A-A1Q2 

48 

2597706 

MSP Data Flow card 

check. A1T2 is a 256Kb 


A-A1P2 

1 

4233686 

MSP Control card 

storage card. 


A-A1N2 

1 

2597716 

CSP Stage 2 ' 


168 A 

A-A1S2 

50 

2597704 

MSP stor card 256 KB 

Main stg write parity 


A-A1Q2 

48 

2597706 

MSP Data Flow card 

check. A1S2 is a 256Kb 


A-A1P2 

1 

4233686 

MSP Control card 

storage card. 


A-A1N2 

1 

2597716 

CSP Stage 2 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

168C 

A-A1Q2 


2597706 

MSP Data Flow card 

Main stora(;e write parity 


A-A1R2 

38 

2597584 

MSPstorr^rd 512 KB 

check. 


A-A1P2 

1 

4233686 

MSP Control card 

A-A1R2 is a b12Kb storage 
card. 


A-A1N2 

1 

8248087 

4234097 

CSP stor card 32 KW 

CSP stor card 32 kw Ec 

16E8 

AA1N2 

AA1Q2 

59 

41 

2597716 

2597706 

CSP Stage 2 

MSP Data Flow card 

Wrong MSP error. 

16EA 

A-A1N2 

A-A1Q2 

94 

6 

2597716 

2597706 

CSP Stage 2 

MSP Data Flow card 

MSP MSAR Parity Check 

16Eb 

A-A1N2 

60 

2597716 

CSP Stage 2 

Wrong MSP erior curing 


A-A1Q2 

40 

2597706 

MSP Data Flow card 

cycle steal. 

16EC 

A-A1N2 

60 

2597716 

CSP Stage 2 

MSP MSAR Parity Check 


A-A1Q2 

40 

2597706 

MSP Data Flow card 

during cycle steal. 

16F0 

A-A1N2 

90 

2597716 

CSP Stage 2 

A CSP error occurred. 


A-A1M2 

5 

2597736 

CSP Panel Ctrl Cd Stg 2 

REIPL the system then look 
up the new SRC in ERAP 

CSP error history table 
and use MAP 0113, 0114, 

0115, and 0116 for 
definition of new SRC. 

16F1 

MS 

75 

4234098 

2597704 

MSP stor card 128 KB 
MSP stor card 256 KB 

MSP error: mair orage 
access timeout. 


A-A1Q2 

20 

2597706 

MSP Data Flow card 

REIPL vne system then 
run the new SRC in ERAP 

CSP error history table 
and use MAP 0113, 0114, 

0115, and 0116 for 
definition of new S°C. 

1(3F2 

A-A1P2 

50 

4233686 

MSP Control card 

MSP error: parity checks. 


A-A1Q2 

30 

2597706 

MSP Data Flow card 

REIPL the system then 
run the new SRC in ERAP 

CSP error history table 
and use MAP 0113, 0114, 


MS 

15 

4234098 

2597704 

MSP stor card 128 KB 
MSP stor card 256 KB 


A-A1N2 

2 

2597716 

CSP Stage 2 

0115, and 0116 for 
definition of new SRC. 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

r 

SERVICE COMMENTS 

16F3 

A-A1N2 

10 

2597716 

CSP Stage 2 

A channel error occurred. 


A-A1E2/ 

A-A2E2/ 

10 

2462228 

Data stor adapter 1 cd 

REIPL the system then 
run the new SRC in ERAP 

CSP error history table 
and use MAP 0113, 0114, 


AA2J2 


4237136 

Data stor Ctrl card 




2597763 

Data stor Ctrl card 

0115, and 0116 for 




2597727 

DS Pass-Thru card 

definition of new SRC. 


A-A1H2 

10 

4177036 

WSC Base card 16 KW 

Check for bad Channel 




4177038 

WSC card 48 KW 

terminator card. Only one 
will be present at either 




4237136 

WSC card 64 KW 

A1B5, A2U3, A3U3 or A3U4. 




2597763 

WSC card 64 KW 

Terminator cd P/N 4234073. 


A'A1K2/ 

10 

4177000 

SLCA Comm card 



A-A3S2/ 


4177036 

Controller card 16 KW 





4177037 

Controller card 32 KW 





4237136 

Ctrir cd 64KW stage 2 





2597763 

Ctrir cd 84KW stage 2 



A-A3P2 


4237136 

ELCA control card 





2597763 

ELCA control card 



A-A2N2 

10 

8528166 

adapter card 1255 



A-A2S2/ 

A-A2T2 

10 

4177002 

Print adapter cd 3262 



A-A1J2 

5 

417702/ 

WS adapter card 



X-OVER 

5 




16F4 

A-A1N2 

90 

2597716 

CSP Stage 2 

A control storage ECC 


A-A1M2 

5 

2597736 

CSP Panel Ctrl Cd Stg 2 

occurred. 

REIPL the system then 
run the new SRC in ERAP 

CSP error history table 
and use MAP 0113, 0114, 

0115, and 0116 for 
definition of new SRC. 



16F5 

A-A1N2 

75 

2597716 

CSP Stage 2 

Interrupt level 1 occurred 
for an unknown device. 

REIPL the system then 
run the new SRC in ERAP 

CSP error history table 
and use MAP 0113, 0114, 

0115, and 0116 for 
definition of new SRC. 
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FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


SRC 


16F6 

A-A1N2 

A-A1K2/ 

A-A3S2/ 

A A3P2 

45 

45 

2597716 

4177000 

4177036 

4177037 

4237136 

2597763 

4237136 

2597763 

CSP Stage 2 

SLCA Comm card 
Controller card 16 KW 
Controller card 32 KW 
Ctrir cd 64KW stage 2 
Ctrir cd 64KW stage 2 
ELCA control card 

ELCA control card 

Interrupt level 2 occurred 
for an unknown device. 

Could be any card on the 
channel bus causing the 
problem. 

REIPL the system then 
run the new SRC in ERAP 

CSP error history table 
and use MAP 0113, 0114, 
out .nd 0116 for 
definition of new SRC. 

16F7 

A-A1N2 

75 

2597716 

CSP Stage 2 

Interrupt level 3 occurred 
for an unknown device. 

REIPL the system then 
run the new SRC in ERAP 

CSP error history table 
and use MAP 0113, 0114, 

0115, and 0116 for 
definition of new SRC. 

16F8 

A-A1N2 

A-A1H2 

AA3S2 

A-A1E2/ 

A-A2E2/ 

A-A2J2 

A-A2N2 

A-A2S2 

10 

10 

10 

10 

10 

10 

2597716 

4177036 

4177038 

4237136 

2597763 

4237136 

2597763 

2462228 

4237136 

2597763 

2597727 

8528186 

4177002 

CSP Stage 2 

WSC Base card 16 KW 
WSC card 48 KW 

WSC card 64 KW 

WSC card 64 KW 

Ctrir cd 64KW 

Ctrir cd 64KW 

Data stor adapter 1 cd 

Data stor Ctrl card 

Data stor Ctrl card 

DS Pass-Thru card 
adapter card 1255 

Print adapter cd 3262 

Interrupt level 4 occurred 
for an unknown device. 

REIPL the system then 
run the new SRC in ERAP 

CSP error history table 
and use MAP 0113, 0114, 

0115, and 0116 for 
definition of new SRC. 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

tsio 

A-A3S2 

60 

4177036 

Controller card 16 KW 

Controller load failure. 




4177037 

Controller card 32 KW 





4237136 

Ctrir cd 64KW stage 2 





2597763 

Ctrir cd 64KW stage 2 



Channel 

25 





Cables 





1811 

A-A3S2 

90 

4177036 

Controller card 16 KW 

Bus coupler failed test 




4177037 

Controller card 32 KW 

(controller wrap test 




4237136 

Ctrir cd 64KW stage 2 

failure). 




2597763 

Ctrir cd 64KW stage 2 



Channel 

5 





Cables 





1814 

A-A3S2 

95 

4177036 

Controller card 16 KW 

Controller failure 




4177037 

Controller card 32 KW 

(controller wrap test 




4237136 

Ctrir cd 64KW stage 2 

failure). 




2597763 

Ctrir cd 64KW stage 2 



Channel 

2 





Cables 





1815 

A-A3S2 

95 

4177036 

Controller card 16 KW 

Controller storage 




4177037 

Controller card 32 KW 

failure (controller vvrap 




4237136 

Ctrir cd 64KW stage 2 

test failure). 




2597763 

Ctrir cd 64KW stage 2 



Channel 

2 





Cables 





1816 

A-A3P2 

90 

4237136 

ELCA control card 

Controller failure, 




2597763 

ELCA control card 

controller wrap test 


A-A3F2/ 

9 



failure. 


A-A3G2/ 






A-A3H2/ 






A A3J2/ 






A-A3K2/ 






A-A3L2/ 






A-A3M2/ 






A-A3N2/ 






Channel 

1 





Cables 






CONTINUED ON 
FRAME A01 
CARD 02 
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SRC 

FRU 

% 

T 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

1821 

A-A3R2 

85 

4177000 

Comm card Line 1 

Line 1 - test failed on 


A-A3S2 

12 

4177036 

4177037 

Controller card 16 KW 
Controller card 32 KW 

line 1 adapter (controller 
wrap test failure). 




4237136 

Ctrir cd 64KW stage 2 





2597763 

Ctrir cd 64KW stage 2 



Channel 

Cables 





1822 

A-A3Q2 

85 

4177000 

Comm card Line 2 

Line 2 - test failed on 


A-A3S2 

12 

4177036 

4177037 

4237136 

Controller card 16 KW 
Controller card 32 KW 

Ctrir cd 64KW stage 2 

line 2 adapter 
(controller wrap test 
failure). 




2597763 

Ctrir cd 64KW stage 2 


1823 

A-A3S2 

49 

4177036 

Controller card 16 KW 

Test failed on lines 1 & 




4177037 

Controller card 32 KW 

2 (controller wrap test 
failure). 




4237136 

Ctrir cd 64KW stage 2 




2597763 

Ctrir cd 64KW stage 2 



A-A3Q2 

25 

4177000 

Comm card Line 2 



A-A3R2 

25 

4177000 

Comm card Line 1 


1824 

A-A3P2 

85 

4177000 

Comm card Line 3 

Line 3 - test failed on 


A-A3S2 

12 

4177036 

4177037 

Controller card 16 KW 
Controller card 32 KW 

line 3 adapter (controller 
wrap test failure). 




4237136 

Ctrir cd 64KW stage 2 





2597763 

Ctrir cd 64KW stage 2 


1825 

A-A3S2 

49 

4177036 

Controller card 16 KW 

Test failed on lines 1 & 




4177037 

Controller card 32 KW 

3 (controller wrap test 
failure). 




4237136 

Ctrir cd 64KW stage 2 




2597763 

Ctrir cd 64KW stage 2 



A-A3R2 

25 

4177000 

Comm card Line 1 



AA3P2 

25 

4177000 

Comm card Line 3 


1826 

A-A3S2 

49 

4177036 

Controller card 16 KW 

Test failed on lines 2 & 




4177037 

Controller card 32 KW 

3 (controller wrap test 
failure). 




4237136 

Ctrir cd 64KW stage 2 




2597763 

Ctrir cd 64KW stage 2 



A-A3Q2 

25 

4177000 

Comm card Line 2 



A-A3P2 

25 

4177000 

Comm card Line 3 



88 

AOI 







































P/IM 


FRU DESCRIPTION 


SERVICE COMMENTS 


SRC 

FRU 

% 

P/IM 

FRU DESCRIPTION 

SERVICE COMMENTS 

1827 

A-A3S2 

49 

4177036 

Controller card 16 KW 

Test failed on lines 1, 




4177037 

Controller card 32 KW 

2 & 3 (controller wrap 




4237136 

Ctrir cd 64KW stage 2 

test failure). 




2597763 

Ctrir cd 64KW stage 2 



A-A3R2 

15 

4177000 

Comm card Line 1 



A>A3Q2 

15 

4177000 

Comm card Line 2 



A-A3P2 

15 

4177000 

Comm card Line 3 


1828 

A- \3N2 

85 

4177000 

Comm card Line 4 

Line 4 - t ..st failed or. 


A-A3S2 

12 

4177036 

Controller card 16 KW 

line 4 adapter (controller 




4177037 

Controller card 32 KW 

wrap test failure. 




4237136 

Ctrir cd 64KW stage 2 





2597763 

Ctrir cd 64KW stage 2 


1829 

A-A3S2 

49 

4177036 

Controller card 16 KW 

Test failed on lines 2 & 




4177037 

Controller card 32 KW 

4 (controller wrap test 




4237136 

Ctrir cd 64KW stage 2 

failure). 




2597763 

Ctrir cd 64KW stage 2 



A-A3R2 

25 

4177000 

Comm card Line 1 



A-A3N2 

25 

4177000 

Comm card Line 4 


182 A 

A-A3S2 

49 

4177036 

Controller card 16 KW 

Test failed on lines 2 & 




4177037 

Controller card 32 KW 

4 (controller wrap test 




4237136 

Ctrir cd 64KW stage 2 

failure). 




2597763 

Ctrir cd 64KW stage 2 



A-A3N2 

25 

4177000 

Comm card Line 4 



A-A3Q2 

25 

4177000 

Comm card Line 2 


182b 

A-A3S2 

49 

4177036 

Controller card 16 KW 

Test failed on lines 1, 2 




4177037 

Controller card 32 KW 

& 4 (controller wrap test 




4237136 

Ctrir cd 64KW stage 2 

failure). 




2597763 

Ctrir cd 64KW stage ? 



A-A3R2 

IF 

4177000 

Comm card Line 1 



A-A3Q2 

15 

4177000 

Comm card Line 2 



A-A3N2 

15 

4177000 

Comm card Line 4 


182C 

A-A3S2 

49 

4177036 

Controller card 16 KW 

Test failed on lines 3 & 




4177037 

Controller card 32 KW 

4 (controller wrap test 




4237136 

Ctrir cd 64KW stage 2 

failure). 




2597763 

Ctrir cd 64KW stage 2 



A-A3P2 

25 

4177000 

Comm card Line 3 



A-A3N2 

25 

4177000 

C' tr*m card Line 4 

.. 

_ 


A02 


89 








































SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

182d 

A-A3S2 

49 

4177036 

Controller card 16 KW 

Test failed on lines 1, 3 




4177037 

Controller card 32 KW 

& 4 (controller wrap test 




4237136 

Ctrir cd 64KW stage 2 

failure). 




2597763 

Ctrir cd 64KW stage 2 



A-A3R2 

15 

4177000 

Comm card Line 1 



A-A3P2 

15 

4177000 

Comm card Line 3 



A<A3N2 

15 

4177000 

Comm card Line 4 


182E 

A-A3S2 

49 

4177036 

Controller card 16 KW 

Test failed on lines 2, 3 




4177037 

Controller card 32 KW 

& 4 (controller wrap test 




4237136 

Ctrir cd 64KW stage 2 

failure). 




2597763 

Ctrir cd 64KW stage 2 



A-A3Q2 

15 

4177000 

Comm card Line 2 



A-A3P2 

15 

4177000 

Comm card Line 3 



A'A3N2 

15 

4177000 

Comm card Line 4 


182F 

A-A3S2 

55 

4177036 

Controller card 16 KW 

Test failed on all line 




4177037 

Controller card 32 KW 

adapters (controller 




4237136 

Ctrir cd 64KW stage 2 

wrap test failure). 




2597763 

Ctrir cd 64KW stage 2 



A-A3N2 

10 

4177000 

Comm card Line 4 



A-A3P2 

10 

4177000 

Comm card Line 3 



A-A3Q2 

10 

4177000 

Comm card Line 2 



A-A3R2 

10 

4177000 

Comm card Line 1 


1830 





BSC Receive Time-out Data 
Mode. 

See MIM Sections 30-510 to 
30-517 for more 
information. 

1831 


1 

1 


BSC Not Data Set Ready. 

See MIM Sections 30-510 to 
30-517 for more 
information. 

1832 


1 

■ 


BSC Abortive Disconect. 

See MIM Sections 30-510 to 
30-517 for more 
information. 


90 

A03 































SRC FRU 


-5833 


% P/N 


FRU DESCRIPTION 


1834 


1835 


1836 


1837 


1838 


1839 



SERVICE COMMENTS 


BSC Receive Adapter Check. 
See MIM Sections 30-510 to 
30-517 for more 
information. 


BSC Transmit Adapter 
Check. 

See MIM Sections 30-510 to 
30-517 for more 
information. 


BSC Block Check (LRC/CRC/ 
VRC) error. 

See MIM Sections 30-510 to 
30-517 for more 
information. 


BSC Receive Time-out. 

See MIM Sections 30-510 to 
30-517 for more 
information. 


BSC ASCII Character not 
valid. 

See MIM Sections 30-510 to 
30-517 for more 
infoimation. 


SDLC Adapter Check 
(Overrun/Underrun). 

See MIM Sections 30-520 to 
30-527 for more 
information. 


SDLC Abortive Disconnect 
(DCE clear; X.21 only). 

See MIM Sections 30-520 to 
30-527 for more 
information. 


A04 


91 




















SRC FRU 


% P/N 


FRU DESCRIPTION 



SERVICE COMMENTS 


SOLC Not Data Set Ready. 
See MIM Sections 30-520 to 
30-527 for more 
information. 


SDLC Time-out (if primary 
station, this is a 
16-second nonproductive 
time-out. If secondary, 
this is a 32-second 
inactivity time-out). 

See MIM Sections 30-520 to 
30-527 for more 
information. 


SDLC Idle Detected 
(primary station). 

See MIM Sections 30-520 to 
30-527 for more 
information. 


SDLC Frame not valid. 

See MIM Sections 30-520 to 
30-527 for more 
information. 


SDLC Frame Check (data 
check). 

See MIM Sections 30-520 to 
30-527 for more 
information. 


SDLC Receive Buffer 
Overrun. 

See MIM Sections 30-520 to 
30-527 for more 
information. 


















SRC 

— 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

1840 

A-A3P2 

11 

4237136 

ELCA control card 

Test failed on multiple 




2597763 

ELCA control card 

communications adapters. 


A-A3F2/ 

10 



Controller wrap test 


A-A3G2/ 

10 





A-A3H2/ 

10 





A-A3J2/ 

10 





A-A3K2/ 

10 





A-A3L2/ 

10 





A-A3M2/ 

10 





A'A3N2 

10 




1841 

A-A3F2 

95 

2597759 

ElA/CCITT/auto call 

Test failed on line 1 




2597761 

DDSA card 

communication line 




2597762 

X.21 card 

adapter. Communications 




2597760 

V.35 card 

line adapter type is 
unknown. Controller wrap 


A-A3P2 

5 

4237136 

ELCA control card 

test fail. 




259776? 

ELCA control card 


1842 

A-A3G2 

95 

2597759 

ElA/CCITT/auto call 

Test failed on line 2 




2597761 

DDSA card 

communication line 




2597762 

X.21 card 

adapter. Communications 




2597760 

V.35 card 

line adapter type is 
unknown. Controller wrap 


A-A3P2 

5 

4237136 

ELCA control card 

test fail. 




2597763 

ELCA control card 


1843 

A-A3H2 

95 

2597759 

ElA/CCITT/auto call 

Test failed on line 3 




2597761 

DDSA card 

communication line 




2597762 

X.21 card 

adapter. Communications 




2597760 

V.35 card 

line adapter type is 
unknown. Controller wrap 


A-A3P2 

5 

4237136 

ELCA control card 

test fail. 




2597763 

ELCA control card 


1844 

A-A3J2 

95 

2597759 

ElA/CCITT/auto call 

Test failed on line 4 




2597761 

DDSA card 

communication line 




2597762 

X.21 card 

adapter. Communications 




2597760 

V.35 card 

line adapter typo is 
unknown. Controller wrap 


A-A3P2 

5 

4237136 

ELCA control card 

test fail. 




2597763 

ELCA contro'i card 



A06 


93 

































FRU DESCRIPTION 


SERVICE COMMENTS 


SRC FRU % P/N 

1845 A-A3K2 95 2597759 ElA/CCITT/auto call 

2597761 DDSA card 
2597762 X.21 card 

2597760 V.35 card 

A-A3P2 5 4237136 ELCA control card 

2597763 ELCA control card 

1846 A-A3L2 95 2597759 ElA/CCITT/auto call 

2597761 DDSA card 
2597762 X.21 card 

2597760 V.35 card 

A-A3P2 5 4237136 ELCA control card 

2597763 ELCA control card 

1847 A-A3M2 95 2597759 ElA/CCITT/auto call 

2597761 DDSA card 
2597762 X.21 card 

2597760 V.35 card 

A-A3P2 5 4237136 ELCA control card 

2597763 ELCA control card 

1848 A-A3N2 95 2597759 ElA/CCITT/auto call 

2597761 DDSA card 
2597762 X.21 card 

2597760 V.35 card 

A-A3P2 5 4237136 ELCA control card 

2597763 ELCA control card 

1849 A-A3F2/ 96 2597759 ElA/CCITT/auto call 

A-A3G2/ 

A-A3H2/ 

A-A3J2/ 

A-A3K2/ 

A-A3L2/ 

A-A3M2/ 

A-A3N2 

A-A3P2 1 4237136 ELCA control card 

2597763 ELCA control card 


Test failed on line 5 
communication line 
adapter. Communications 
line adapter type is 
unknown. Controller wrap 
test fail. 

Test failed on lino 6 
communication line 
adapter. Communications 
line adapter type is 
unknown. Controller wrap 
test fail. 

Test failed or. line 7 
communication line 
adapter. Communications 
line adapter type is 
unknown. Controller wrap 
test fail. 

Test failed on line 8 
communication line 
adapter. Communications 
line adapter type is 
unknown. Controller wrap 
test fail. 

EIA/CCITT communication 
line adapter failure. 

Basic communication 
diagnostic test failure. 


94 


A07 



































SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

184 A 

A-A3F2/ 

96 

2597761 

DDSA card 

DDSA communication line 


A'A3G2/ 

A-A3H2/ 

A-A3J2/ 

A-A3K2/ 

A-A3L2/ 

A-A3M2/ 

A-A3N2 

A-A3P2 

1 

4237136 

ELCA control card 

adapter failure. 




2597763 

ELCA control card 


184b 

A-A3F2/ 

96 

2597762 

X.21 card 

X.21 communication line 


A-A3G2/ 




adapter failure. 


A-A3H2/ 




Basic communication 


A-A3J2/ 

A-A3K2/ 

A-A3L2/ 

A-A3M2/ 

A-A3N2 

A-A3P2 

1 

4237136 

ELCA control card 

diagnostic test failure. 




2597763 

ELCA control card 


184C 

A-A3F2/ 

96 

2597760 

V.35 card 

V.35 communication line 


A-A3G2/ 




adapter failure. 


A-A3H2/ 

A-A3J2/ 

A-A3K2/ 

A-A3L2/ 

A-A3M2/ 

A-A3N2 

A-A3P2 

1 

4237136 

ELCA control card 

Basic communication 
diagnostic test failure. 




2597763 

ELCA control card 


1851 

SLCA 




Test 1 - test buffer 


A-A1K2 

95 

4177000 

SLCA Cornm card 

register 


MLCA 




Line 1 - Line adapter error 

Line 2- Line adapter error 


A-A3R2 

95 

4177000 

Comm card Line 1 


A-A3Q2 

95 

4177000 

Comm card Line 2 

Line 3- Line adapter error 


A-A3P2 

95 

4177000 

Comm card Line 3 

Line 4- Line adapter error 


A-A3N2 

95 

4177000 

Comm card Line 4 



AOS 


9i 





























FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


SRC 


1852 

SLCA 

A-A1K2 

MLCA 

A-A3R2 

A-A3Q2 

A-A3P2 

/-A3N2 

95 

95 

95 

95 

95 

4177000 

4177000 

4177000 

4177000 

4177000 

SLCA Comm card 

Comm card Line 1 

Comm card Line 2 

Comm card Line 3 

Comm card Line 4 

Test 2 - test control 
output register 

Line 1 - Line adapter error 

Line 2- Line Adapter error 

Line 3- Line adapter error 

Line 4- Line adapter error 

1853 

SICA 




Test 3 - test DSR 


A-A1K2 

95 

4177000 

SLCA Comm card 

w/interrupt 


MLCA 


- 




A-A3R2 

95 

4177000 

Comm ca:d Line 1 

Line 1 - Line adapter error 

Line 2- Line adapter error 


A-A3Q2 

95 

4177000 

Comm card Line 2 

Line 3- Line adapter error 


AA3P2 

95 

4177000 

Conim card Line 3 

Line 4- Line adapter error 


A-A3N2 

95 

4177000 

Comm card Line 4 


1854 

SLCA 




Test 4 - test timer 


A-A1K2 

95 

4177000 

SLCA Comm card 

w/interrupt 


MLCA 






A-A3R2 

95 

4177000 

Comm card Line 1 

Line 1 - Line adapter error 

Line 2- Line adapter error 


A-A3Q2 

95 

4177000 

Comm card Line 2 

Line 3- Line adapter error 


A-A3P2 

95 

4177000 

Comm card Line 3 

Line 4- Line adapter error 


A-A3N2 

95 

4177000 

Conm card Line 4 


1855 

SLCA 




Test 5 - test overrun 


A-A1K2 

95 

4177000 

SLCA Comm card 



MLCA 






A-A3R2 

95 

4177000 

Comm card Line 1 

Lme 1 - Line adapter error 

Line 2- Line adapter error 


A-A3Q2 

95 

4177000 

Comm card Line 2 

Line 3- Line adapter error 


A-A3P2 

95 

4177000 

Comm card Line 3 

Line 4- Line adapter error 


A A3N2 

95 

4177000 

Comm card Line 4 


1856 

SLCA 




Test 6 - test transmit 


A-A1K2 

95 

4177000 

SLCA Comm card 

data 


MLCA 






A-A3R2 

95 

4177000 

Comm card Line 1 

Line 1 - Line adapter error 

Line 2- Line adapter error 


A-A3Q2 

95 

4177000 

Comm card Line 2 

Line 3- Line adapter error 


A-A3P2 

95 

4177000 

Comm card Line 3 

Line 4- Line adapter error 


A-A3N2 

95 

4177000 

Comm card Line 4 



96 


A09 


































SRC 

FRU 

% 

P/N 

1857 

SLCA 

A-A1K2 

95 

4177000 


MLCA 

A-A3R2 

95 

4177000 


A-A3Q2 

95 

4177000 


A-A3P2 

95 

4177000 


A-A3N2 

95 

4177000 

1858 

Xcable 

99 



FRU DESCRIPTION 


SLCA Comm card 

Comm card Line 1 
Comm card Line 2 
Comm card Line 3 
Comm card Line 4 



185A Xcable 50 
DCE 50 


185b Xcable 50 
Modem 50 


185C Xcable 99 


1860 Lmodem 60 
Network 20 
Rmodem 6 


SERVICE COMMENTS 


Test 7 - lest receive 
data 

Line 1 - Line adapter error 
Line 2- Line adapter error 
Line 3- Line adrpter error 
Line 4- Line adapter error 


EIA/CCITT external cable 
failure. Cable P/N 8636752 
Basic communication 
diagnostic test failure. 


Autocall external cable 
failure. Cable P/N 2597423 
Basic communication 
diagnostic, test failure. 


X.21 external cable or DCE 
failure. Cable P/N 8636756 
Basic communication 
diagnostic test failure. 


V.35 external cable or 
modem. 

Cable P/N 4233885 
Basic communication 
diagnostic test failure. 


DDSA external cable 
failure. Cable P/N 8636753 
Basic communication 
diagnostic test failure. 


LPDA local/remote status 
test (no response from 
local modem) 

Lmodem = local modem 
Rmodem = remote modem 


AlO 


97 




































SRC 

FRU 

% 

1868 

Network 

55 


Lmodem 

35 


Rmodem 

6 

1869 

Network 

55 


Lmodem 

35 


Rmodem 

6 

186 A 

Network 

55 


Lmodem 

35 


Rmodem 

6 

186b 

Network 

55 


Lmodem 

35 


Rmodem 

6 

186C 

Network 

55 


Lmodem 

35 


Rmodem 

6 

186d 

Network 

55 


Lmodem 

35 


Rmodem 

6 

186E 

Network 

55 


Lmodem 

35 


Rmodem 

6 

il86F 

Network 

55 


Lmodem 

35 


Rmodem 

6 


98 


All 


SERVICE COMMENTS 


LPDA local/remote status 
test (local data quality 
“ 8). Lmodeiti ■ local modem 
Rmodem ■ Remote modem 

LPDA local/remote status 
test (local data quality 
“ 9). Lmodem = local modem 
Rmodem - remote modem 

LPDA local/remote status 
tesniocal data quality 
=10). Lmodem = local modem 
Rmodem = remote modem 

LPDA local/remote status 
test (local data quality 
=11). Lmodem = local modem 
Rmodem = remote modem 

LPDA local/remote status 
test (local data quality 
=12). Lmodem = local modem 
Rmodem = remote modem 

LPDA local/remote status 
test (local data quality 
=13). Lmodem = local modem 
Rmodem = remote modem 

LPDA local/remote status 
test (local data quality 
=14). Lmodem = local modem 
Rmodem = remote modem 

LPDA local/remote status 
test (local data quality 
=13). Lmodem = local modem 
Rmodem = remote modem 


































SRC 


1870 


FRU 


DCE 

A-A3F2/ 

AA3G2/ 

A-A3H2/ 

A-A3J2/ 

A-A3K2/ 

A-A3L2/ 

AA3M2/ 

A-A3N2 

Xcable 

icable 


% 


40 

30 


20 

10 


P/N 


2597760 


FRU DESCRIPTION 


V.35 card 


1871 


1872 


Lmodem 

A-A3F2/ 

A-A3G2^ 

A-A3H2/ 

A-A3J2/ 

A-A3K2/ 

AA3L2/ 

A-A3M2/ 

A-A3N2 

Xcable 

Icable 


40 

30 


2597760 


V.35 card 


20 

20 

10 


DCE 

A-A3F2/ 

A-A3G2/ 

A-A3H2/ 

A-A3J2/ 

A-A3K2/ 

A-A3L2/ 

A-A3M2/ 

A-A3N2 

Xcable 

Icable 


40 

30 


20 

10 


2597762 


X.21 card 


SERVICE COMMENTS 

Adapter error Japan V.35 
DCE wrap test 1. 

Xcable ■ V.35 external 
cable P/N 4233885 
Icable internal cable 
P/N 2597422. 


Basic communication 
diagnostic test failure. 


Adapter error Japan V.35 
DCE wrap test 2. 

Xcable = V.35 external 
cable P/N 4233885 
Icable internal c«tble 
P/N 2597422. 


Lmodem = local modem 
Basic communication 
diagnostic test failure. 


Adapter error during X.21 
DCE test or cable tower 
wrap. Xcable = X.21 
external cable P/N 8636756 
Icable = internal cable 
P/N 2597421. 


Basic communication 
diagnostic test failure. 


A12 


99 






















FRU 


% 


P/N 


FRU DESCRIPTION 


1873 


A-A3F2/ 

AA3G2/ 

A-A3H2/ 

A-A3J2/ 

A-A3K2/ 

A-A3L2/ 

A-A3M2/ 

A-A3(V? 


50 


2597759 


ElA/CCITT/auto call 


Xcable 35 
Icable 15 


1874 


A-A3F2/ 

A-A3G2/ 

A-A3H2/ 

A-A3J2/ 


50 


2597759 


ElA/CCITT/auto call 


SERVICE COMMENTS 

EIA/CCITT adapter error 
Japan cable wrap transmit 
to receive. Xcable ■ EIA 
external cable P/N 863 j 752 
(including stub cable) 

Icable ■ internal cable 
P/N 8636746. 

Basic communication 
diagnostic test failure. 


EIA/CCITT adapter error 
Japan cable wrap DTR DSR 
RTS CTS EIA/CCITT. 
Xcable = EIA external 
cable P/N 8636752 


A-A3K2/ 

A-A3L2/ 

A-A3M2/ 

A-A3N2 


Xcable 35 
Icable 15 


1875 


Lmodem 40 
A-A3F2/ 30 

A-A3G2/ 
A-A3H2/ 


2597759 


i/CCITT/auto call 


A-A3J2/ 


(including stub cable). 
Icable = internal cable 
P/N 8636746. 

Basic communication 
diagnostic test failure. 


EIA/CCITT adapter error 
Japan cable wrap, no 
receive timing. 

Lmodem = local modem 
Xcable = EIA external 


187 A 


A A3K2/ 

A-A3L2/ 

A-A3M2/ 

A-A3N2 

Xcable 

Icable 


20 

10 


Int/Ext 

Cables 


30 


LDCE 

A-A3L4 

A-A3N2 


30 

30 

5 


4176994 V.35 card 

4177000 Comm card Line 


cable P/N 8636752 
Icable = internal cable 
P/N 8636746. 

Basic communication 
diagnostic test failure. 


Line 4 - line adapter 
error during Japan V.35 
DCE wrap test 1 (line 
wrap test failure). 

LDCE = local DCE. 


100 


AI3 































SRC 

FRU 

% 

P/N 

187b 

Int/Ext 

Cables 

30 



LDCE 

30 



A-A3L4 

30 

4176994 


A-A3N2 

5 

4177000 

187C 

Int/Ext 

Cables 

30 



LDCE 

30 



MLCA 

A-A3M2 

30 

5864683 


A-A3R2 

SLCA 

S 

4177000 


A-A1G2 

30 

5864683 


A-A1K2 

5 

4177000 


Int/Ext 

Cables 

30 



LDCE 

30 



A-A3L2 

30 

5864683 


AA3Q2 

5 

4177000 


Int/cxt 

Cables 

30 



LDCE 

30 



A-A3M4 

30 

5864683 


A-A3P2 

5 

4177000 


int/Ext 

Cables 

30 



LDCE 

30 



A-A3L4 

30 

5864683 


A-A3N2 

5 

4177000 


FRU DESCRIPTION 


V.35 card 
Comm card Line 4 


X.21 card 
Comm card Line 1 

X.21 card 
SLCA Comm card 


X.21 card 
Comm card Line 2 


X.21 card 
Comm card Line 3 


X.21 card 
Comm card Line 4 


SERVICE COMMENTS 


Line 4 > line adapter 
error during Japan V.35 
DCE wrap test 2 (line 
wrap test failure). 


Line 1 - line adapter 
error during X.21 DCE wrap 
test (lire wrap test 
failure;. 

LDC'i - local DCE. 


Line 2 - line adapter 
error during X.21 DCE wrap 
test (line wrap test 
failure). 

LDCE = local DCE. 

Line 3 - line adapter 
error during X.21 DCE wrap 
test (line wrap test 
failure). 

LDCE => local DCE. 

Line 4 - line adapter 
error during X.21 DCE wrap 
test (line wrap test 
failure). 

LDCE = local DCE. 





















SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

187d 

Int/Ext 

50 



Line 1 - line adopter 


Cables 




error. Japan cable wrap 


LDCE 

20 



to receive (line wrap 


MLCA 




1691 TallUrO^ 

LDCE - local DCE. 


A-A3M2 

20 

5864668 

EIA card 



A-A3R2 

10 

4177000 

Comm card Line 1 



'^LCA 






A-A1G2 

20 

5864668 

EIA card 

Line 2 - lino adapter 


A-A1K2 

10 

4177000 

3LCA Comm card 

error. Japan cable wrap 


Int/Ext 




to receive (line wrap 


Cables 




test failure). 


LDCE 

20 



LDCE » local DCE. 


A-A3L2 

20 

5864668 

EIA card 

Line 3 - line adapter 


A-A3Q2 

10 

4177000 

Comm card Line 2 

error. Japan cable wrap 
to receive (line wrap 


Int/Ext 

50 



test failure). 


Cables 




LDCE = local DCE. 


LDCE 

20 



Line 4 - line adapter 


A<A3M4 

20 

5864668 

EIA card 

error. Japan cable wrap 


A-A3P2 

10 

4177000 

Comm card Line 3 

to receive (line wrap 
test failure). 


Int/Ext 

50 



LDCE » local DCE. 


Cables 






LDCE 

20 





A-A\3L4 

20 

5864668 

EIA card 



A-A3N2 

10 

4177000 

Comm card Line 4 
















SRC 

187E 


FRU 

% 

P/N 

Int/Ext 

70 


Cables 



MLCA 



A-A3M2 

20 

5864668 

A-A3r2 

10 

4177000 

SLCA 



AA1G2 

20 

5864668 

AA1K2 

10 

4177000 

Int/Ext 

70 


Cables 



A-A3L2 

20 

5864668 

A-A3Q2 

10 

4177000 

Int/Ext 

70 


Cables 



A-A3M4 

20 

5864668 

A-A3P2 

10 

4177000 

Int/Ext 

70 


Cables 



A-A3L4 

20 

5864668 

A-A3N2 

10 

4177000 


FRU DESCRIPTION 


El A card 

Comm card Line 1 
EIA card 

SLCA Comm card 


EIA card 

Comm card Line 2 


EIA card 

Comm card Lina 3 


EIA card 

Comm card Line 4 


SERVICE COMMENT S 

Line 1 - line adapter 
error. Japan cable wrap 
DTR, DSR, RTS, CTS (line 
wrap test failure). 


line 2 - line adapter 
error. Japan cable wrap 
DTR, DSR, RTS, CTS 
(line wrap test failure). 
Line 3 - line adapter 
error. Japan cable wrap 
DTR, DSR, RTS, CTS 
(line wrap test failure). 
Line 4 - line adapter 
error. Japan cable wrap 
DTR, DSR, RTS, CTS 
(line wrap test failure). 


AI6 


103 









SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

187F 

LDCE 

55 




Ext 

25 




Cables 

MLCA 

A-A3M2 

10 

5864668 

EIA card 


/ A3R2 
SLCA 

10 

4177000 

Comm card Line 1 


AA1G2 

10 


EIA card 


A-A1K2 

10 

4177000 

SLCA Comm card 


Ext 

25 




Cables 

A-A3L2 

10 

5864668 

EIA card 


A-A3a2 

10 

4177000 

Comm card Line 2 


Ext 

25 




Cables 

A-A3M4 

1C 

5864668 

EIA card 


A-A3P2 

10 

4177000 

Comm card Line 3 


Ext 

Cables 

25 




A-A3L4 

10 

5864638 

EIA card 


A A3N2 

10 

4177000 

Comm card Line 4 

1880 

Card 1 

40 




Card.? 

30 




Card 3 

20 




Coupler 

5 




CALA 

5 




S ERVICH COM MENTS 

Line 1 - line adapter 
error. Japan cable wrap 
receive timing (line wrap 
test failure). 

LDCE - local DCE. 


Line 2 - line adapter 
error. Japan cable wrap 
receive timing (line wrap 
test failure). 

LDCE = local DCE. 

Line 3 - line adapter 
error. Japan cable wrap 
receive timing (line wrap 
test failure). 

LDCE = local DCE. 

Line 4 - line adapter 
error. Japan cable wrap 
receive timing (line wrap 
test failure). 

LDCE = local DCE. 


LPDA local selftest 
error (no response from 
local modem). 

FRU callouts, see 
local LPDA modem - no 
P/N supplied. 

The modem cards listed 
below are valid only for 
386x modems. 

Card 1 - front end card. 

Card 2 - receiver card. 

Card 3 - Processor card. 
Coupler- modem coupler. 
CALA = Comm Adapter, Line 
Adaoter or Cables. 


104 


AI7 
















SRC 


1881 


TRU 


Coupler 
Card 3 
Card 2 
Card 1 


% 


90 

2 

2 

2 


P/N 


FRU DESCRIPTION 


SERVICE COM MENTS 

LPDA local selftest 
error (local external 
modem failure). 

FRU callouts, see 
local LPDA modem - no 
P/N supplied. 

The modem cards listed 
below are valid only for 
386x modems. 

Card 1 - front end card. 

Card 2 - receiver card. 

Card 3 - Processor card. 
Coupler- modem coupler. 


1882 


Card 3 
Card 1 
Coupler 
Card 2 


91 

3 

2 

2 


LPDA local selftest 
error (local external 
modem failure). 

FRU callouts, see 
local LPDA modem - no 
P/N supplied. 

The modem cards listed 
below are valid only for 
386x modems. 

Card 1 - .,f end card. 

Card 2 - receiver card. 
Card 3 - Processor card. 
Coupler- modem coupler. 


Aid 


105 















SRC 

FRU 

% 

1883 

Card 3 

50 


Coupler 

40 


Card 2 

2 


Card 1 

2 

1884 

Card 2 

72 


Card 1 

15 


Card 3 

10 


Coupler 

2 


FRU DESCRIPTION 



SERVICE COMMENTS 


LPDA lot al selftest 
error (local external 
modem failure). 

FRU callouts, see 
local LPDA modem - no 
P/N supplied. 

The modem cards listed 
below are valid only for 
386x modems. 

Card 1 - front end card. 
Card 2 - receiver card. 
Card 3 - Processor card. 
Coupler- modem coupler. 


LPDA local selftest 
error (local external 
modem failure). 

FRU callouts, see 
local LPDA modem - no 
P/N supplied. 

The modem cards listed 
below are valid only for 
383x modems. 

Card 1 - front end card. 
Card 2 - receiver card. 
Card 3 - Processor card. 
Coupler- modem coupler. 











SRC 

FBU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

1885 

Cai» 2 
Coupler 
Card 1 
Card 3 

50 

40 

2 

2 



LPDA local selfte®t 
error (local external 
modem failure). 

FRU callouts, see 
local LPDA modem - no 

P/N supplied. 

The modem cards listed 
below are valid only for 

386x modems. 

Card 1 - front end card. 

Card 2 - receiver card. 

Card 3 • Processor card. 

Coupler- modem coupler 

1886 

Card 2 
Card 3 
Coupler 
Card 1 

50 

40 

2 

2 



LPDA local selftest 
error (local external 
modem failure). 

FRU callouts, see 
local LPDA modem - no 

P/N supplied. 

The modem cards listed 
below are valid only for 

386x modems. 

Card 1 - front end card. 

Card 2 - receiver card. 

Card 3 - Processor card. 

Coupler- modem coupler. 


i 


B02 


107 













SRC 

FRU 

% 

1887 

Card 2 

40 


Card 3 

27 


Coupler 

25 

! 

I 

Caro 1 

! 

2 

1883 

Card 1 

73 


Coupler 

5 


Card 2 

5 


Card 3 

2 


FRU DESCRIPTION 


SERVICE COMMENTS 

LPDA lociil selftest 
error (local external 
modem failure). 

FRU callouts, see 
local LPDA moderr - no 
P/N supplied. 

The modem cards listed 
below are valid only for 
386x modems 
Card 1 - front end card. 

Card 2 - receiver card. 

Card 3 - Processor card 
Coupler- modem coupler. 


LPDA local selftest 
error (local external 
modem failure). 

FRU callouts, see 
local LPDA modem - no 
P/N supplied. 

The modem cards listed 
below are valid only for 
386x modems. 

Card 1 - front end card. 
Card 2 - receiver card. 
Card 3 - Processor card. 
Coupler- modem coupler. 


108 


803 














SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

1889 

Card 1 
Coupler 
Card 2 
Card 3 

50 

40 

2 

2 



LPDA local selftest 
error (local external 
modem failure). 

FRU callouts, see 
local LPDA modem - no 

P/N supplied. 

The modem cards listed 
below are valid only for 

386x modems. 

Card 1 - front end card. 

Card 2 - receiver card. 

Card 3 - Processor card. 

Coupler- modem coupler. 

188 A 

Card 1 
Card 3 
Coupler 
Card 2 

50 

40 

2 

2 



LPDA local selftest 
error (local external 
modem failure). 

FRU callouts, see 
iocal LPDA modem - no 

P/N suppliad. 

The modem cards listed 
below are valid only for 

386x modems. 

Card 1 - front end card. 

Card 2 - receiver card. 

Card 3 - Processor card. 

Coupler- modem coupler. 


B04 


109 










SRC 

FRU 

% 

188b 

Card 1 

40 


Card 3 

27 


Coupler 

25 


Card 2 

2 

188C 

Card 1 

50 


Card 2 

40 


Card 3 

2 


Coupler 

2 


P/N FRU DESCRIPTION SERVICE COMMENTS 

LPDA local selftest 
error (local external 
modem failure). 

FRU callouts, see 
locf.l LPDA modem - no 
P/N supplied. 

The modem cards listed 
below are valid only for 
386x modems. 

Card 1 - front end card, 

Card 2 - receiver card. 

Card 3 - Processor card. 
Coupler- modem coupler. 


LPDA local selftest 
error (local external 
modem failure). 

FRU callouts, see 
local LPDA modem - no 
P/N supplied. 

The modem cards listed 
below are valid only for 
386x modems. 

Card 1 - front end card. 
Card 2 - receiver card. 
Card 3 - Processor card. 
Coupler- modem coupler. 


110 


BOS 















SRC 

FRU 

% 

188d 

Card 1 

40 


Card 2 

27 


Coupler 

25 


Card 3 

1 

2 

188E 

Card 2 

40 


Card 3 

27 


Coupler 

25 


Card 1 

1 

2 


FRU DESCRIPTION 


SERVICE COMMENTS 

LPDA local selftest 
error (local external 
modem failure). 

FRU callouts, see 
local LPDA modem - no 
P/N supplied. 

The modem cards listed 
below are valid only for 
386x modems. 

Card 1 - front end card. 

Card 2 - receiver card. 

Card 3 - Processor card. 
Coupler- modem coupler. 


LPDA local selftest 
error (local external 
modem failure). 

FRU callouts, see 
local LPDA modem - no 
P/N supplied. 

The modem cards listed 
below are valid only for 
386x mod ms. 

Card 1 - front end card. 
Card 2 - receiver card. 
Card 3 - Processor card. 
Coupler- modem coupler. 


B06 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

188F 

Coupler 
Card 3 
Card 2 
Card 1 

20 

20 

20 

20 



LPDA local selftest 
error (local external 
modem failure). 

FRU callouts, see 
local LPDA modem - no 

P/N supplied. 

The modem cards listed 
below are valid only for 

386x modems. 

Card 1 - front end card. 

Card 2 - receiver card. 

Card 3 - Processor card. 

Coupler- modem coupler. 

1890 

A-A3F2/ 

A-A3G2/ 

A-A3H2/ 

A-A3J2/ 

A-A3K2/ 

A-A3L2/ 

A-A3M2/ 

A-A3N2 

Xcable 

Icable 

60 

30 

10 

2597759 

ElA/CCITT/auto call 

EIA end of cable wrap 
failure (every FRU). 

Xcable = EIA external 

cable P/N 8636752 

Icable = internal cable 

P/N 8636746. 

Basic communication 
diagnostic test failure. 

1891 

A-A3F2/ 

A-A3G2/ 

A-A3H2/ 

A-A3J2/ 

A-A3K2/ 

A-A3L2/ 

A-A3M2/ 

A-A3N2 

Icable 

80 

20 

2597759 

ElA/CCITT/auto call 

EIA cable tower wrap 
failure (CA & ICable) nr 
autocall cable tower wrap 
failure (CA & ICdble) 

Icable = internal cable 

P/N 8636746 - EIA, P/N 
2597420 - autocall. 

Basic communication 
diagnostic test failure. 


112 


B07 























SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

1892 

A-A3F2/ 

A-A3G2/ 

A-A3H2/ 

A-A3J2/ 

A-A3K2/ 

A-A3L2/ 

A-A3M2/ 

A-A3N2 

Xcable 

Icable 

60 

30 

10 

2597761 

DDSA card 

DDSA end of a ble wrap 
failure Xcable * DDSA 
external cable P '‘'N 8636753 

Icable * internal cable 

P/N 8636746. 

Basic communication 
diagnostic test failure. 

1893 

A-A3F2/ 

A-A3G2/ 

A-A3H2/ 

A-A3J2/ 

A-A3K2/ 

A-A3L2/ 

A-A3M2/ 

A'A3N2 

Icable 

80 

20 

2597761 

DDSA card 

DDSA cable tower wrap 
failure (CA & ICable) 

Icable = internal cable 

P/N 8636746. 

Basic communication 
diagnostic test failure. 

1894 

A-A3F2/ 

A-A3G2/ 

A-A3H2/ 

A-A3J2/ 

A-A3K2/ 

A-A3L2/ 

A-A3IVI2/ 

A-A3N2 

Icable 

80 

20 

2597762 

X.21 card 

X.21 cable tower wrap 
failure (CA & ICable) 

Icable = internal cable 

P/N 2597421. 

Basic communication 
diagnostic test failure. 

1895 

A-A3F2/ 

A-A3G2/ 

A-A3H2/ 

A-A3J2/ 

A-A3K2/ 

A-A3L2/ 

A-A3M2/ 

A-A3N2 

Icable 

_1 

80 

20 

_ 

2597760 

V.35 card 

V.35 WB cable tower wrap 
failure (CA & ICable) 

Icable = internal cable 

P/N 2597422. 

Basic communication 
diagnostic test failure. 


BOS 


113 






























SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

1896 

A-A3F2/ 

6'i 

2597759 

ElA/CCITT/auto call 

Autocall end of cable wrap 


A-A3G2/ 




failure {every FRU). 


A-A3H2/ 




Xcable * A C. external 
cable P/N 2597423. 


A-A3J2/ 






A-A3K2/ 



• 



A-A3L2/ 




Icable = internal cable 


A-A3M2/ 




P/N 2597420. 


A-A3N2 




Basic communication 


Xcable 

30 



diagnostic test failure. 


icable 

10 




1897 

SLCA 

■ 



Line 1 - 4-wire cable 


A-A1G2 


8527032 

DDSA card 

tower wrap failure w/DDSA 


A-A1K2 

10 

4177000 

SLCA Comnn card 

(line wrap test failure). 


MLCA 






AA3M2 

80 

8527032 

DDSA card 



A-A3R2 

10 

4177000 

Comm card Line 1 



Int 

10 





Cables 




Line 2 - 


A-A3L2 

80 

8527032 

DDSA card 



int 

10 





Cables 




Line 3 - 


A-A3Q2 

10 

4177000 

Comm card Line 2 



A-A3M4 

80 

8527032 

DDSA card 



Int 

10 



Line 4 - 


Cables 






A-A3P2 

10 

4177000 

Comm card Line 3 



A-A3L4 

80 

8527032 

DDSA card 



Int 

10 





Cables 






A-A3N2 

10 

4177000 

Comm card Line 4 


1899 

A-A3L4 

80 

4176994 

V.35 card 

Line 4 - V35 cable tower 


Int 

10 



wrap error (line wrap test 


Cables 




failure). 


AA3N2 

10 

4177000 

Comm card Line 4 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

189 A 

SCLA 




Line 1 - EIA/CCITT or 


A-A1G2 

80 

5864668 

EIA card 

autocall cable tower wrap 


A-A1K2 

MLCA 

10 

4177000 

SLCA Comm card 

error (line wrap test 
failure). 


A-A3IV12 

80 

5864668 

EIA card 



A-A3R2 

1C 

4177000 

Comm card Line 1 



Int 

Cables 

10 



Line 2 - EIA/CCITT or 


A-A3L2 

80 

5864668 

EIA card 

autocall cable tower wrap 
error (line wrap test 


Int 

10 



failure). 


Cables 




Line 3 - EIA/CCITT or 


A-A3Q2 

10 

4177000 

Comm card Line 2 

autocall cable tower wrap 


AA3IVI4 

80 

5864668 

EIA ca^d 

error (line wrap test 
failure). 


Int 

10 



Line 4- EIA/CCITT or 


Cables 




autocall cable tower wrap 


A-A3P2 

10 

4177000 

Comm card Line 3 

error (line wrap test 


A-A3L4 

80 

5864668 

EIA card 

failure). 


Int 

10 





Cables 

A-A3N2 

10 

4177000 

Comm card Line 4 


18 AO 

Lmodem 

90 



LPDA local status test 


Network 

10 



error (no response). 

Lmodem = local modem. 

18A8 

Network 

65 



LPDA local status test 


Lmodem 

16 



error (data quality = 8). 


Rmodem 

16 



Lmodem = local modem 

Rmodem = remote modem 

18A9 

Network 

65 



LPDA local status test 


Lmodem 

16 



error (data quality = 9). 


Rmodem 

16 



Lmodem = local modem 

Rmodem = remote modem 

18AA 

Network 

65 



LPDA local status test 


Lmodem 

16 



error (data quality = 


Rmodem 

16 

1 


10). Lmodem = local modem 
Rmodem = remote modem 


115 
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SRC 

FRU 

% 

18Ab 

Network 

65 


Lmodem 

16 


Rmodem 

16 

18AC 

Network 

65 


Lmodem 

16 


Rmodem 

16 

18 Ad 

Network 

65 


Lmodem 

16 


Rmodem 

16 

18AE 

Network 

65 


Lmodem 

16 


Rmodem 

16 

18AF 

Network 

65 


Lmodem 

16 


Rmodem 

16 



FRU DESCRIPTION 


18b0 




SERVICE COMMENTS 


LPOA local status test 
error (data quality ■■ 

11). Lmodem * local modem 
Rmodem ■ remote modem 


LPDA local status test 
error (data quality " 

12). Lmodem » local modem 
Rmodem ■ remote modem 


LPDA local status test 
error (data quality » 

13). Lmodem = local modem 
Rmodem * remote modem 


LPOA local status test 
error (data quality » 

14). Lmodem = local modem 
Rmodem = remote modem 


LPDA local status test 
error (data quality = 

15). Lmodem = local modem 
Rmodem = remote modem 


Line allocation failed 
(return code not 
recognized) or test 
selection is not valid. 
Program error. 


116 


Bll 
































SRC 

FRU 

% 

P/N 

18b1 

SLCA 

A-A1G2 


8527032 


A-A1K2 

10 

4177000 


MLCA 

A-A3M2 

90 

8527032 


AA3R2 

10 

4177000 


AA3L2 

90 

8527032 


AA3Q2 

10 

4177000 


A-A3M4 

Em 

8527032 


A-A3P2 

10 

4177000 


A-A3L4 

!?■ 

8527032 


A-A3N2 

10 

4177000 

18b2 

ExternI 

70 



FRU DESCRIPTION 


DDSA card 
SLCA Comm card 

DDSA card 
Comm card Line 1 
DDSA card 
Comm card Line 2 
DDSA card 
Comm card Line 3 
DDSA card 
Comm card Line 4 


modem/ 

network 


18b3 Extern! 50 
modem/ 
network 


18b4 ExternI 60 
modem/ 
network 


SERVICE COMMENTS 


Line 1 - DDSA card wrap 
error (LS type wrap (line 
wrap test failure). 


Line 2 - 


Line 3 - 


Line 4 - 



Communications SRC. No 
DSR - (from problem 
determination tests) but 
not enough known to do 
FRU isolation. CE/CSR run 
MDIs. Suspected external 
problem. 


Communications SRC. No 
CTS - (ftom problem 
determination tests) but 
not enough known to do 
FRU isolation. CE/CSR run 
MDIs. Suspected external 
problem. 


Communications SRC. No 
external receive clocking 
nor DSR - (from problem 
determination tests) but 
not enough known to do 
FRU isolation. CE/CSR run 
MDIs. Suspected external 
problem. 


BI2 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

18b5 

SLCA 




Line 1 - 1200 I.M. card 


AA1G2 

90 

5167248 

1200 NonSw (WT) card 

wrap error |LS type wrap) 




8F64508 

1200 Sw (US) card 

{line wrap test failure). 




6173448 

1200 NonSw (US) card 





5167246 

1200 Sw (WT) card 



A-A3K2 

10 



Line 2 - 


MLCA 

A-A3M2 

90 

6173448 

1200 NonSw US card 

Line 3 - 




8534508 

1200 Sw US card 

Line 4 - 




5167246 

1200 Sw WTcard 




5167248 

1200 NonSw wt card 



A-A3R2 

10 

4177000 

Comm card Line 1 



AA3L2 

90 

8564508 

1200 Sw US card 





6173448 

1200 NonSw US card 





5167246 

1200 Sw WT card 





5167248 

1200 NonSw wt card 



A-A3Q2 

10 

4177000 

Comm card Line 2 



A-A3M4 

90 

6173448 

12(X) NonSw US card 





8564508 

1200 Sw US card 





5167246 

1200 Sw WTcard 





5167248 

1200 NonSw wt card 



A-A3P2 

10 

4177000 

Comm card Line 3 



A-A3L4 


8564508 

1200 Sw US card 





6173448 

1200 NonSw US card 





5167246 

1200 Sw WTcard 





5167248 

1200 NonSw wt card 



A-A3N2 

10 

4177000 

Comm card Line 4 


18b6 

IBM 

80 



External IBM modem 


ExternI 




failure. Modem number 


modem 




unknown. 

18b7 





Remote loopback test 
failure. Suspected 
external problem or 
operator problem from 
problem determination test 
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% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


SRC 


FRU 


18b8 


Xmodem 

A-A3F2/ 

A-A3G2/ 

A-A3H2/ 

A-A3J2/ 

AA3K2/ 

A-A3L2/ 

A-A3M2/ 

A-A3N2 


80 

12 


2597759 


ElA/CCITT/auto call 


No DSR from external modem 
Xmodem ■ external modem 
Xcable ~ EIA external 
cable P/N 8636752 
Icable ~ internal cable 
P/N 8636746. 


Xcable 6 

Icable 2 


18b9 


Xmodem 80 

A-A3F2/ 12 

A-A3G2/ 

A-A3H2/ 

A-A3J2/ 

A-A3K2/ 

A-A3L2/ 

A-A3M2/ 

A-A3N2 


2597759 


ElA/CCITT/auto call 


No CTS from external modem 
Xmodem = external modam 
Xcable “ EIA external 
cable P/N 8636752 
Icable =* internal cable 
P/N 8636746. 


Xcable 6 

Icable 2 


18bA 


Xmodem 

A-A3F2/ 

A-A3G2/ 

A-A3H2/ 

A-A3J2/ 

A-A3K2/ 


80 

12 


2597759 


ElA/CCfTT/auto call 


No external receive clock 
from external modem. 
Xcable = EIA external 
cable P/N 8636752 
Icable = internal cable 
P/N 8636746. 


A-A3L2/ 
A-A3M2/ 
A-A3N2 
Xcable 6 

Icable 2 


Xmodem = external modem 
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SRC FRU 


18bb Xmodem 
A-A3F2/ 
A-A3G2/ 
A-A3H2/ 
A-A3J2/ 
A-A3K2/ 
A-A3L2/ 
A-A3M2/ 
A-A3N2 
Xcable 
icabie 


18bE Xmodem 99 


% P/N 


18C0 Network 50 
Rmodem 45 
Lmodem 5 


FRU DESCRIPTION 


ElA/CCITT/auto call 



SERVICE COMMENTS 


External modem failure. 
Xmodem ■ external modem 
Xcable ■ EIA external 
cable P/N 8636752 
Icabie ** interna! cable 
P/N 8636746. 


External modem failure. 
(Modem is only FRU) 

If this is Japan and an 
EIA/CCITT interface, 
suspect missing clocking 
from the modem 


LPDA remote selftest error 
(no response from remote 
modem). 

Lmodem = Local modem 
Rmodem = Remote modem 


18C1 Coupler 90 
Card 3 2 

Card 2 2 


LPDA remote selftest 
error (remote LPDA modem 
failure. 

FRU callouts, see 
remote LPDA modem - no 
P/N supplied. 

The modem cards listed 
below are valid oniy for 
386x modems. 

Card 1 - front end card. 
Card 2 - receiver card. 

Card 3 - Processor card. 
Coupler- modem coupler. 
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SERVICE COMMENTS 

LPDA remote selftest 
error (remote LPDA modem 
failure}. 

FRU callouts, see 
remote LPD.A modem - no 
P/N supplied. 

The modem cards listed 
below are valid only for 
386x modems. 

Card 1 - front end card. 

Card 2 - receiver card. 

Card 3 - Processor card. 
Coupler- modem coupler. 


LPDA remote selftest 
error (remote LPDA modem 
failure). 

FRU callouts, see 
remote LPDA modem - no 
P/N supplied. 

The modem cards listed 
below are valid only for 
386x modems. 

Card 1 - front end card. 
Card 2 - receiver card. 

Card 3 - Processor card. 
Coupler- modem coupler. 














SRC 

FRU 

% 

18C4 

Card 2 

72 


Card 1 

15 


Card 3 

10 


Coupler 

2 

18C5 

Card 2 

50 


Coupler 

40 


Card 1 

2 


Card 3 * 

2 


FRU DESCRIPTION 




SERVICE COMMENTS 


LPDA remote selftest 
error (remote LPDA modem 
failure). 

FRU callouts, see 
remote LPDA modem - no 
P/N supplied. 

The modem cards listed 
below are valid only for 
386x modems. 

Card 1 - front end card. 
Card 2 - receiver card. 

Card 3 - Processor card. 
Coupler- modem coupler. 


LPDA remote selftest 
error (remote LPDA modem 
Failure). 

FRU callouts, see 
remote LPDA modem - no 
P/N supplied. 

The modem cards listed 
below are valid only for 
386x modems. 

Card 1 - front end card. 
Card 2 - receiver card. 

Card 3 - Processor card. 
Coupler- modem coupler. 













SRC 

FRU 

% 

18C6 

Card 2 

50 


Card 3 

40 


Coupler 

2 


Card 1 

2 

18C7 

Card 2 

40 


Card 3 

27 


Coupler 

25 


Card 1 

2 


FRU DESCRiPTIOIM 


SERVICE COMM ENTS 

lPOA remote selftest 
error (remote LPDA modem 
failure). 

FRU callouts, see 
remote LPDA modem - no 
P/N supplied. 

The modem cards listed 
below are valid onlv for 
386x modems. 

Card 1 - front end card. 

Caro 2 - receiver card. 

Card 3 - Processor card. 
Coupler- modem coupler. 


LPDA remote selftest 
error (remote LPDA modem 
failure). 

FRU callouts, see 
remote LPDA modem - no 
P/N supplied. 

The modem cards listed 
below are valid only for 
386x modems. 

Card 1 - front end card. 
Card 2 - receiver card. 

Card 3 - Processor card. 
Coupler- modem coupler. 
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% 


P/N 


FRU DESCRIPTION 


SERV ICE COMMENTS 


SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERV ICE COMMENTS 

1&C8 

Card 1 
Coupler 
Card 3 
Card 2 

73 

5 

2 

2 



LPDA remote selftest 
error (remote LPDA modem 
failure). 

FRU callouts, see 
remote LPDA moi m - no 

P/N supplied. 

The modem cards listed 
below are valid only for 

386x modems. 

Card 1 - front end c'rd. 

Card 2 - receiver card. 

Card 3 - Processor card. 

Coupler- modem coupler. 

18C9 

Card 1 
Coupler 
Card 3 
Card 2 

50 

40 

2 

2 



LPDA remote selftest 
error (remote LPDA modem 
failure). 

FRU callouts, see 
remote LPDA modem - no 

P/N supplied. 

The modem cards listed 
below are valid only for 

386x modems. 

Card 1 - front end card. 

Card 2 - receiver card. 

Card 3 - Processor card. 

Coupler- modem coupler. 
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SRC FRU 

18CC Card 1 
Card 2 
Card 3 
Coupler 


% 


P/N 


50 

40 

2 

2 


FRU DESCRIPTION 


SERVICE COMMENTS 

LPDA remote selftest 
error (remote LPDA modem 
failure). 

FRU callouts, see 
remote LPDA modem - no 
P/N supplied. 

The modem cards listed 
below are valid only for 
386x modems. 

Card 1 - front end card. 

Card 2 - receiver card. 

Card 2 Processor card. 
Coupler- modem coupler. 


18Cd 


Card 1 
Card 2 
Coupler 
Card 3 


40 

27 

25 

2 


LPDA remote selftest 
error (remote LPDA modem 
failure). 

FRU callouts, see 
remote LPDA modem - no 
P/N supplied. 

The modem cards listed 
below are valid only for 
386x modems. 

Card 1 - front end card. 
Card 2 - receiver card. 

Card 3 ~ Processor card. 
Coupler- modem coupler. 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

18CE 

Card 2 
Card 3 
Coupler 
Card 1 

40 

27 

25 

2 



LPDA remote selftest 
error (remote LPDA modem 
failure). 

FRU callouts, see 
remote LPDA modem - no 

P/N supplied. 

The modem cards listed 
below are valid only for 

386x modems. 

Card 1 - front end card. 

Card 2 - receiver card. 

Card 3 - Processor card. 

Coupler- modem coupler. 

18CF 

Coupler 
Card 3 
Card 2 
Card 1 

20 

20 

20 

20 



LPDA remote selftest 
error (remote LPDA modem 
failure). 

FRU callouts, see 
remote LPDA modem - no 

P/N supplied. 

The modem cards listed 
below ate valid only for 

386x modems. 

Card 1 - front end card. 

Card 2 - receiver card. 

Card 3 - Processor card. 

C lupler- modem coupler. 

18d8 





AUTOCALL Data Line 

Occupied (DLO) error. 

See MIM Sections 30-540 to 
30-547 for more 
information. 

18d9 





AUTOCALL Abandon Call 

Retry (ACR) error. 

See MIM Sections 30-540 to 
30-547 for more 
information. 


C04 
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SERVICE COMMENTS 

AUTOCALL Present Next 
Digit (PND) error. 

See MIM Sections 30-540 to 
30-547 for more 
information. 


AUTOCALL Distant Station 
Connected (DSC) error. 

See MIM Sections 30-540 to 
30-547 for more 
information. 


AUTOCALL Power Indicate 
(PWl) error. 

See MIM Sections 30-540 to 
30-547 for more 
information. 


AUTOCALL, unit has received 
a command that was not 
valid. 

See MIM Sections 30-540 to 
30-547 for more 
information. 


AUTOCALL unit has received 
a telepf.one number with a 
length of zero. 

See MIM Sections 30-540 to 
30-547 for more 
information. 


AUTOCALL Data Terminal 
Ready (DTR) is off for the 
communications line. 

See MIM Sections 30-540 to 
30-547 for more 
information. 
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SRC 

FRU 

% 

18E0 

Network 

45 


Rmodem 

45 


Lmodem 

6 

18E8 

Network 

65 


Rmodem 

16 


Lmodem 

16 

18E9 

Network 

75 


Rmodem 

11 


Lmodem 

11 

18EA 

Network 

85 


Rmodem 

6 


Lmodem 

6 

18Eb 

Network 

85 


Rmodem 

6 


Lmodem 

6 

18EC 

Network 

85 


Rmodem 

6 


Lmodem 

6 

18Ed 

Network 

85 


Rmodem 

6 


Lmodem 

6 

18EE 

Network 

85 


Rmodem 

6 


Lmodem 

6 


FRU DESCRIPTION 



SERVICE COMMENTS 


LPDA local/remote status 
test (no response from 
remote modem) 

Rmodem = remote modem 
Lmodem = local modem 


LPDA local/remote test 
(remote data quality = 8). 
Rmodem = remote modem 
Lmodem = local modem 


LPDA local/remote test 
(remote data quality = 9). 
Rmodem = remote modem 
Lmodem = local modern 


LPDA local/remote test 
(remote data quality = 

10). Rmodem = remote modem 
Lmodem = local modem 


LPDA local/remote test 
(remote data quality = 

11). Rmodem = remote modem 
Lmodem = local modem 


LPDA local/remote test 
(remote data quality = 

12). Rmodem ■- remote modem 
Lmodem = local modem 


LPDA local/remote test 
(remote data quality =- 
13). Rmodem = remote modem 
Lmodem = local modem 


LPDA local/remote test 
(remote data quality = 

14). Rmodem = remote modem 
Lmodem = local modem 


C06 


129 
































SERVICE COMMENTS 

LPDA local/remote test 
(remote data quality = 

15). Rmodem = remote modem 
Lmodem = local modem 


LPDA remote test. Remote 
modem test can not be run. 
Local Modem is not 
configured as a control 
rr.odem. 

Configuration or operator 
problem. LPDA problem 
determination test. 


X.21 Adapter Check 
(Overrun) occurred while 
attempting to make a call. 

See MIM Sections 30-550 ro 
30-555 for more 
information. 


X.21 DCE was not ready or 
did not become ready after 
a clear. 

See MIM Sections 30-550 to 
30-555 for more 
information. 


X.21 DCE clear was done 
while attempting to make a 
call. 

See MIM Sections 30-550 to 
30-555 for more 
information. 
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SRC FRU 


18F5 


% P/N 


FRU DESCRIPTION 


18F6 



18F9 


SERVICE COMMENTS 


X.21 DCE responded to the 
selection sequence with a 
2X through 8X call 
progress signal. 

See MIM Sections 30-550 to 
30-555 for more 
information. 


X.21 Ptf .ly error was 
sensed while attempting to 
make a call. 

See MIM Sections 30-550 to 
30-555 for more 
information. 


X.21 T3A Time-out. The DCE 
did not respond after 
responding with a call 
progress signal. 

See MIM Sections 30-550 to 
30-555 for more 
information. 


X.21 T3B Time-out. The DCE 
did not respond after 
responding with an 01, 02, 
or 03 call progress 
signal. 

See MIM Sections 30-550 to 
30-555 for more 
•liformation. 


X.21 T2 Time-out. The DCE 
did not respond to the 
selection sequence. 

See MIM Sections 30-550 to 
30-555 for more 
information. 


C08 
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SRC FRU 


18FA 


% P/N 


FRU DESCRIPTION 


18Fb 


18FC 



SERVICE COMMENTS 


X.21 T1 Time-out. The DCE 
did not respond to a call 
request. 

See MIM Sections 30-550 -o 
30-555 for mere 
information. 


X.25 Normal completion. 

See MIM Sections 30-560 io 
30-567 for more 
information. 


X.25 Error completion. 

See MIM Sections 30-360 to 
30-567 for more 
information. 


18Fd 


x.25 Attention completion. 
See MIM Sections 30-560 to 
30-567 for more 
information. 


18FE 


Unknown communications 
error. 

See MIM Section 30-500 for 
more information. 


1901 

A-A1E2/ 

A-A2E2 

90 

2462228 

1902 

A A1C2/ 
A-A2C2/ 

60 

2597702 


A-A1E2/ 

A-A2E2 

30 

2462228 

1903 

A-A1D2/ 

A-A2D2 

60 

2597702 

1 

i 

A-A1E2/ i 
A-A2E2 

30 

2462228 

1906 

A-A1D2/ 

A-A2D2 

60 

2597702 


Drive B 

30 



Data stor adapter 1 cd 


adapter A card 21 ED 
Data stor adapter 1 cd 


adapter B card 21 ED 
Data stor adapter 1 cd 


adapter B card 21 ED 


Replace FRU only if MAPs 
do not isolate failure. 


Run MDIs against Drive A. 
Replace FRUs listed only 
if MAPs do not isolate 
failure. 


Run MDIs against Drive B. 
Replace FRUs listed only 
if MAPs do not isolate 
failure. 


Run MDIs against Drive B. 
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SRC FRU 


1908 


% P/N 


FRU DESCRIPTION 



190A A-A1C2/ 60 2597702 

A-A2C2 
Drive A 30 


190b A-A1D2/ 60 2597702 

A-A2D2 
Drive B 30 


190d A-A1D2/ 60 2597702 

A-A2D2 
Drive B 30 


190E 


adapter A card 21 ED 


adapter B card 21 ED 


adapter B card 21 ED 




Drive A 
A-A1E2/ 

48 

2462228 

A-A2E2 

A-A1C2/ 

A-A2C2 

48 

2597702 

Drive B 

A-A1E2/ 

A-A2E2 

48 

2462228 

A-A1D2/ 

A-A2D2 

48 

2597702 

Drive A 

A-A1C2/ 

A-A2C2 

48 

2597702 

=-A1A2 

48 

1616312 

OriVvS B 

A-A1D2/ 

A-A2D2 

48 

2597702 

G-A1A2 

48 

1616312 


Data stor adapter 1 cd 
adapter A card 21 ED 

Data stor adapter 1 cd 
adapter B card 21 ED 


adapter A card 21 ED 
Digital card 21 ED 
adapter B card 21 ED 
Digital card 21 ED 


SERVICE COMMENTS 


Take system dump. 
Disk interrupt caused 
error not valid. 


Run MDIs against Drive A. 
May need to customize or 
reload SSP. 


Run MDIs against Drive B. 


Run MDIs against Drive B. 


Permanent ECC check, 
sector reassigned to new 
sector. 

Customer may need to run 
"BUILD" procedure. 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

1912 

Drive A 
F-A1A2 

48 

1616312 

Digital card 21 ED 


F B1A3 
Drive B 

48 

4044272 

Analog card 21 ED 


G-A1A2 

48 

1616312 

Digital card 21 ED 


G-B1A3 

48 

4044272 

Analog card 21 ED 

1913 

Drive A 
F-A1A2 

32 

1616312 

Digital card 21 ED 


F-B1A3 

32 

4044272 

Analog card 21 ED 


DE 

32 

1616699 

Disk Enclosure 21 ED 


Drive B 
G-A1A2 

32 

1616312 

Digital card 21 ED 


G-B1A3 

32 

4044272 

Analog carrj 21 ED 


DE 

32 

1616699 

Disk Enclosure 21 ED 

1914 

Drive A 
F-A1A2 
Drive B 

96 

1616312 

Digital card 21 ED 


G-A1A2 

96 

1616312 

Digital card 21 ED 

1915 

Drive A 
F-A1A2 

50 

1616312 

Digital card 21 ED 


A-A-'C2/ 
A-^ 2 

26 

2597702 

adapter A card 21 ED 


FBI.. 

20 

4044272 

Analog card 21 ED 


Drive B 
G-A1A2 

50 

1616312 

Digital card 21 ED 


A-A1D2/ 

A-A2D2 

26 

2597702 

adapter B card 21 ED 


G-B1A3 

20 

4044272 

Analog card 21 ED 

1916 

Drive A 
F-A1A2 

48 

1616312 

Digital card 21 ED 


F-CIAI 

48 

1616814 

Driver card 21 ED 


Drive B 
G-A1A2 

48 

1616312 

Digital card 21 ED 


G-C1A1 

48 

1616814 

Driver card 21 ED 

1917 

A-A1E2/ 

A-A2E2 

96 

2462228 

Data stor adapter 1 cd 


SERVICE COMMENTS 
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FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


SRC 


1918 

Drive A 




Run "Build ” procedure 


A-A1C2/ 

A-A2C2 

40 

2597702 

adapter A card 21 ED 

first Replace FRU if 
problem persists. 


Drive B 

A-A1D2/ 

A-A2D2 

40 

2597702 

adapter B card 21 ED 


1919 

Drive A 




Run "BUILD " procedure 


A-A1E2/ 

AA2E2 

64 

2462228 

Data stor adapter 1 cd 

first. Replace FRUs 
if problem persists. 


AA1C2/ 

A-A2C2 

32 

2597702 

adapter A card 21 ED 



Drive B 

A-A1E2/ 

A-A2E2 

64 

2462228 

Data stor adapter 1 cd 



A-A1D2/ 

A-A2D2 

32 

2597702 

adapter B card 21 ED 


1920 

Drive A 

A-A1C2/ 

A-A2C2 

50 

2597702 

adapter A card 21 ED 

Disk Interface Parity Chk 


F-A1A2 
Drive B 

40 

1616312 

Digital card 21 ED 



A-A1D2/ 

A-A2D2 

50 

2597702 

adapter B card 21 ED 



GA1A2 

40 

1616312 

Digital card 21 ED 


1921 

Drive A 
F-B1A3 

40 

4044272 

Analog card 21 ED 

Card Unsafe. 


F-A1A2 

30 

1616312 

Digital card 21 ED 



F-C1A1 

15 

1616814 

Driver card 21 ED 



DE 

10 

1616699 

Disk Enclosure 21 ED 



Drive B 
G-B1A3 

40 

4044272 

Analog card 21 ED 



G-A1A2 

30 

1616312 

Digital card 21 ED 



G-CIAI 

15 

1616814 

Driver card 21 ED 



DE 

10 

- 

1616699 

Disk Enclosure 21 ED 



CI2 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

1922 

Drive A 
F-A1A2 

40 

1616312 

Digital card 21 ED 

DE Unsafe 


F-B1A3 

30 

4044272 

Analog card 21 ED 



A-A1C2/ 

A-A2C2 

20 

2597702 

adapter A card 21 ED 



F-C1A1 

5 

1616814 

Driver card 21 ED 



DE 

1 

1616699 

Disk Enclosure 21 ED 



Drive B 
G-A1A2 

40 

1616312 

Digital card 21 ED 



G-B1A3 

30 

4044272 

Analog card 21 ED 



A-A1D2/ 

AA2D2 

20 

2597702 

adapter B card 21 ED 



G-C1A1 

5 

1616814 

Driver card 21 ED 



DE 

1 

1616699 

Disk Enclosure 21 ED 


1923 

Drive A 

A-A1C2/ 

A-A2C2 

40 

2597702 

adapter A card 21 ED 

Operation Unsafe. 


F-A1A2 

30 

1616312 

Digital card 21 ED 



F-B1A3 
Drive B 

20 

4044272 

Analog card 21 ED 



A-A1D2/ 

A-A2D2 

40 

2597702 

adapter B card 21 ED 



G-A1A2 

30 

1616312 

Digital card 21 ED 



G-B1A3 

20 

4044272 

Analog card 21 ED 


1924 

Drive A 
F-A1A2 

40 

1616312 

Digital card 21 ED 

Seek Unsafe, 


F-B1A3 

30 

4044272 

Analog card 21 ED 



A-A1C2/ 

A-A2C2 

20 

2597702 

adapter A card 21 ED 



F-C1A1 

5 

1616814 

Driver card 21 ED 



DE 

1 

1616699 

Disk Enclosure 21 ED 



Drive B 
G-A1A2 

40 

1616312 

Digital card 21 ED 



G-B1A3 

30 

4044272 

Analog card 21 ED 



A-A1D2/ 

A<A2D2 

20 

2597702 

adapter B card 21 ED 



G-C1A1 

5 

1616814 

Driver card 21 ED 



DE 

1 

1616699 

Disk Enclosure 21 ED 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

1925 

Drive A 
F-A1A2 

50 

1616312 

Digital card 21 ED 

Sync Unsafe. 


F-C1A1 
Drive B 

40 

1616814 

Driver card 21 ED 



GA1A2 

50 

1616312 

Digital card 21 ED 



G-C1A1 

40 

1616814 

Driver card 21 ED 


1926 

Drive A 
F-A1A2 

40 

1616312 

Digital card 21 ED 

Sync Unsafe. 


F-B1A3 

30 

4044272 

Analog card IV^O 



A-A1C2/ 

A-A2C2 

20 

2597702 

adaij^’er A card 21 ED 



F-C1A1 

5 

1616814 

Driver card 21 ED 



DE 

1 

1616699 

Disk Enclosure 21 ED 



Drive B 
G-A1A2 

40 

1616312 

Digital card 21 ED 



G<B1A3 

30 

4044272 

Analog card 21 ED 



A-A1D2/ 

A-A2D2 

20 

2597702 

adapter B card 21 ED 



G-CIAI 

5 

1616814 

Driver card 21 ED 



DE 

1 

1616699 

Disk Enclosure 21 ED 


1927 

Drive A 
F-B1A3 

40 

4044272 

Analog card 21 ED 

Servo Unsafe. 


F-A1A2 

30 

1616312 

Digital card 21 ED 



F-C1A1 

15 

1616814 

Driver card 21 ED 



DE 

10 

1616699 

Disk Enclosure 21 ED 



Drive B 
GB1A3 

45 

4044272 

Analog card 21 ED 



G-A1A2 

30 

1616312 

Digital card 21 ED 



G-CIAI 

15 

1616814 

Driver card 21 ED 



DE 

10 

1616699 

Disk Enclosure 21 ED 


1928 

Drive A 
F-A1A2 


1616312 

Digital card 21 ED 

Motor/Proc Uitaafe. 


F-C1A1 


1616814 

Driver card 21 ED 



DE 


1616699 

Disk Enclosure 21 ED 



Drive B 
G-A1A2 

40 

1616312 

Digital card 21 ED 



G-CIAI 

30 

1616814 

Driver card 21 ED 



DE 

25 

16-! 6699 

Disk Enclosure 21 ED 
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SRC 

I 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

1929 

Drive A 
A-A1E2/ 

50 

2462228 

Data stor adapter 1 cd 

Interrupt Timeout Check. 


A-A2E2 

A-A1C2/ 

AA2C2 

40 

2597702 

adapter A card 21 ED 



Drive B 

A-A1E2/ 

AA2E2 

50 

2462228 

Data stor adapter 1 cd 



AA1D2/ 

A-A2D2 

40 

2597702 

adapter B card 21 ED 


192 A 

A-A1E2/ 

A-A2E2 

90 

2462228 

Data stor adapter 1 cd 

Cycle Steal Address Check. 

192b 

Drive A 
A-A1E2/ 

50 

2462228 

Data stor adapter 1 cd 

Command Parity Check. 


A-A2E2 

A-A1C2/ 

A-A2C2 

40 

2597702 

adapter A card 21 ED 



Drive B 

A-A1E2/ 

A-A2E2 

50 

2462228 

Data stor adapter 1 cd 



A-A1D2/ 

A-A2D2 

40 

2597702 

adapter B card 21 ED 


192C 

A-A1E2/ 

A-A2E2 

90 

2462228 

Data stor adapter 1 cd 

Cycle Steal Parity Check. 

192d 

A-A1E2/ 

AA2E2 

90 

2462228 

Data stor adapter 1 cd 

DSA Buffer Write Check. 

192E 

Drive A 

A-A1C2/ 

A-A2C2 

50 

2597702 

adapter A card 21 ED 

Interface Timeout. 


A-A1E2/ 

A-A2E2 

40 

2462228 

Data stor adapter 1 cd 



Drive B 

A-A1D2/ 

A-A2D2 

50 

2597702 

adapter B card 21 ED 



A-A1E2/ 

A-A2E2 

40 

2462228 

Data stor adapter 1 cd 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

192F 

Drive A 

A-A1E2/ 

AA2E2 

50 

2462228 

Data stor adapter 1 cd 

USA Data Bus Parity Check. 


A-A1C2/ 

A-A2C2 

40 

2597702 

adapter A card 21 ED 



Drive B 

A-A1E2/ 

AA2E2 

50 

2462228 

Data stor adapter 1 cd 



A-A1D2/ 

A-A2D2 

40 

2597702 

adapter B card 21 ED 


1930 

Drive A 

A-A1C2/ 

A-A2C2 

40 

2597702 

adapter A card 21 ED 

Data Overrun Check. 


F-A1A2 

30 

1616312 

Digital card 21 ED 



A-A1E2/ 

AA2E2 

20 

2462228 

Data stor adapter 1 cd 



Drive B 

A-A1D2/ 

A-A2D2 

40 

2597702 

adapter B card 21 ED 



G-A1A2 

30 

1616312 

Digital card 21 ED 



A-A1E2/ 

AA2E2 

20 

2462228 

Data stor adapter 1 cd 


1931 

Drive A 

A-A1C2/ 

A-A2C2 

50 

2597702 

adapter A card 21 ED 

CRC/ECC Check. 

Run "BUILD" procedure 
first. If problem 
persists, replace FRU. 


F-B1A3 

30 

4044272 

Analog card 21 ED 


F-C1A1 

10 

1616814 

Driver card 21 ED 


DE 

1 

1616699 

Disk Enclosure 21 ED 



Drive B 
A-A1D2/ 

50 

2597702 

adapter B card 21 ED 



AA2D2 

G-B1A3 

30 

4044272 

Analog card 21 ED 



G-C1A1 

10 

1616814 

Driver card 21 ED 



DE 

1 

1616699 

Disk Enclosure 21 ED 
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SRC 

FRU 

% 

P/JM 

FRU DESCRIPTION 

SERVICE COMMENTS 

1932 

Drive A 




No Record Found. 


A-A1C2/ 

AA2C2 

50 

2597702 

adapter A card 21 ED 

Run "BUILD " procedure 
first. If problem 


F-B1A3 

30 

4044272 

Analog card 21 ED 

persists, replace FRU. 


F-CIAI 

10 

1616814 

Driver card 21 ED 


DE 

1 

1616699 

Disk Enclosure 21 ED 



Drive B 
A-A1D2/ 
A A2D2 

50 

2597702 

adapter B card 21 ED 



G-B1A3 

30 

4044272 

Analog card 21 ED 



GC1A1 

10 

1616814 

Driver card 21 ED 



DE 

1 

1616699 

Disk Enclosure 21 ED 


1933 

Drive A 

A-A1C2/ 

A-A2C2 

50 

2597702 

adapter A card 21 ED 

Command Cycle Pty Check. 


A-A1E2/ 

A-A2E2 

40 

2462228 

Data stor adapter 1 cd 



Drive B 

A-A1D2/ 

Ak2D2 

50 

2597702 

adapter B card 21 ED 



A-A1E2/ 

A-A2E2 

40 

2462228 

Data stor adapter 1 cd 


1934 

Drive A 

A-A1C2/ 

A-A2C2 

40 

2597702 

adapter A card 21 ED 

Cable Continuity Check. 


F-A1A2 

F-B1A2 

m 

1616312 

Digital card 21 ED 



Drive B 

A-A1D2/ 

A-A2D2 

40 

2597702 

adapter B card 21 ED 



G-A1A2 

30 

1616312 

Digital card 21 ED 



G-B1A2 

20 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

1935 

Drive A 

AA1E2/ 

A-A2E2 

50 

2462228 

Data stor adapter 1 cd 

Data Cycle Parity Check. 


A-A1C2/ 

AA2C2 

40 

2597702 

adapter A card 21 ED 



Drive B 

A-A1E2/ 

AA2E2 

50 

2462228 

Data stur adapter 1 cd 



A-A1D2/ 

A-A2D2 

40 

2597702 

adapter B card 21 ED 


1936 

Drive A 

A-A1C2/ 

A-A2C2 

40 

2597702 

adapter A card 21 ED 

Sync Not Found Check 

Run “BUILD" procedure 
first, If problem 


Drive B 
A-A1D2/ 

40 

2597702 

adapter B card 21 ED 

persists, replace FRU. 


AA2D2 

40 




1937 

Drive A 

A-A1C2/ 

A-A2C2 

40 

2597702 

adapter A card 21 ED 

Disk Write Data Check 


F-A1A2 

30 

1616312 

Digital card 21 ED 



FB1A3 
Drive B 

20 

4044272 

Analog card 21 ED 



A-A1D2/ 

AA2D2 

40 

2597702 

adapter B card 21 ED 



G-A1A2 

30 

1616312 

Digital card 21 ED 



GB1A3 

20 

4044272 

Analog card 21 ED 


1938 

Drive A 

A-A1C2/ 

A-A2C2 

50 

2597702 

adapter A card ?1 ED 

Command Reject. 


A-A1E2/ 

A-A2E2 

40 

2462228 

Data stor adapter 1 cd 



Drive B 

A-A1D2/ 

A-A2D2 

50 

2597702 

:>dapter B card 21 ED 



A-A1E2/ 

A-A2E2 

40 

2462228 

Data stor adapter 1 cd 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

1939 

Drive A 
F-A1A2 

50 

1616312 

Digital card 21 ED 

L>ata Cycle Unaerrun Check 


F-B1A3 

40 

4044272 

Analog card 21 ED 



Drive B 
G-A1A2 

50 

1616312 

Digital card 21 ED 



G-B1A3 

40 

4044272 

Analog card 21 ED 


193A 

Drive A 

A-A1C2/ 

A-A2C2 

50 

2597702 

adapter A card 21 ED 



F-A1A2 

40 

1616312 

Digital card 21 ED 



Drive B 

A-A1D2/ 

A-A2D2 

50 

2597702 

adapter B card 21 ED 



G-A1A2 

40 

1616312 

Digital card 21 ED 


197F 





Undetermined error. Run 
disk MDIs against failing 
drive to deterni!:ie. 


1990 

Drive A 

A-A1E2/ 

A-A2E2 

48 

2462228 

Data stor adapter 1 cd 



A-A1C2/ 

A-A2C2 

48 

2597702 

adapter A card 21 ED 



Drive B 

A-A1E2/ 

A-A2E2 

48 

2462228 

Data stor adapter 1 cd 



A-A1D2/ 
A A2D2 

48 

2597.J2 

adapter B card 21 ED 


1991 

Drive A 

A-A1C2/ 

A-A2C2 

48 

2597702 

adapter A card 21 ED 



F-A1A2 

48 

1616312 

Digital card 21 ED 



Drive B 

A-A1D2/ 

A-A2D2 

48 

2597702 

adapter B card 21 ED 



G-A1A2 

48 

1616312 

Digital card 21 ED 
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% P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


1992 


1993 


1994 


1996 


Drive A 
F-A1A2 
F-B1A3 
Drive B 
G-A1A2 
G-B1A3 


Drive A 
F-A1A2 
F-B1A3 
DE 

Drive B 
G-A1A2 
G-B1A3 
DE 



1997 



32 1616312 

32 4044272 

32 1616699 

32 1616312 

32 4044272 

32 1616699 



Drive A 

F-A1A2 

A-A1C2/ 

A-A2C2 

F-B1A3 

Drive B 

G-A1A2 

A-A1D2/ 

A-A2D2 

G-B1A3 


Drive A 

F-A1A2 

F-C1A1 

Drive B 

G-A1A2 

G-C1A1 


A-A1E2/ 

A-A2E2 


Digital card 21 ED 
Analog card 21 ED 
Disk Enclosure 21 ED 

Digital card 21 ED 
Analog card 21 ED 
Disk Enclosure 21 ED 


96 1616312 Digital card 21 ED 

96 1616312 Digital card 21 ED 


1616312 Digital card 21 ED 
2597702 adapter A card 21 ED 

4044272 Analog card 21 ED 

1616312 Digital card 21 ED 

2597702 adapter B card 21 ED 

4044272 Analog card 21 ED 


1616312 Digital card 21 ED 

1616614 Driver card 21 ED 

1616312 Digital card 21 ED 

1616814 Driver card 21 ED 


2462228 Data stor adapter 1 cd 




D02 
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SRC 

i RU 

% 

P/N 

FRU DESCRIPTION 

1 

SERVICE COMMENTS 

1998 

Drive A 




Run ' BUILD " procedure 


A-A1C2/ 

A-A2C2 

40 

2597702 

adapter A card 21 ED 

first. Replace FRU if 
problem persists. 


Drive B 
A-A1D2/ 
A-A2D2 

40 

2597702 

adapter B card 21 ED 


1999 

Drive A 




Run BUILD" procedure 


A-A1E2/ 

A-A2E2 

64 

2462228 

Data stor adapter 1 cd 

first. Replace FRUs 
if problem persists. 


A-A1C2/ 

A-A2C2 

32 

2597702 

adapter A card 21 ED 



Drive B 

A-A1E2/ 

A-A2E2 

64 

2462228 

Data stor adapter 1 cd 



A-A1D2/ 
A-A2D2 

32 

2597702 

adapter B card 21 ED 


19 AO 

Drive A 




Disk Interface Parity 


A-A1C2/ 

A-A2C2 

50 

2597702 

adapter A card 21 ED 

Check. 


F-A1A2 

40 

1616312 

Digital card 21 ED 



Drive B 

A-A1D2/ 

A-A2D2 

50 

2597702 

adapter B card 21 ED 



G-A1A2 

40 

1616312 

Digital card 21 ED 


19A1 

Drive A 
F-B1A3 

40 

4044272 

Analog card 21 ED 

Card Unsafe 


F-A1A2 

30 

1616312 

Digital card 21 ED 



F-C1A1 

15 

1616814 

Driver card 21 ED 



DE 

10 

1616699 

Disk Enclosure 21 ED 



Drive B 
G-B1A3 

40 

4044272 

Analog card 21 ED 



G-A1A2 

30 

1616312 

Digital card 21 ED 



G-C1A1 

15 

1616814 

Driver card 21 ED 



DE 

10 

1616699 

Disk Enclosure 21 ED 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

19A2 

Drive A 
F-A1A2 

40 

1616312 

Digital card 21 ED 

DE Unsnfe. 


F-B1A3 

30 

4044272 

Analog card 21 ED 



A-A1C2/ 

A-A2C2 

20 

2597702 

adapter A card 21 ED 



F-C1A1 

5 

1616814 

Driver card 21 ED 



DE 

1 

1616699 

Disk Enclosure 21 ED 



Drive B 
G-A1A2 

40 

1616312 

Digital card 21 ED 



G-B1A3 

30 

4044272 

Analog card 21 ED 



A-A1D2/ 
A-A2D2 

20 

2597702 

adapter B card 21 ED 



G-C1A1 

5 

1616814 

Driver card 21 ED 



DE 

1 

1616699 

Disk Enclosure 21 ED 


19 A3 

Drive A 

A-A1C2/ 

A-A2C2 

40 

2597702 

adapter A card 21 ED 

Operation Unsafe. 


F-A1A2 

30 

1616312 

Digital card 21 ED 



F-B1A3 

20 

4044272 

Analog card 21 ED 



Drive B 

A-A1D2/ 

A-A2D2 

40 

2597702 

adapter B card 21 ED 



G-A1A2 

30 

1616312 

Digital card 21 ED 



G-B'iA3 

20 

4044272 

Analog card 21 ED 


19A4 

Drive A 
F-A1A2 

40 

1616312 

Digital card 21 ED 

Seek Unsafe. 


F-B1A3 

30 

4044272 

Analog card 21 ED 



A-A1C2/ 

A-A2C2 

20 

2597702 

adapter A card 21 ED 



F-C1A1 

5 

1616814 

Driver card 21 ED 



DE 

1 

1616699 

Disk Enclosure 21 ED 



Drive B 
G-A1A2 

40 

1616312 

Digital card 21 ED 



G-B1A3 

30 

4044272 

Analog card 21 ED 



A-A1D2/ 

A-A2D2 

20 

2597702 

adapter B card 21 ED 



G-C1A1 

5 

1616814 

Driver card 21 ED 



DE 

1 

1616699 

Disk Enclosure 21 ED 



D04 


145 























% 


P/N 


FRU DESCRIPTION 


SRC 


FRU 


19A5 

Drive A 

F-A1A2 

F-C1A1 

Drive B 

G-A1A2 

GdAI 

50 

40 

50 

40 

1616312 

1616814 

1616312 

1616814 

Digital card 21 ED 
Driver card 21 ED 

Digital card 21 ED 
Driver card 21 ED 

19A6 

Drive A 
F-A1A2 

40 

1616312 

Digital card 21 ED 


F-B1A3 

30 

4044272 

Analog card 21 ED 


A-A1C2/ 

20 

2597702 

adapter A card 21 ED 


A-A2C2 

F-C1A1 

5 

1616814 

Driver card 21 ED 


DE 

1 

1616699 

Disk Enclosure 21 ED 


Drive B 
G-A1A2 

40 

1616312 

Digital card 21 ED 


GB1A3 

30 

4044272 

Analog card 21 ED 


A-A1D2/ 

20 

2597702 

adapter B card 21 ED 


A-A2D2 

G-C1A1 

5 

1616814 

Driver card 21 ED 


DE 

1 

1616699 

Disk Enclosure 21 ED 

19A7 

Drive A 
F-B1A3 

40 

4044272 

Analog card 21 ED 


F-A1A2 

30 

1616312 

Digital card 21 ED 


F-C1AI 

15 

1616814 

Driver card 21 ED 


DE 

10 

1616699 

Disk Enclosure 21 ED 


Drive B 
G-B1A3 

45 

4044272 

Analog card 21 ED 


G-A1A2 

30 

1616312 

Digital card 21 ED 


G-C1A1 

15 

1616814 

Driver card 21 ED 


DE 

10 

1616699 

Disk Enclosure 21 ED 


SERVICE COMMENTS 

Sync Unsafe 


Sync Unsafe. 


Servo Unsafe. 


146 


DOS 























SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

19A8 

Drive A 
F-A1A2 


1616312 

Digital card 21 ED 

Motor/Proc Unsafe. 


F-C1A1 

Vfm 

1616814 

Driver card 21 ED 



DE 


1616699 

Diak Enclosure 21 ED 



Drive B 
G-A1A2 

40 

1616312 

Digital card 21 ED 



G-C1A1 

30 

1616814 

Driver card 21 ED 



DE 

25 

1616699 

Disk Enclosure 21 ED 


19A9 

Drive A 

A-A1E2/ 

A-A2E2 

50 

2462228 

Data stor adapter 1 cd 

Interrupt Timeout Check. 


A-A1C2/ 

A-A2C2 

40 

2597702 

adapter A card 21 ED 



Drive B 

A-A1E2/ 

A-A2E2 

50 

2462228 

Data stor adapter 1 cd 



A-A1D2/ 

A-A2D2 

40 

2597702 

adapter B card 21 ED 


19AA 

A-A1E2/ 

A-A2E2 

90 

2462228 

Data stor adapter 1 cd 

Cycle Steal Address Check. 

19Ab 

Drive A 

A-A1E2/ 

A-A2E2 

50 

2462228 

Data stor adapter 1 cd 

Command Parity Check. 


A-A1C2/ 

A-A2C2 

40 

2597702 

adapter A card 21 ED 



Drive B 

A-A1E2/ 

A-A2E2 

50 

2462228 

Data stor adapter 1 cd 



A-A1D2/ 

A-A2D2 

40 

2597702 

adapter B card 21 ED 


19AC 

A-A1E2/ 

A-A2E2 

90 

2462228 

Data stor adapter 1 cd 

Cycle Steal Parity Check. 

19 Ad 

A-A1E2/ 

A-A2E2 

90 

2462228 

Data stor adapter 1 cd 

DSA Buffer Write Check. 


D06 
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SRC F RU % P/N FRU DESCRIPTION SERVICE COMMENTS 

19AE Drive A Interface Timeout, 

A-A1C2/ 50 2597702 adapter A card 21 ED 

A-A2C2 

A-A1E2/ 40 2462223 Data stor adapter 1 cd 

A-A2E2 

Drive B 

A-A1D2/ 50 2597702 adapter B card 21 ED 

A-A2D2 

A-A1E2/ 40 2462228 Data otor adapter 1 cd 

A-A2E2 

19AF Drive A Data Bus Parity Check. 

A-A1E2/ 50 2462228 Data stor adapter 1 cd 

A-A2E2 

A-A1C2/ 40 2597702 adapter A card 21 ED 

A-A2C2 

Drive B 

A-A1E2/ 50 2462228 Data stor adapter 1 cd 

A-A2E2 

A-A1D2/ 40 2597702 adapter B card 21 ED 

A-A2D2 _ 

19b0 Drive A Data Overrun Check. 

A-A1C2/ 40 2597702 adapter A card 21 ED 

A-A2C2 

F-A1A2 30 1616312 Digital card 21 ED 

A-A1E2/ 20 2462228 Data stor adapter 1 cd 

A-A2E2 
Drive B 

A-A1D2/ 40 2597702 adapter B card 21 ED 

AA2D2 

G-A1A2 30 1616312 Digital card 21 ED 

A-A1E2/ 20 2462228 Data stor adapter 1 cd 

A-A2E2 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

19b1 

Drive A 




CRC/tCC Check. 


A-A1C2/ 

A-A2C2 

50 

2597702 

adapter A card 21 ED 

Run "BUILD " procedure 


F-B1A3 

30 

4044272 

Analog card 21 ED 

first. If problem 
persists, replace FRU. 


F-C1A1 

10 

1616814 

Driver card 21 ED 


DE 

Drive B 

1 

1616699 

Disk Enclosure 21 ED 



A-A1D2/ 

A-A2D2 

50 

2597702 

adapter B card 21 ED 



G-B1A3 

30 

4044272 

Analog card 21 ED 



G-C1A1 

10 

1616814 

Driver card 21 ED 



DE 

1 

1616699 

Disk Enclosure 21 ED 


19b2 

Drive A 




No Record Found. 


A-A1C2/ 

A-A2C2 

50 

2597702 

adapter A card 21 ED 

Run "BUILD " procedure 


F-B1A3 

30 

4044272 

Analog card 21 ED 

first. If problem 
persists, replace FRU. 


F-C1A1 

10 

I6168I4 

Driver card 21 ED 


DE 

Drive B 

1 

1616699 

Disk Enclosure 21 ED 



A-A1D2/ 

A-A2D2 

50 

2597702 

adapter B card 21 ED 



G-B1A3 

30 

4044272 

Analog card 21 ED 



G-C1A1 

10 

1616814 

Driver card 21 ED 



DE 

1 

1616699 

Disk Enclosure 21 ED 


19b3 

Drive A 




Command Cycle Parity 


A-A1C2/ 

A-A2C2 

50 

2597702 

adapter A card 21 ED 

Check. 


A-A1E2/ 
A-A2E2 

40 

2462228 

Data stor adapter 1 cd 



Drive B 
A-A1D2/ 
A-A2D2 

50 

2597702 

adapter B card 21 ED 



A-A1E2/ 

A-A2E2 

40 

2462228 

Data stor adapter 1 cd 



DOS 
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FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 

Cable Continuity Check. 





19b6 



Drive A 

A-A1C2/ 

A-A2C2 

F-A1A2 

F-B1A2 

Drive B 

A-A1D2/ 

A-A2D2 

G-A1A2 

G BIA2 


Drive A 

A-A1E2/ 

A-A2E2 

A-A1C2/ 

A-A2C2 

Drive B 

A-AiE2/ 

A-A2E2 

A-A1D2/ 

A-A2D2 


Drive A 

A-A1C2/ 

A-A2C2 

Drive B 

A-A1D2/ 

A-A2D2 


Drive A 

A~A1C2/ 

A-A2C2 

F-A1A2 

F-B1A3 

Drive B 

A-A1D2/ 

A-A2D2 

G-A1A2 

G-B1A3 





2597702 

adapter A card 21 ED 

1616312 

Digital card 21 ED 

2597702 

adapter B card 21 ED 

1616312 

Digital card 21 ED 

1 

2462228 

Data stor adapter 1 cd 

2597702 

adapter A card 21 ED 

2462228 

Data stor adapter 1 cd 

2597702 

adapter B card 21 ED 

2597702 

adapter A card 21 ED 

2597702 

adapter B card 21 ED 

2597702 

adapter A card 21 ED 

1616312 

4044272 

Digital card 21 ED 

Analog card 21 ED 

2597702 

adapter B card 21 ED 

1616312 

4044272 

Digital card 21 ED 

Analog card 21 ED 


Data Cycle Parity Check. 


Sync Not Found Check. 

Run "BUILD" procedure 
first. If problem 
persists, replace FRU. 


Disk Write Data Check. 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

19b8 

Drive A 

A-A1C2/ 

AA2C2 

50 

2597702 

adapter A card 21 ED 

Command Reject. 


A-A1E2/ 

AA2E2 

40 

2462228 

Data stor adapter 1 cd 



Drive B 

A-A1D2/ 

A-A2D2 

50 

2597702 

adapter B card 21 ED 



A-A1E2/ 

A-A2E2 

40 

2462228 

Data stor adapter 1 cd 


19b9 

Drive A 
F-A1A2 

50 

1616312 

Digital card 21 ED 

Data Cycle Underrun Check. 


F-B1A3 

40 

4044272 

Analog card 21 ED 



Drive B 
G-A1A2 

50 

1616312 

Digital card 21 ED 



G-B1A3 

40 

4044272 

Analog card 21 ED 


19b A 

Drive A 

A-A1C2/ 

AA2C2 

50 

2597702 

adapter A card 21 ED 



F-A1A2 

40 

1616312 

Digital card 21 ED 



Drive B 

A-A1D2/ 

A-A2D2 

50 

2597702 

adapter B card 21 ED 



G-A1A2 

40 

1616312 

Digital card 21 ED 


19FF 





Undetermined error. 

Run disk MDIs against 
fa ling drive to 
determine. 

1A01 

A-A2E2 

70 

2462228 

Data stor adapter cd 

DSA-1 or Channel error. 


Channel 

20 





A-A2J2 

5 

4237136 

Data stor Ctrl card 





2597763 

Data stor Ctrl card 





2597727 

DS Pass-Thru card 


1A02 

A-A2C2 

60 

2437374 

adapter A card 10SR 

Run MDIs against Drive A. 


A-A2E2 

30 

2462228 

Data stor adapter 1 cd 

DSA-1 / Adapter (Dr A) error 
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SRC FRU 


% P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


1A03 A-A2D2 
A-A2E2 


1A04 A-A2C4 
A-A2E2 


1A05 A-A2D4 
A-A2E2 


1A06 A A2E2 
Channel 
A-A2J2 


1A08 


1A0A 


1A0b 


1A0C 


lAOd 


1A0E 


A-A2C2 
Disk A 


A-A2D2 
Disk B 


A-A2C4 
Disk C 


A-A2D4 
Disk D 


60 2437374 

30 2462228 


60 2437374 

30 2462228 


60 2437374 

30 2462228 


40 2462228 

40 

1 4237136 

2597763 
2597727 


adapter B card 10SR 
Data stor adapter 1 cd 


adapter C card 10SR 
Data stor adapter 1 cd 


adapter D card 10SR 
Data stor adapter 1 cd 


Data stor adapter 1 cd 

Data stor Ctrl card 
Data stor Ctrl card 
DS Pass-Thru card 



2437374 adapter A card 10SR 


2437374 adapter B card 10SR 


2437374 adapter C card 10SR 


2437374 adapter D card 10SR 


1A10 A-A2E2 57 2462228 

Channel 42 
A-A2J2 1 4237136 
2597763 
2597727 


Data stor adapter 1 cd 

Data stor Ctrl card 
Data stor Ctrl card 
DS Pass-Thru card 


Run MDIs against Drive 8 
DSA-1 /Arjapter (Dr B) error 


Run MDIs against Drive C. 
DSA-1 / Adapter (Dr C) error 


Run MDIs against Drive D. 
DSA-1 / Adapter (Dr D) error 


DSA-1 /Channel error 




Go to MAP 9700, A 
Invalid Disk interrupt 
caused eiror. 


Run MDIs against Drive A. 
Adapter/10SR CSA error 


Run MDIs against Drive B. 
Adapter/lOSR CSA error 


Run MDIs against Drive C. 
Adapter/IOSR CSA error 


Run MDIs against Drive D. 
Adapter/IOSR CSA error 


Permanent ECC check, 
sector reassigned to new 
sector. 

Customer may need to run 
"BUILD” Utility. 


Permanent error occurred. 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

1A11 

Drive A 




Perrttafient error occiirrerl 


A-A2E2 

59 

2462228 

Data stor adaptor 1 cd 



Channel 

38 





A-A2C2 

1 

2437374 

adapter A card 10SR 



A-A2J2 

1 

4237136 

Data stor Ctrl card 





2597763 

Data stor Ctrl card 





2597727 

DS Pass-Thru card 



Drive B 






A-A2E2 

59 

2462228 

Data stor adapter 1 cd 



Channel 

38 





A-A2D2 

1 

2437374 

adapter B card 10SR 



A-A2J2 

1 

4237136 

Data stor Ctrl card 





2597763 

Data stor Ctrl card 





2597727 

DS Pass-Thru card 



Drive C 






A-A2E2 

59 

2462228 

Data stor adapter 1 cd 



Channel 

38 





A-A2C4 

1 

2437374 

adapter C card 10SR 



A-A2J2 

1 

4237136 

Data stor ctH card 





2597763 

Data stor Ctrl card 





2597727 

DS Pass-Thru card 



Drive D 






A-A2E2 

59 

2462228 

Data stor adapter 1 cd 



Channel 

38 





AA2D4 

1 

2437374 

adapter D card 10SR 



A-A2J2 

1 

4237136 

Data stor Ctrl card 





2597763 

Data stor Ctrl card 





2597727 

DS Pass-Thru card 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

1A13 

Drive A 




Permanent error occurred 


A-A2E2 

59 

2462228 

Data stor adapter 1 cd 



A-A2C2 

38 

2437374 

adapter A card 10SR 



Channel 

1 





A-A2J2 

1 

4237136 

Data stor Ctrl card 





2597763 

Data stor Ctrl card 





2597727 

DS Pass-Thru card 



F-A1B2 

1 

2439875 

Access Control card 



Drive B 






A-A2E2 

59 

2462228 

Data stor adapter 1 cd 



A A2D2 

38 

2437374 

adapter B card 10SR 



Channel 

1 





A-A2J2 

1 

4237136 

Data stor Ctrl card 





2597763 

Data stor Ctrl card 





2597727 

DS Pass-Thru card 



Drive C 






A-A2E2 

59 

2462228 

Data stor adapter 1 cd 



A-A2C4 

38 

2437374 

adapter C card 10SR 



Channel 

1 





A-A2J2 

1 

4237136 

Data stor Ctrl card 





2597763 

Data stor Ctrl card 





2597727 

DS Pass-Thru card 



Drive D 






A-A2E2 

59 

2462228 

Data stor adapter 1 cd 



A-A2D4 

38 

2437374 

adapter D card 10SR 



Channel 

1 





A-A2J2 

1 

4237136 

Data stor Ctrl card 





2597763 

Data stor Ctrl card 





2597727 

DS Pass-Thru card 
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SRC 

1A14 


FRU 

% 

P/N 

Drive A 
A-A2E2 

56 

2462228 

A-A2C2 

39 

2437374 

Channel 

1 


A-A2J2 

1 

4237136 

F-A1C2 

1 

2597763 

2597727 

1615631 

F-A1A3 

1 

1615632 

1615639 

8636632 

Drive B 
A-A2E2 

56 

2462228 

A-A2D2 

39 

2437374 

Channel 

1 


A-A2J2 

1 

4237136 

G-A1C2 

1 

2597763 

2597727 

1615631 

G-A1A3 

1 

1615632 

1615339 

8636632 

Drive C 
A-A2E2 

56 

2462228 

A-A2C4 

39 

2437374 

Channel 

1 


A-A2J2 

1 

4237136 

F-A1C2 

1 

2597763 

2597727 

1615631 

F-A1A3 

1 

1615632 

1615639 

8636632 

Drive D 
A-A2E2 

56 

2462228 

A-A2D4 

39 

2437374 

Channel 

1 


A-A2J2 

1 

4237136 

G-A1C2 

1 

2597763 

2597727 

1615631 


FRU DESCRIPTION 

Data stor adaptor 1 cd 
adapter A card 10SR 

Data stor Ctrl card 
Data stor Ctrl card 
DS Pass-Thru card 
Data Converter card 
Data Converter card 
Data Converter card 
cable 

Data stor adapter 1 cd 
adapter B card 10SR 

Data stor Ctrl card 
Data stor Ctrl card 
DS Pass-Thru card 
Data Converter card 
Data Converter card 
Data Converter card 
cable 

Data stor adapter 1 cd 
adapter C card 10SR 

Data stor Ctrl card 
Data stor Ctrl card 
DS Pass-Thru card 
Data Converter card 
Data Converter card 
Data Converter card 
cable 

Data stor adapter 1 cd 
adapter D card 10SR 

Data stor Ctrl card 
Data stor Ctrl card 
DS Pass-Thru card 
Data Converter card 


SERVICE COMMENTS 

Permanent error occurred. 


Drive A F-XXXX card 
locations are actually 
1 F-XXXX. 

Drive B G-XXXX card 
locations are actually 
1G-XXXX, 


Drive C F-XXXX card 
locations are actually 
2F-XXXX. 


Drive D G-XXXX card 
locations are actually 
2G-XXXX. 


DI4 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

1A15 

Drive A 
A-A2E2 

48 

2462228 

Data stor adapter 1 cd 


A-A2C2 

42 

2437374 

adapter A card 10SR 


A-A2J2 

10 

4237136 

Data stor Ctrl card 




2597763 

Data stor Ctrl card 




2597727 

DS Pass-Thru card 


Drive B 
A-A2E2 

48 

2462228 

Data stor adapter 1 cd 


A-A2D2 

42 

2437374 

adapter B card 10SR 


A-A2J2 

10 

4237136 

Data stor Ctrl card 




2597763 

Data stor Ctrl card 




2597727 

DS Pass-Thru card 


Drive C 
A-A2E2 

48 

2462228 

Data stor adapter 1 cd 


A-A2C4 

42 

2437374 

adapter C card iOSR 


A-A2J2 

10 

4237136 

Data stor Ctrl card 




2597763 

Data stor Ctrl card 




2597727 

DS Pass-Thru card 


Drive D 
A-A2E2 

48 

2462228 

Data stor adapter 1 cd 


A-A2D4 

42 

2437374 

adapter D card IOSR 


A-A2J2 

10 

4237136 

Data stor Ctrl card 




2597763 

Data stor Ctrl card 




2597727 

DS Pass-Thru card 


SERVICE COMMENTS 

Permanent error occurred. 
Error was one of the 
following: 

• Cycle Steal Address 
Check 

• Command Parity Check 

• Cycle Steal Parity 
Check 

• DSA Buffer Write Check 

• Interface Time-out 

• DSA Data Bus Parity 
Check 

• Data Cycle Underrun 
Check 

• Data Cycle Overrun 
Check 

• Command Cycle Parity 
Check 

See MIM 97-508 for 
additional information on 
these errors. 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

1A16 

Drive A 
1F-A1B2 

34 

1615583 

Access Control card 

Permanent error occurred. 

Error was one of the 
following: 

* Data Overrun Check 


A-A2C2 

22 

2437374 

adapter A card 10SR 


1F-A1A4 

16 

8636632 

cable 


1F-A1A5 

16 

1615662 

Terminator card 

• Command Error 


1F-A1C2 

5 

1615631 

Data Converter card 

• Command Reject 




1615631 

Data Converter card 

* Diavice Busy 


1F-A1A3 


1615339 

Data Converter card 

* Disk Not Ready 

* Cable Continuity Error 


4 

8636632 

cable 

• Disk Access Time-out 


A-A2E2 

1 

2462228 

Data stor adapter 1 cd 

• No Control Sample 

Received 


Drive B 




• Disk Sense Parity Check 


1GA1B2 
A A2D2 

34 

22 

1615583 

2437374 

Access Control card 
adapter B card 10SR 

• Disk Interrupt Check 

• Servo Interrupt 
- Guard band 2 


1G-A1A4 

16 

8636632 

cable 

See MIM 97-508/97-518 for 


iG-A1A5 

16 

1615662 

Terminator card 

additional information on 


1G-A1C2 

5 

1615631 

Data Converter card 

these errors. 




1615632 

Data Converter card 





1615339 

Data Converter card 



1G-A1A3 

4 

8636632 

cable 



A-A2E2 

1 

2462228 

Data stor adapter 1 cd 



Drive C 
2F-A1B2 

34 

1615583 

Access Control card 



A-A2C4 

22 

2437374 

adapter C card 10SR 



2F-A1A4 

16 

8636632 

cable 



2F-A1A5 

16 

1615662 

Terminator card 



2F-A1C2 

5 

1615631 

Data Converter card 





1615632 

Data Converter card 





1615339 

Data Converter card 



2F-A1A3 

4 

8636632 

cable 



A-A2E2 

1 

2462228 

Data stor adapter 1 cd 



Drive D 
2G-A1B2 

34 

1615583 

Access Control card 



A-A2D4 

22 

2437374 

adapter D card 10SR 



2GA1A4 

16 

8636632 

cable 



2G-A1A5 

16 

1615662 

Terminator card 



2G-A1C2 

5 

1615631 

Data Converter card 





1615632 

Data Converter card 





1615339 

Data Converter card 



2G-A1A3 

■1 

8636632 

cable 



A-A2E2 

n 

2462228 

Data stor adapter 1 cd 
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SRC 

1A17 


FRU 

% 

P/N 

FRU DESCRIPTION 

Drive A 




1F-A1C2 

46 

1615631 

Data Converter card 



1615631 

Data Converter card 



1615339 

Data Converter card 

A-A2C2 

21 

2437374 

adapter A card 10SR 

1F-A1A3 

21 

8636632 

cable 

1F-A1B2 

12 

1615583 

Access Control card 

1F-A1D2 

1 

5811834 

Servo card 10SR 



5811890 

Servo cord 10SR 



1615367 

Servo card 10SR 

Drive B 




1G-A1C2 

46 

1615631 

Data Converter card 



1615632 

Data Converter card 



1615339 

Data Converter card 

A-A2D2 

21 

2437374 

adapter B card 10SR 

1G-A1A3 

21 

8636632 

cable 

1GA1B2 

12 

1615583 

Access Control card 

1G-A1D2 

1 

5811834 

Servo card 10SR 



5811890 

Servo card 10SR 



1615367 

Servo card 10SR 

Drive C 




2F-A1C2 

46 

1615631 

Data Converter card 



1615632 

Data Converter card 



1615339 

Data Converter card 

A-A2C4 

21 

2437374 

adapter C card 10SR 

2F-A1A3 

21 

8636632 

cable 

2F-A1B2 

12 

1615583 

Access Control card 

2F-A1D2 

1 

5811834 

Servo card 10SR 



5811890 

Servo card 10SR 



1615367 

Servo card 10SR 

Drive D 




2G-A1C2 

46 

1615631 

Data Converter card 



1615632 

Data Converter card 



1615339 

Data Converter card 

A-A2D4 

21 

2437374 

adapter D card 10SR 

2G-A1A3 

21 

8636632 

cable 

2G-A1B2 

12 

1615583 

Access Control card 

2G-A1D2 

1 

5811834 

Servo card 10SR 



5811890 

Servo card 10SR 


SERVI CE COMMENTS 

Permanent error occurred. 

Error was one of the 
following: 

• Data Unsafe 

- Write and servo off 
track 

- Write active and not 
in data field 

- Write and read both 
active 

- Write active and 
AE se.ect error 

- Write active and 
AE Unsafe 

(See MIM 97-518) 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENT 

1A19 

Drive A 
1F-A1B2 

30 

1615583 

Access Control card 

Permanent error occurred. 

Error detected was; 

* Unseated card or cable 


1F-A1C2 

27 

1615631 

Data Converter card 




1615631 

Data Convoirter card 




1615339 

Data Conveiter card 

Corrective Action: 


1F-A1D2 

5 

5811834 

Servo card 10SR 

Reseat all 10SR CSA cards 




5811890 

Servo card 10SR 

and cables. 


1F<A1E2 


1615367 

Servo card 10SR 

"HDA " - Head/Disk Asm 


5 

1615508 

cable 


1F-A1E5 

5 

1615509 

cable 



1F-W1B1 

5 

2439838 

Data channel card 



1F-HDA 

5 

1615600 

Head Disk asrrt 10SR 



A-A2C2 

1 

2437374 

adapter A card 10SR 



AA2E2 

1 

2462228 

Data stor adapter 1 cd 



Drive B 
1G-A1B2 

30 

1615583 

Access Control card 



1G-A1C2 

27 

1615631 

Data Converter card 





1615632 

Data Converter card 





1615339 

Data Converter card 



1G-A1D2 

5 

5811834 

Servo card 10SR 





5811890 

Servo card 10SR 





1615367 

Servo card 10SR 



1G-A1E2 

5 

1615508 

cable 



1G-A1E5 

5 

1615509 

cable 



1G-W1B1 

5 

2439838 

Data channel card 



1G-HDA 

5 

1615600 

Head Disk asm 10SR 



A-A2D2 

1 

2437374 

adapter B card 10SR 



A-A2E2 

1 

2462228 

Data stor adapter 1 cd 



Drive C 
2FA1B2 

30 

1615583 

Access Control card 



2FA1C2 

27 

1615631 

Data Converter card 





1615632 

Data Converter card 





1615339 

Data Converter card 



2F-A1D2 

5 

5811834 

Servo card 10SR 





5811890 

Servo card TOSR 





1615367 

Servo card 10SR 



2F-A1E2 

5 

1615508 

cable 



2F-A1E5 

5 

1615509 

cable 



2F-W1B1 

5 

2439838 

Data channel card 



2F-HDA 

5 

1615600 

Head Disk asm 10SR 



A-A2C4 

1 

2437374 

adapter C card 10SR 



DU3 


159 










SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SEFiVICE COMMENTS 

1A1A 

Drive A 
1F-A1C2 

43 

1615631 

Data Converter card 

Permanent error occurred. 

Error was one of the 
following: 

* Data Unsafe 




1615631 

Data Converter card 




1615339 

Data Converter card 


1F-A1B2 

42 

1615583 

Access Control card 

- Write and not ready 


1F-A1D2 

1 

5S11834 

Servo card 10SR 

both active 




5811890 

1615367 

Servo card 10SR 

Servo card 10SR 

- Write not active and 

AE unsafe with an 


1F-A1E2 

1 

1615508 

cable 

* Servo Interrupt 


1F-A1E5 

1 

1615509 

cable 

- (Not) Power Good 


1F-W1B1 

1 

2439838 

Data channel card 

- Disk speed / VCO check 

1 

1 

1F-HDA 
Drive B 

1 

1615600 

Head Disk asm 10SR 

(See MIM 97-518) 

! 1G-A1C2 

43 

1615631 

Data Converter card 





1615632 

Data Converter card 





1615339 

Data Converter card 



1G-A1B2 

42 

1615583 

Access Control card 



1G-A1D2 

1 

5811834 

Servo card 10SR 





5811890 

Servo card 10SR 





1615367 

Servo card 10SR 



1G-A1E2 

1 

1615508 

cable 



1G-A1E5 

1 

1615509 

cable 



1G-W1B1 

1 

2439838 

Data channel card 



1G-HDA 

1 

1615600 

Head Disk asm 10SR 



Drive C 
2F-A1C2 

43 

1615631 

Data Converter card 





1615632 

Data Converter card 





1615339 

Data Converter Cc<rd 



2F-A1B2 

42 

1615583 

Access Control card 



2F-A1D2 

1 

5811834 

Servo card 10SR 





5811890 

Servo card 10SR 





1615367 

Servo card 10SR 



2F-A1E2 

1 

1615508 

cable 



2F-A1E5 

1 

1615509 

cable 



2F-W1B1 

1 

2439838 

Data channel card 



2F-HDA 

1 

1615600 

Head Disk asm 10SR 



Drive D 
2G-A1C2 

43 

1615631 

Data Converter card 





1615632 

Data Converter card 





1615339 

Data Converter card 



2G-A1B2 

42 

1615583 

Access Control card 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

lAlb 

Drive A 
1F-A1D2 

34 

5811834 

Servo card 10SR 

Permanent error occurred. 

Error was one of the 
following; 




5811890 

Servo card 10SR 




1615367 

Servo card 10SR 


1F-A1B2 

28 

1615583 

Access Control card 

• Sector Check 


1F-A1C2 

26 

1615631 

Data Converter card 

* Disk Write Data Check 




1615631 

Data Converter card 

* Servo Interrupt 


1F-W1B1 

1 

1615339 

2439838 

Data Converter card 

Data channel card 

- Servo off track 

- Unexpected guard band 

- Seek time-out 


IF-AlfcB 

1 

1615509 

cable 

- PLO out of sync 


IF HDA 

1 

1615600 

Head Disk asm 10SR 



1F-VCM 
Drive B 

1 

5811836 

VCM Drive assembly 

See MIM 97-508/97-518 for 
additional information on 
these errors. 

"HDA " - Heed/Disk Asm 


1G-A1D2 

34 

5811834 

Servo card 10SR 




5811890 

Servo card 10SR 

"VCM " - VCM Driver Asm 




1615367 

Servo card 10SR 



1G-A1B2 

28 

1615583 

Access Control card 



1G-A1C2 

26 

1615631 

Data Converter card 





1615632 

Data Converter card 





1615339 

Data Converter card 



1G-W1B1 

1 

2439838 

Data channel card 



1G A1E5 

1 

1615509 

cable 



1G-HDA 

1 

1615600 

Head Disk asm 10SR 



IG-VCM 
Drive C 

1 

5811836 

VCM Drive assembly 



2F-A1D2 

34 

5811834 

Servo card 10SR 





5811890 

Servo card lOrR 





1615367 

Servo card 10SR 



2F-A1B2 

28 

1615583 

Access Control card 



2F-A1C2 

26 

1615631 

Data Converter card 





1615632 

Data Converter card 





1615339 

Data Converter card 



2F-W1B1 

1 

2439838 

Data channel card 



2F-A1E5 

1 

1615509 

cable 



2F-HDA 

1 

1615600 

Head Disk asm 10SR 



2F-VCM 

1 

5811836 

VCM Drive assembly 



Drive D 
2G-A1D2 

34 

5811834 

Servo card 10SR 





5811890 

Servo card 10SR 





1615367 

Servo card 10SR 



2G-A1B2 

28 

1615583 

Access Control card 



E02 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

1A1C 

Drive A 
1F-A1C2 

45 

1615631 

Data Converter card 

Permanent error occurred. 

Error was one of the 
following: 

* Disk Format Check 




1615631 

Data Converter card 




1615339 

Data Converter card 


1F-HDA 

16 

1615600 

Head Disk asm 10SR 

* Data Unsafe 


1F-A1E2 

15 

1615508 

cable 

- AE unsafe without 


1F-A1A3 

12 

8636632 

cable 

an AE selected 


A-A2C2 

1 

2437374 

adapter A card 10SR 

See MIM 97-508/97-518 for 
additional information on 


1F-A1B2 

1 

1615583 

Access Control card 

these errors. 


1F-W1B1 

1 

2439838 

Data channel card 


Drive B 
1G-A1C2 

45 

1615631 

Data Converter card 

''HDA" - Head/disk Asm 




1615632 

Data Converter card 





1615339 

Data Converter card 



1G-HDA 

16 

1615600 

Head Disk asm 10SR 



1G-A1E2 

15 

1615508 

cable 



1G-A1A3 

12 

8636632 

cable 



A~A2D2 

1 

2437374 

adapter B card 10SR 



1G-A1B2 

1 

1615583 

Access Control card 



1G-W1B1 

1 

2439838 

Data channel card 



Drive C 
2F-A1C2 

45 

1615631 

Data Converter card 





1615632 

Data Converter card 





1615339 

Data Converter card 



2F-HDA 

16 

1615600 

Head Disk asm 10SR 

.. 


2F-A1E2 

15 

1615508 

cable 



2F-A1A3 

12 

8636632 

cable 



A-A2C4 

1 

2437374 

adapter C card 10SR 



2F-A1B2 

1 

1615583 

Access Control card 



2F-W1B1 

1 

2439838 

Data channel card 



Drive D 
2G-A1C2 

45 

1615631 

Data Converter card 





1615632 

Data Converter card 





1615339 

Data Converter card 



2G-HDA 

16 

1615600 

Head Disk asm 10SR 



2G-A1E2 

15 

1615508 

cable 



2G-A1A3 

12 

8636632 

cable 



A-A2D4 

1 

2437374 

adapter D card 10SR 



2G-A1B2 

1 

1615583 

Access Control card 



2G-W1B1 

1 

2439838 

Data channel card 
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% 


P/N 


F-RU DESCRIPTION 


SERVICE COMMENTS 

Permanent error occurred. 


SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTJ 

1A1F 

Drive A 




Permanent error occurred. 


Media 

30 





1F-A1C2 

20 

1615631 

Data Converter card 

Error was one of the 




1615631 

Data Converter card 

* Sync Not Found Check 




1615339 

Data Converter card 

* CRC/ECC Check 


1F-A1B2 

10 

1615583 

Access Control card 

* No Record Found Check 


1F-HDA 

1 

1615600 

Head Disk asm 10SR 



1F-A1E2 

1 

1615508 

cable 

See MIM 97-508 for 


1F-W1B1 

1 

2439838 

Data channel card 

additional information on 


A-A2C2 

1 

2437374 

adapter A card 10SR 

these errors. 


1F-A1D2 

1 

5811834 

Servo card 10SR 

"HDA" - Head/Disk Asm 




5811890 

Servo card 10SR 

"Media " - Bad data 




1615367 

Servo card 10SR 

Corrective Action: 


1F-A1A3 

1 

8636632 

cable 

Run Analysis (MIM 01 -730) 


Drive B 




to check for bad sector ID 


Media 

30 



or bad data written on the 


1G-A1C2 

20 

1615631 

Data Converter card 

HDA. 




161563? 

Data Converter card 





1615339 

Data Converter card 



1G-A1B2 

10 

1615583 

Access Control card 



1G-HDA 

1 

1615600 

Head Disk asm 10SR 



1G-A1E2 

1 

1615508 

cable 



1G-W1B1 

1 

2439838 

Data channel card 



A A2D2 

1 

2437374 

adapter B card 10SR 



1G-A1D2 

1 

5811834 

Servo card 10SR 





5811890 

Servo card 10SR 





1615367 

Servo card 10SR 



1G-A1A3 

1 

8636632 

cable 



Drive C 






Media 

30 





2F-A1C2 

20 

1615631 

Data Converter card 





1615632 

Data Converter card 





1615339 

Data Converter card 



2F-A1B2 

10 

1615583 

Access Control card 



2F-HDA 

1 

1615600 

Head Disk asm 10SR 



2F-A1E2 

1 

1615508 

cable 



2F-W1B1 

1 

2439838 

Data channel card 



A-A2C4 

1 

2437374 

adapter C card 10SR 



2F-A1D2 

1 

5811834 

Servo card 10SR 





5811890 

Servo card 10SR 


;_ 1 



1615367 

Servo card 10SR 



E04 


163 












SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

1A20 

Drive A 




Permanent error occur’•ed. 


A-A2E2 

56 

2462228 

Data stor adapter 1 cd 



A-A2C2 

43 

2437374 

adapter A card 10SR 



Drive B 






A-A2E2 

56 

2462228 

Data stor adapter 1 cd 



AA2D2 

43 

2437374 

adapter B card 10SR 



Drive C 






A-A2E2 

56 

2462228 

Data stor adapter 1 cd 



A-A2C4 

43 

2437374 

adapter C card 10SR 



Drive D 






A-A2E2 

56 

2462228 

Data stor adapter 1 cd 



A-A2D4 

43 

2437374 

adapter D card 10SR 


1A21 

A-A2E2 


2462228 

Data stor adapter 1 cd 

Permanent error occurred. 

1A22 

Drive A 




Permanent error occurred. 


A-A2E2 


2462228 

Data stor adapter 1 cd 



A-A2C2 


2437374 

adapter A card 10SR 

Drive A F-XXXX card 


F-A1B2 


2439875 

Access Control card 

1F-XXXX. 


F-A1A3 

1 

8636632 

cable 

Drive B G-XXXX card 


Drive B 




locations are actually 


A-A2E2 

49 

2462228 

Data stor adapter 1 cd 

1 G-XXXX. 


A-A2D2 

3V 

2437374 

adapter B card 10SR 



G-A1B2 

10 

2439875 

Access Control card 

Drive C F-XXXX card 


G-A1A3 

1 

8636632 

cable 

locations are actually 


Drive C 




2F-XXXX. 


A-A2E2 

49 

2462228 

Data stor adapter 1 cd 



A-A2C4 

37 

2437374 

adapter C card 10SFI 

Drive D G-XXXX card 


F-A1B2 

10 

2439875 

Access Control card 

locations are actually 


F-A1A3 

1 

8636632 

cable 

2G-XXXX. 


Drive D 






A-A2E2 

49 

2462228 

Data stor adapter 1 cd 



A-A2D4 

37 

2437374 

adapter D c?rd 10SR 



G-A1B2 

10 

2439875 

Access Control card 



G-A1A3 

1 

8636632 

cable 
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SRC 

FRU 

% 

P/N 

\ 

FRU DE^^CRIPTION 

SERVICE COMMENTS 

1A24 

Drive A 




Permanent error occurred. 


A-A2E2 

60 

2462228 

Data stor adapter 1 r'* 



A-A2C2 

32 

2437374 

adapter A card 10SR 

Drive A F-XXXX card 


F-A1C2 

1 

1615631 

Data Converter card 

locations are actually 




1615632 

Data Converter card 

1 F-XXXX. 




1615639 

Data Converter card 



F-A1A3 

1 

8636632 

cable 

Drive B G-XXXX card 


Channel 

1 



locations are actually 

1 G-XXXX. 


F-A1B2 

1 

2439875 

Access Control card 



Drive B 






A-A2E2 

60 

2462228 

Data stor adapter 1 cd 



A-A2D2 

32 

2437374 

adapter B card 10SR 



G-A1C2 

1 

1615631 

Data Converter card 

Drive C F-XXXX card 
locations are actually 




1615632 

Data Converter card 

2F-XXXX. 




1615339 

Data Converter card 



G-A1A3 

1 

8636532 

cable 



Channel 

1 





G-A1B2 

1 

2439875 

Access Control card 

Drive D G-XXXX card 


Drive C 




locations are actually 


A-A2E2 

60 

2462228 

Data stor adapter 1 cd 

2G-XXXX. 


A-A2C4 

32 

2437374 

adapter C card 10SR 



F-A1C2 

1 

1615631 

Data Converter card 





1615632 

Data Converter card 





1615639 

Data Converter card 



F-A1A3 

1 

8636632 

cable 



Channel 

1 





F-A1B2 

1 

2439875 

Access Control card 



Drive D 






A-A2E2 

60 

2462228 

Data stor adapter 1 cd 



A-A2D4 

32 

2437374 

adapter D card 10SR 



G-A1C2 

1 

1615631 

Data Converter card 





1615632 

Data Converter card 





1615339 

Data Converter card 



G-A1A3 

1 

8636632 

cable 



Channel 

1 





G-A1B2 

1 

2439875 

Access Control card 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

1A25 

Drive A 




Permanent error occurred 


A-A2E2 

48 

2462228 

Data stor adapter 1 cd 

Error was one of the 


A-A2C2 

42 

2437374 

adapter A card 10SR 

following: 

* Cycle Steal Address 


A-A2J2 

10 

4237136 

Data stor Ctrl card 

Check 




2597763 

Data stor Ctrl card 

* Command Parity Check 




2597727 

DS Pass-Thru card 

* Cycle Steal Parity 


Drive B 




Check 


A-A2E2 

48 

2462228 

Data stor adapter 1 cd 

* DSA Buffer Write Check 

* Interface Time-out 


A-A2D2 

42 

2437374 

adapter B card 10SR 

* DSA Data Bus Parity 


A-A2J2 

10 

4237136 

Data stor Ctrl card 

Check 




2597763 

Data stor Ctrl card 

* Data Cycle Underrun 




2597727 

DS Pass-Thru card 

Check 






• Data Cycle Overrun 






Check 


Drive C 




* Command Cycle Parity 


A-A2E2 

48 

2462228 

Data stor adapter 1 cd 

Check 


A-A2C4 

42 

2437374 

adapter C card 10SR 

See MIM 97-508 fcr 


A-A2J2 

10 

4237136 

Data stor Ctrl card 

additional information on 




2597763 

Data stor Ctrl card 

these errors. 




2597727 

DS Pass-Thru card 



Drive D 






A-A2E2 

48 

2462228 

Data stor adapter 1 cd 



A-A2D4 

42 

2437374 

adapter D card 10SR 



A-A2J2 

10 

4237136 

Data stor Ctrl card 





2597763 

Data stor Ctrl card 





2597727 

DS Pass-Thru card 

L_ 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

1A26 

Drive A 
1F-A1B2 

34 

6493738 

Access Control card 


A-A2C2 

22 

2437374 

adapter A card 10SR 


1F-A1A4 

16 

8636632 

cable 


1F-A1A5 

16 

1615662 

Terminator card 


1F-A1C2 

5 

6493724 

Data Converter card 




6493735 

Data Converter card 


1F-A1A3 

4 

8636632 

cable 


A-A2E2 

1 

2462228 

Data sto adapter 1 cd 


Drive B 
1G-A1B2 

34 

6493738 

Access Control card 


A-A2D2 

22 

2437374 

adapter B card 10SR 


1G-A1A4 

16 

8636632 

cable 


1G-A1A5 

16 

1615662 

Terminator card 


1G-A1C2 

5 

6493724 

Data Converter card 




6493735 

Data Converter card 


1G-A1A3 

4 

8636632 

cable 


A-A2E2 

1 

2462228 

Data stor adapter 1 cd 


Drive C 
2F-A1B2 

34 

6493738 

Access Control card 


A-A2C4 

22 

2437374 

adapter C card 10SR 


2F-A1A4 

16 

8636632 

cable 


2F-A1A5 

16 

1615662 

Terminator card 


2F-A1C2 

5 

6493724 

Data Converter card 




6493735 

Data Converter card 


2F-A1A3 

4 

8636632 

cable 


A-A2E2 

1 

2462228 

Data stor adapter 1 cd 


Drive D 
2G-A1B2 

34 

6493738 

Access Control card 


A-A2D4 

22 

2437374 

adapter D card 10SR 


2G-A1A4 

16 

8636632 

cable 


2G-A1A5 

16 

1615662 

Terminator card 


2G-A1C2 

5 

6493724 

Data Converter card 




6493735 

Data Converter card 


2G-A1A3 

4 

8636632 

cable 


A-A2E2 

1 

2462228 

Data stor adapter 1 cd 


SERVICE COMMENTS 

Permanent error occurred. 

Error was one of the 
following: 

* Data Overrun Check 

* Command Error 

* Command Reject 

* Device Busy 

* Disk Not Ready 

* Cable Continuity Error 

* Disk Access Time-out 

* No Control Sample 
Received 

* Disk Sense Parity Check 

* Disk Interrupt Check 

* Servo Interrupt 
- Guard band 2 

See MIM 97-508/97-518 for 
additional information on 
these errors. 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

1A27 

Drive A 
1F-A1C2 

46 

6493724 

Data Converter card 

Permanent error occurred. 

Error was one of the 




6493735 

Data Converter card 


A-A2C2 

21 

2437374 

adapter A card 10SR 

* Data Unsafe 


1F-A1A3 

21 

8636632 

cable 

- Write and servo off 


1F-A1B2 

12 

6493738 

Access Control card 

track 


1F-A1D2 

1 

6493726 

6493737 

Servo card 10SR-2 

Servo card 10SR-2 

- Write active and not 
in data field 

~ Write and read both 
active 

- Write active and 


Drive B 




AE select error 


1G-A1C2 

46 

6493724 

Data Converter card 

- Write active and 


A-A2D2 

21 

6493735 

2437374 

Data Converter card 
adapter B card lOSiR 

AE Unsafe 
(See MIM 97-518) 


1G-A1A3 

21 

8636632 

cable 



1G-A1B2 

12 

6493738 

Access Control card 



1G-A1D2 

1 

6493726 

Servo card 10SR-2 





6493737 

Servo card 10SR<.'2 



Drive C 
2F-A1C2 

46 

6493724 

Data Converter card 





6493735 

Data Converter card 



A-A2C4 

21 

2437374 

adapter C card 10SR 



2F-A1A3 

21 

8636632 

cable 



2F-A1B2 

12 

6493738 

Access Control card 



2F-A1D2 

1 

6493726 

Servo card 10SR-2 





6493737 

Servo card 10SR-2 



Drive D 
2G-A1C2 

46 

6493724 

Data Converter card 





6493735 

Data Converter card 



A-A2D4 

21 

2437374 

adapter D card 10SR 



2G-A1A3 

21 

8636632 

cable 



2G-A1B2 

12 

6493738 

Access Control card 



2G-A1D2 

1 

6493726 

Servo card 10SR-2 





6493737 

Servo card 10!5R-2 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

1A29 

Drive A 
1F-A1B2 

30 

6493738 

Access Control card 

Permanent error occurred. 

Error detected wae: 

• Unseated card or cable 


1F-A1C2 

27 

6493724 

Data Converter card 




6493735 

Data Converter card 


1F-A1D2 

5 

6493726 

Servo card 10SR-2 

Corrective Action: 




6493737 

Servo card 10SR-2 

Reseat all 10SR CSA cards 


1F-A1E2 

5 

1615508 

cable 

and cables 


1F-A1E5 

5 

1615509 

cable 

■'HDA'' - Head/Disk Asm 


1F-W1B1 

5 

6493732 

Data channel card 


1F-HDA 

5 

6493600 

Head Disk asm 10SR-2 



A-A2C2 

1 

2437374 

adapter A card 10SR 



A-A2E2 

1 

2462228 

Data stor adapter 1 cd 

■ 


Drive B 
1G-A1B2 

30 

6493738 

Access Control card 



1G-A1C2 

27 

6493724 

Data Converter card 





6493735 

Data Converter card 



1G-A1D2 

5 

6493726 

Servo card 10SR -2 





6493737 

Servo card 10SR 2 



1G-A1E2 

5 

1615508 

cable 



IG-AiEB 

5 

1615509 

cable 



1G-W1B1 

5 

6493732 

Data channel card 



1G-HDA 

5 

6493600 

Head Disk asm 10SR-2 



A-A2D2 

1 

2437374 

adapter B card 10SR 



A-A2E2 

1 

2462228 

Data stor adapter 1 cd 



Drive C 
2F-A1B2 

30 

6493738 

Access Control card 



2F-A1C2 

27 

6493724 

Data Converter card 





6493735 

Data Converter card 



2F-A1D2 

5 

6493726 

Servo card 10SR-2 





6493737 

Servo card 10SR-2 



2F-A1E2 

5 

1615508 

cable 



2F-A1E5 

5 

1615509 

cable 



2F-W1B1 

5 

6403732 

Data channel card 



2FHDA 

5 

6493600 

Head Disk asm 'IOSR-2 



A-A2C4 

1 

2437374 

adapter C card 10SR 



A-A2E2 


2462228 

Data stor adapter 1 cd 



Drive D 
2G-A1B2 

30 

6493738 

Access Control card 



2G-A1C2 

27 

6493724 

Data Converter card 





6493735 

Data Converter card 


! 

2G A1D2 

5 

6493726 

Servo card IOSR-2 
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SRC FRU 



SERVICE COMMENTS 


1A2A 

Drive A 




Permanent error occurred 


1F-A1C2 

43 

6493724 

Data Converter card 





6493735 

Data Converter card 

Erior was one of tlio 


1F-A1B2 

42 

6493738 

Access Control card 

following 
* Data Unsafe 


1F-A1D2 

1 

6493726 

Servo card 10SR-2 

- Write and not ready 




6493737 

Servo card 10SR -2 

both active 


1F-A1E2 

1 

1615508 

cable 

- Write not active and 


1F-A1E5 

1 

1615509 

cable 

AE unsafe with an 

AE selected 


1F-VV1B1 

1 

6493732 

Data channel card 

• Servo Interrupt 


1F-HDA 

1 

6493600 

Head Disk asm 10SR-2 

- (Not) Power Good 


Drive B 




- Disk speed / VCO chock 


1G-A1C2 

43 

6493724 

Data Converter card 





6493735 

Data Converter card 

(See MIM 97-Sla) 


1G-A1B2 

42 

6493738 

Access Control card 



1G-A1D2 

1 

6493726 

Servo card 10SR-2 





6493737 

Servo card 10SR-2 



1G-A1E2 

1 

1615508 

coble 



1G-A1E5 

1 

1615509 

cable 



1G-W1B1 

1 

6493732 

Data channel card 



1G-HDA 

1 

6493600 

Head Disk asm 10SR-2 



Drive C 






2F-A1C2 

43 

6493724 

Data Converter card 





6493735 

Data Converter card 



2F-A1B2 

42 

6493738 

Access Control card 



2F-A1D2 

1 

6493726 

Servo card 10SR-2 





6493737 

Servo card 10SR-2 



2F-A1E2 

1 

1615508 

cable 



2F-A1E5 

1 

1615509 

cable 



2F-W1B1 

1 

6493732 

Data channel card 



2F-HDA 

1 

6493600 

Head Disk asm 10SR-2 



Drive D 






2G-A1C2 

43 

6493724 

Data Converter card 





6493735 

Data Converter card 



7G-A1B2 

42 

6493738 

Access Control card 



2G-A1D2 

1 

6493726 

Servo card 10SR-2 





6493737 

Servo card 10SR-2 



2G-A1E2 

1 

1615508 

cable 



2G-A1E5 

1 

1615509 

cable 



2G-W1B1 

1 

6493732 

Data channel card 



2G-HDA 

1 

6493600 

1 

Head Disk asm 10SR-2 
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SRC 

1A2b 


FRU 

% 

P/N 

FRU DESCRIPTION 

Drive A 
1F-A1D2 

34 

6493726 

1 

Servo card 10SR-2 



6493737 

Servo card 10SR-2 

1F-A1B2 

28 

6493738 

/A ccess Control card 

1F-A1C2 

26 

6493724 

Data Converter card 



6493735 

Data Converter card 

1F-W1B1 

1 

6493732 

[)ata channel card 

1F-A1E5 

1 

1615509 

(.able 

1F-HDA 

1 

6493600 

Head Disk asm 10SR-2 

1F-VCM 

1 

5811836 

VCM Drive assembly 

Drive B 
1G-A1D2 

34 

6493726 

Servo card 10SR-2 



6493737 

Servo card 10SR-2 

1G-A1B2 

28 

6493738 

Access Control card 

1G-A1C2 

26 

6493724 

Data Converter card 



6493735 

Data Converter card 

1G-W1B1 

1 

6493732 

Data channel card 

1G-A1E5 

1 

1615509 

cable 

1G-HDA 

1 

6493600 

Head Disk asm 10SR-2 

1G-VCM 

1 

5811835 

VCM Drive assembly 

Drive C 
2F-A1D2 

34 

6493726 

Servo card 10SR-2 



6493737 

Servo card 10SR-2 

2F-A1B2 

28 

6493738 

Access Control card 

2F-A1C2 

26 

6493724 

Data Converter card 



6493735 

Data Converter card 

2F-W1B1 

1 

6493732 

Data channel card 

2F-A1E5 

1 

1615509 

cable 

2F-HDA 

1 

6493600 

Head Disk asm 10SR-2 

2F-VCM 

1 

5811836 

VCM Drive assembly 

Drive D 
2G-A1D2 

34 

6493726 

Servo card 10SR-2 



6493737 

Servo card 10SR-2 

2G-A1B2 

28 

6493738 

Access Control card 

2G-A1C2 

26 

6493724 

Data Converter card 



6493735 

Data Converter card 

2G-W1B1 

1 

6493732 

Data channel card 

2G-A1E5 

1 

1615509 

cable 

2G-HDA 

1 

6493500 

Head Disk asm 10SR-2 

2G-VCM 

1 

i 

5811836 

VCM Drive assembly 


SERVICE COMMENTS 

Permanent error occurred. 

Error was one of the 
following: 

• Sector Check 

• Disk Write Data Check 

• Servo Interrupt 

- Servo off track 

- Unexpected guard band 

- Seek time-out 

- PLO out of sync 


See MIM 97-508/97-518 for 
additional information on 
these eriors. 

"HDA " - Head/Disk Asm 
"VCM" - VCM Driver Asm 
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SRC 

FRU 

% 

P/N 

r" 

FRU DESCRIPTION 

1A2C 

Drive A 
1F-A1C2 

45 

6493724 

Ddta Converter card 




6493735 

Data Converter card 


1F-HDA 

16 

6493600 

Head Disk asm 10SR-2 


1F-A1E2 

15 

1615508 

cable 


1F-A1A3 

12 

8636632 

cable 


A-A2C2 

1 

2437374 

adapter A card 10SR 


1F-A1B2 

1 

6493738 

Access Control card 


1F-W1B1 

1 

6493732 

Data channel card 


Drive B 
1G-A1C2 

45 

6493724 

Data Converter card 




6493735 

Data Converter card 


1G-HDA 

16 

6493600 

Head Disk asm 10SR-2 


1G-A1E2 

15 

1615508 

cable 


1G-A1A3 

12 

8636632 

cable 


A-A2D2 

1 

2437374 

adapter B card 10SR 


1G-A1B2 

1 

6493738 

Access Control card 


1G-W1B1 

1 

6493732 

Data channel card 


Drive C 
2F-A1C2 

45 

6493724 

Data Converter card 




6493735 

Data Converter card 


2F-HDA 

16 

6493600 

Head Disk asm 10SR-2 


2F-A1E2 

15 

1615508 

cable 


2F-A1A3 

12 

8636632 

cable 


A-A2C4 

1 

2437374 

adapter C card 10SR 


2F-A1B2 

1 

6493738 

Access Control card 


2F-W1B1 

1 

6493732 

Data channel card 


Drive D 
2G-A1C2 

45 

6493724 

Data Converter card 




6493735 

Data Converter card 


2G-HDA 

16 

6493600 

Head Disk asm 10SR-2 


2G-A1E2 

15 

1615508 

cable 


2G-A1A3 

12 

8636632 

cable 


A-A2D4 

1 

2437374 

adapter D card 10SR 


2G-A1B2 

1 

6493738 

Access Control card 


2G-W1B1 

1 

6493732 

Data channel card 


SERVICE COMMENTS 

Permanenl error occurred. 

Error was one of the 
following: 

• Disk Format Check 

• Data Unsafe 

- AE unsafe without 
an AE selected 

See MIM 97-508/97-518 for 
additional information on 
these errors. 

"HDA " - Head/disk Asm 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

1A2F 

Drive A 




Permanent error occurred. 


Media 

30 





1F-A1C2 

20 

6493724 

Data Converter card 

Error was one of the 




6493735 

Data Converter card 

• Sync Not Found Check 


1F-A1B2 

10 

6493738 

Access Control card 

• CRC/ECC Check 


IF-hDA 

1 

6493600 

Head Disk asm 10SR-2 

* No Record Found Check 


1F-A1E2 

1 

1615508 

cable 



1F-W1B1 

1 

6493732 

Data channel card 

See MIM 97-508 for 


A-A2C2 

1 

2437374 

adapter A card 10SR 

additional information on 


1F-A1D2 

1 

6493726 

Servo card 10SR-2 

these errors. 




6493737 

Servo card 10SR-2 

' HDA" - Head/Disk Asm 


1F-A1A3 

1 

8636632 

cable 

"Media " - Bad data 


Drive B 










Corrective Action: 


Media 

30 



Run Analysis (MIM 01-730) 


1G-A1C2 

20 

6493724 

Data Converter card 

to check for bad sector ID 




6493735 

Data Converter card 

or bad data written on the 


1G-A1B2 

10 

6493738 

Access Control card 

HDA. 


1G-HDA 

1 

6493600 

Head Disk asm 10SR-2 



1G-A1E2 

1 

1615508 

cable 



1G-W1B1 

1 

6493732 

Data channel card 



A-A2D2 

1 

2437374 

adapter B card 10SR 



1G-A1D2 

1 

6493726 

Servo card 10SR-2 





6493737 

Servo card 10SR-2 



1G-A1A3 

1 

8636632 

cable 



Drive C 






Media 

30 





2F-A1C2 

20 

6493724 

Data Converter card 





6493735 

Data Converter card 



2F-A1B2 

10 

6493738 

Access Control card 



2F-HDA 

1 

6493600 

Head Disk asm 10SR-2 



2F-A1E2 

1 

1615508 

cable 



2F-W1B1 

1 

6493732 

Data channel card 



A-A2C4 

1 

2437374 

adapter C card 10SR 



2F-A1D2 

1 

6493726 

Servo card 10SR-2 





6493737 

Servo card 10SR-2 



2F-A1A3 

1 

8636632 

cable 



Drive D 






Media 

30 





2G-A1C2 

20 

6493724 

Data Converter card 





6493735 

Data Converter card 



2G-A1B2 

10 

6493738 

Access Control card 



EI4 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

1A30 

Drive A 
F-A1B2 

33 

2439875 

Access Control card 


A-A2C2 

33 

2437374 

adapter A card 10SR 


F-A1A3 

27 

8636632 

cable 


F-A1A4 

1 

8636632 

cable 


F-A1A5 

1 

1615662 

Terminator card 


Drive B 
GA1B2 

33 

2439875 

Access Control card 


A-A2D2 

33 

2437374 

adapter B card 10SR 


G-A1A3 

27 

8636632 

cable 


G-A1A4 

1 

8636632 

cable 


GA1A5 

1 

1615662 

Terminator card 


Drive C 
F-A1B2 

33 

2439875 

Access Control card 


A-A2C4 

33 

2437374 

adapter C card 10SR 


F-A1A3 

27 

8636632 

cable 


F-A1A4 

1 

8636632 

cable 


F-A1A5 

1 

16156G2 

Terminator card 


Drive D 
G-A1B2 

33 

2439875 

Access Control card 


A-A2D4 

33 

2437374 

adapter D card 10SR 


G-A1A3 

27 

8636632 

cable 


G-A1A4 

1 

8636632 

cable 


G-A1A5 

1 

1615662 

Terminator card 


SERVICE COMMENTS 

Permanent error occurred. 
"Cable continuity Check" 

Corrective Action: 

Reseat cards and cables. 
Dove A F-XXXXcard 
locations are actually 
1F-XXXX. 

Drive B G-XXXX card 
locations are actually 
1 G-XXXX. 


Drive C F-XXXX card 
locations are actually 
2F-XXXX. 


Drive D G-XXXX card 
Irjcations are actually 
2G-XXXX. 
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% 


P/N 


FRU DESCRIPTION 


SRC FRU 
1A32 Drive A 


A-A2C2 

F-A1B2 

F-A1A4 

F-A1A5 

F-A1A3 


43 

28 

22 

1 

1 


Drive B 


A-A2D2 

G-A1B2 

G-A1A4 

G-A1A5 

G-A1A3 

Drive C 

A-A2C4 

F-A1B2 

F-A1A4 

F-A1A5 

F-A1A3 


43 

28 

22 

1 

1 

43 

28 

22 

1 

1 


Drive D 


2437374 

2439875 

8636632 

1615662 

8636632 

2437374 

2439875 

8636632 

1615662 

8636632 

2437374 

2439875 

8636632 

1615662 

8636632 


adapter A card 10SR 
Access Control card 
cable 

Terminator card 
cable 

adapter B card lOoR 
Access Control card 
cable 

Terminator card 
cable 

adapter C card 10SR 
Access Control card 
cable 

Terminator card 
cable 


SERVICE COMMENTS 

Permanent error occurred. 


Drive A F-XXXX card 
locations are actually 
1 F-XXXX. 

Drive B G-XXXX card 
locations are actually 
1G-XXXX. 


Drive C F-XXXX card 
locatio are actually 
2F-XX.vX. 


Drive D G-XXXX card 
locations are actually 
2G-XXXX. 


A-A2D4 
G-A1B2 
G-A1A4 
G-A1A5 
{ G-A1A3 


43 

28 

22 

1 

1 


2437374 

2439875 

8636632 

1615662 

3636632 


adapter D card 10SR 
Access Control card 
cable 

Terminator card 
cable 


EI6 


175 










SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

1A34 

Drive A 




Permanent error orxurred. 


F-A1C2 

57 

1615631 

Data Converter card 





1615632 

Data Converter card 

Drive A F-XXXX card 




1615639 

Data Converter card 

locations are actually 


A-A2C2 

29 

2437374 

adapter A card 10SR 

1 F-XXXX. 


F-A1A3 

27 

8636632 

cable 

Drive B G-XXXX card 


F-A1A5 

1 

1615662 

Terminator card 

locations are acti'ally 


F-A1A3 

1 

8636632 

cable 

1G-XXXX. 


Drive B 






G-A1C2 

57 

1615631 

Data Converter card 





1615632 

Data Converter card 

Drive C F-XXXX card 




1615339 

Data Converter card 

locations are actually 


A-A2D2 

29 

2437374 

adapter B card 10SR 

2F-XXXX. 


G-A1A3 

27 

8636632 

cable 



G-A1A5 

1 

1615662 

Terminator card 



G-A1A3 

1 

8636632 

cable 

Drive D G-XXXX card 


Drive C 




locations are actually 


F-A1C2 

57 

1615631 

Data Converter card 

2G-XXXX. 




1615632 

Data Converter card 





1615639 

Data Converter card 



A-A2C4 

29 

2437374 

adapter C card 10SR 



F-A1A3 

27 

8636632 

cable 



F-A1A5 

1 

1615662 

Terminator card 



F-A1A3 

1 

8636632 

cable 



Drive D 






G-A1C2 

57 

1615631 

Data Converter card 





1615632 

Data Converter card 





1615339 

Data Converter card 



A-A2D4 

29 

2437374 

adapter D card 10SR 



G-A1A3 

27 

8636632 

cable 



G-A1A5 

1 

1615662 

Terminator card 



G-A1A3 

1 

8636632 

cable 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

1A3A 

Drive A 
F-AIB2 

41 

2439875 

Access Control card 


A-A2C2 

28 

2437374 

adapter A card 10SR 


F-A1A4 

11 

8636632 

cable 


F-A1A5 

9 

1615662 

Terminator card 


F-A1A3 

1 

8636632 

cable 


A-A2E2 

1 

2462228 

Data stor adapter 1 cd 


F-A1C2 

1 

1615631 

Data Converter card 




1615632 

Data Converter card 




1615639 

Data Converter card 


Drive B 
G-A1B2 

41 

2439875 

Access Control card 


A-A2D2 

28 

2437374 

adapter B card 10SR 


G-A1A4 

11 

8636632 

cable 


G-A1A5 

9 

1615662 

Terminator card 


G-A1A3 

1 

8636632 

cable 


A-A2E2 

1 

2462228 

Data stor adapter 1 cd 


G-A1C2 

1 

1615631 

Data Converter card 




1615632 

Data Converter card 




1615339 

Data Converter card 


Drive C 
F-A1B2 

41 

2439875 

Access Control card 


A-A2C4 

28 

2437374 

adapter C card 10SR 


FA1A4 

11 

8636632 

cable 


F-A1A5 

9 

1615662 

Terminator card 


F-A1A3 

1 

8636632 

cable 


A-A2E2 

1 

2462228 

Data stor adapter 1 cd 


F-A1C2 

1 

1615631 

Data Converter card 




1615632 

Data Converter card 




1615639 

Data Converter card 


Drive D 
G-A1B2 

41 

2439875 

Access Control card 


A-A2D4 

28 

2437374 

adapter D card 10SR 


G-A1A4 

11 

8636632 

cable 


G-A1A5 

9 

1615662 

Terminator card 


G-A1A3 

1 

8636632 

cable 


A-A2E2 

1 

2462228 

Data stor adapter 1 cd 


G-A1C2 

1 

1615631 

Data Converter card 




1615632 

Data Converter card 


_ 

L 

1615339 

Data Converter card 


SERVICE COMMENTS 


Permanent error occurred. 
Go to MAP 9700, A, 
Permanent error occurred. 
Drive A F-XXXX card 
locations are actually 
1 F-XXXX. 


Drive B G-XXXX card 
locations are actually 
1G-XXXX. 


Drive C F-XXXX card 
locations are actually 
2F-XXXX. 


Drive D G-XXXX card 
locations are actually 
2G-XXXX. 


CONTINUED ON 
FRAME A01 
CARD 03 


EI6 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

1A3b 

Drive A 
F-A1B2 

61 

2439875 

Access Control card 


F-A1C2 

24 

1615631 

Data Converter card 




1615632 

Data Converter card 




1615639 

Data Converter card 


F-A1D2 

6 

5811834 

Servo card 10SR-1 




5811890 

Servo card 10SR-1 




1615367 

Servo card 10SR-1 


A-A2C2 

1 

2437374 

adapter A card 10SR 


A-A2E2 

1 

2462228 

Data stor adapter 1 cd 


F-A1A 

1 

1615662 

Terminator card 


F-A1A4 

1 

8636632 

cable 


Drive B 
G-A1B2 

61 

2439875 

Access Control card 


G-A1C2 

24 

1615631 

Data Converter card 




1615632 

Data Converter card 




1615339 

Data Converter card 


G .A1D2 

6 

5811834 

Servo card 10SR 




5811890 

Servo card 10SR 




1615367 

Servo card 10SR 


A-A2D2 

1 

2437374 

adapter B card 10SR 


AA2E2 

1 

2462228 

Data stor adapter 1 cd 


G-A1A5 

1 

1615662 

Terminator «ard 


G-A1A4 

1 

8636632 

cable 


Drive C 
F-A1B2 

61 

2439875 

Access Control card 


F-A1C2 

24 

1615631 

Data Converter card 




1615632 

Data Con^ferter card 




1615639 

Data Converter card 


F-A1D2 

6 

5811834 

Servo card 10SR-1 




5811890 

Servo card 10SR-1 




1615367 

Servo card 10SR-1 


A-A2C4 

1 

2437374 

adapter C card 10SR 


A-A2E2 

1 

2462228 

Data stor adapter 1 cd 


F-A1A5 

1 

1615662 

Terminator card 


F-A1A4 

1 

8636632 

cable 


Drive D 
G-A1B2 

61 

2439875 

Access Control card 


G-A1C2 

24 

1615631 

Data Converter card 




1615632 

Data Converter card 




1615339 

Data Converter card 


SERVICE COMMENTS 

Permanent error occurred. 


Drive A F-XXXX card 
locations are actually 
1 F-XXXX. 


Drive B G-XXXX card 
locations are actually 
1 G-XXXX. 


Drive C f-XXXX card 
locations are actually 
2F-XXXX. 


Drive D G-XXXX card 
locations are actually 
2G-XXXX. 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

1A3C 

Drive A 




Permanent error occurred. 


F-A1B2 


2439875 

Access Control card 



A-A2C2 


2437374 

adapter A card 10SR 

Drive A F-XXXX card 


F-A1A3 


8636632 

cable 

locations are actually 


F-A1A4 

11 

8636632 

cable 

1 F-XXXX. 


F-A1A5 

10 

1615662 

TeriMlnator card 



F-A1C2 

1 

1615631 

Data Converter card 

Drives G-XXXX card 




1615632 

Data Converter card 

locations are actually 

1 G-XXXX. 




1615639 

Data Converter card 



Drive B 






G-A1B2 

37 

2439875 

Access Control card 



A-A2D2 

25 

2437374 

adapter B card 10SR 



G-A1A3 

14 

8636632 

cable 

Drive C F-XXXX card 


G-A1A4 

11 

8636632 

cable 

locations are actually 

2F-XXXX. 


G-A1A5 

10 

1615662 

Terminator card 



G-A1C2 

1 

1615631 

Data Converter card 





1615632 

Data Converter card 





1615339 

Data Converter card 

Drive D G-XXXX card 


Drive C 




locations are actually 


F-A1B2 

37 

2439875 

Access Control card 

2G-XXXX 


A-A2C4 

25 

2437374 

adapter C card 10SR 



F-A1A3 

14 

8636632 

cable 



F-A1A4 

11 

8636632 

cable 



FA1A5 

10 

1615662 

Terminator card 



F-A1C2 

1 

1615631 

Data Converter card 





1615532 

Data Converter card 





1615639 

Data Converter card 



Drive D 






G-A1B2 

37 

2439875 

Access Control card 



A-A2D4 

25 

2437374 

adapter D card 10SR 



G-A1A3 

14 

8636632 

cable 



G-A1A4 

11 

8636632 

cable 



G-A1A5 

10 

161566: 

Terminator card 



G-A1C2 

1 

1615631 

Data Converter card 





1615632 

D -ta Converter card 





1615339 

L' Aa Converter card 



I 


A02 
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1A3d 


Drive A 


% 


P/IM 


FRU DESCRIPTION 


SERVICE COMMENTS 

Permanent error occurred. 


F-A1B2 

A-A2C2 

F-A1C2 


F-A1A5 
F-A1A4 
F-A1A3 
Drive B 
G-A1B2 
A-A2D2 
G-A1C2 


G-A1A5 
G-A1A4 
G-A1A3 
Drive C 
F-A1B2 
A-A2C4 
F-A1C2 


F-A1A5 

F-A1A4 

F-A1A3 


64 

13 

11 


1 

1 

1 


2439875 

2437374 

1615631 

1615632 

1615639 

1615662 

8636632 

8636632 


Access Control card 
adapter A card 10SR 
Data Converter card 
Data Converter card 
Data Converter card 
Terminator card 
cable 
cable 


64 

13 

11 


1 

1 

1 


2439875 

2437374 

1615631 

1615632 

1615339 

1615662 

8636632 

8636632 


Access Control card 
adapter B card 10SR 
Data Converter card 
Data Converter card 
Data Converter card 
Terminator card 
cable 
cable 


64 

13 

11 


1 

1 

1 


2439875 

2437374 

1615631 

1615632 

1615639 

1615662 

8636632 

8636632 


Access Control card 
adapter C card 10SR 
Data Converter card 
Data Converter card 
Data Converter card 
Terminator card 
cable 
cable 


Drive A F-XXXX card 
locations are actually 
1 F-XXXX. 

Drive B G-XXXX card 
locations are actually 
1 G-XXXX. 


Drive C F-XXXX card 
locations are actually 
2F-XXXX. 


Drive D G-XXXX card 
locations are actually 
2G-XXXX. 


Drive D 


G-A1B2 

A-A2D4 

G-A1C2 


G'A1A5 

G-A1A4 

G-A1A3 


64 

13 

11 


2439875 

2437374 

1615631 

1615632 

1615339 

1615662 

8636632 

8636632 


Access Control card 
adapter D card 10SR 
Data Converter card 
Data Converter card 
Data Converter card 
Terminator card 
cable 
cable 
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SRC 

1A3E 


FRU 

% 

P/N 

FRU DESCRIPTION 

Drive A 




F-A1B2 

46 

2439875 

Access Control card 

A-A2C2 

16 

2437374 

adapter A card 10SR 

F-A1C2 

15 

16u 31 

Data Converter c^rd 



161boJ2 

Data Converter card 



1615639 

Data Converter card 

AA2E2 

7 

2462228 

Data stor adapter 1 cd 

F-A1A4 

1 

8636632 

cable 

F-A1A3 

1 

8636632 

cable 

F-A1A5 

1 

1615662 

Terminator card 

F-A1D2 

1 

5811834 

Servo card 10SR-1 



5811890 

Servo card 10SR-1 



1615367 

Servo card 10SR-1 

Channel 

1 



Drive B 




G-A1B2 

46 

2439875 

Access Control card 

A-A2D2 

16 

2437374 

adapter B card 10SR 

G-A1C2 

15 

1615631 

Data Converter card 



1615632 

Data Converter card 



1615339 

Data Converter card 

A-A2E2 

7 

2462228 

Data stor adapter 1 cd 

G-A1A4 

1 

8636632 

cable 

G-A1A3 

1 

8636632 

cable 

G-A1A5 

1 

1615662 

Terminator card 

G-A1D2 

1 

5811834 

Servo card 10SR 



5811890 

Servo card 10SR 



1615367 

Servo card 10SR 

Channel 

1 



Drive C 




F-A1B2 

46 

2439875 

Access Control card 

A-A2C4 

16 

2437374 

adapter C card 10SP 

F-A1C2 

15 

1615631 

Data Converter card 



1615632 

Data Converter card 



1615639 

Data Converter card 

A-A2E2 

7 

2462228 

Data stor adapter 1 cd 

F-A1A4 

1 

8636632 

cable 

F-A1A3 

1 

8636632 

cable 

F-A1A5 

1 

1615662 

Terminator card 

F-A1D2 

1 

5811834 

Servo card 10SR-1 



5811890 

Servo card 10SR-1 



1615367 

Servo card 10SR~1 


SERVICE COMMENTS 

Permanent error occurred. 


Drive A F-XXXX card 
locations are actually 
1 F-XXXX. 


Drive B G-XXXX card 
locations are actually 
1 G-XXXX. 


Drive C F-XXXX card 
locations are actually 
2F-XXXX. 


Drive D G-XXXX card 
locations are actually 
2G-XXXX. 


A04 
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SRC 

FRU 

% 

P/IM' 

FRU DESCRIPTION 

SERVICE COMMENTS 

1A40 

Drive A 




Permanent error occurred. 


F-A1B2 

50 

2439875 

Access Control card 



F-A1C2 

1 

1615631 

Data Converter card 

"Unseated card or cable 




1615632 

Data Converter card 

Corrective Action: 




1615639 

Data Converter card 

Reseat all 10SR CSA cards 


F-A1D2 

1 

5811834 

Servo card 10SR-1 

and cables. 




5811890 

Servo card 10SR-1 

Drive A F-XXXX card 




1615367 

Servo card 10SR-1 

locations are actually 

1 F-XXXX. 


F-A1E2 

1 

1615508 

cabl^ 

Drive B G-XXXX card 


F-A1Eb 

1 

1615509 

cable 

locations are actually 


F-HDA 

1 

1615600 

Head Disk asm 10SR 

1 G-XXXX. 


F-W1B1 

1 

2439838 

Data channel card 



Drive B 






G-A1B2 

50 

2439875 

Access Control card 

Drive C F-XXXX card 


G-A1C2 

1 

1615631 

Datu Converter card 

locations are actually 




1615632 

Data Converter card 

2F-XXXX. 




1615339 

Data Converter card 



G-A1D2 

1 

5811834 

Servo card 10SR 





5811890 

Servo card 10SR 





1615367 

Servo card 10SR 



G-A1E2 

1 

1615508 

cable 

Drive D G-XXXX card 


G-A1E5 

1 

1615509 

cable 

locations are actually 

2G-XXXX. 


G-HDA 

1 

1615600 

Head Disk as; ^ 10SR 



G-W1B1 

1 

2439838 

Data channel card 



Drive C 






F-A1B2 

50 

2439875 

Access Control card 



F-A1C2 

1 

1615631 

Data Converter card 





1615632 

Data Converter card 





1615639 

Data Converter card 



F-A1D2 

1 

5811834 

Servo card 10SR-1 





5811890 

Servo card 10SR-1 





1615367 

Servo card ioSR-1 



F-A1E2 

1 

1615508 

cable 



F-A1E5 

1 

1615509 

cable 



F-HDA 

1 

1615600 

Head Disk asm 10SR 



F-W1B1 

1 

2439838 

Data channel card 



Drive D 






G-A1B2 

50 

2439875 

Access Control card 



G-A1C2 

1 

1615631 

Data Converter card 





1615632 

Data Converter card 



IS2 

AOS 












SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

-1 

SERVICE COMMENTS 

1A41 

Drive A 




Permanent error occurred. 


F-A1B2 

98 

2439875 

Access Control card 

Drive A F-XXXX card 


F-A1E2 

1 

1615508 

cable 

locations are actually 

1 F-XXXX. 






Drive B G-XXXX card 


Drive B 




locations are actually 


G-A1B2 

98 

2439875 

Access Control card 

1 G-XXXX. 


G-A1E2 

1 

1615508 

cable 

Drive C F-XXXX card 


Drive C 




locations a^e actually 

2F-XXXX. 


F-A1B2 

98 

2439875 

Access Control card 

Drive D G-XXXX card 


F-A1E2 

1 

1615508 

cable 

locations are actually 


Drive D 




2G-XXXX. 


G-A1B2 

98 

2439875 

Access Control card 



G-A1E2 

1 

1615508 

cable 


1A42 

Drive A 




Permanent error occurred. 


F-A1B2 

66 

2439875 

Access Control card 

Drive A F-XXXX card 


F-A1A3 

33 

3636632 

cable 

locations are actually 

1 F-XXXX. 






Drives G-XXXX card 


Drive B 




locations are actually 


G-A1B2 

66 

2439875 

Access Control card 

1 G-XXXX. 


G-A1m3 

33 

8636632 

cable 

Drive C F-XXXX card 


Drive C 




locations are actually 

2F-XXXX. 


F-A1B2 

66 

2439875 

Access Control card 

Drive D G-XXXX card 


F-A1A3 

33 

8636632 

cable 

locations are actually 


Drive D 




2G-XXXX. 


G-A1B2 

66 

2439875 

Access Control card 



G-A1A3 

33 

8636632 

cable 



A06 


183 

















SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

1A43 

Drive A 




Permanent error occurred. 


F-A1C2 

98 

1615631 

Data Converter card 

Drive A F-XXXX card 




1615632 

Data Converter card 

locations are actually 

1 F-XXXX. 




1615639 

Data Converter card 

Drive B G-XXXX card 






locations are actually 






1 G-XXXX. 


Drive B 




Drive C F-XXXX card 


G-A1C2 

98 

1615631 

Data Converter card 

locations are actually 

2F-XXXX. 




1615632 

Data Converter card 

Drive D G-XXXX card 




1615339 

Data Converter card 

locations are actually 






2G-XXXX. 


Drive C 






F-A1C2 

98 

1615631 

Data Converter card 





1615632 

Data Converter card 





1615639 

Data Converter card 



Drive D 






G-A1C2 

98 

161563. 

Data Converter card 





1615632 

Data Converter card 





1615339 

Data Converter card 





1615631 

Data Converter card 





1615632 

Data Converter card 





1615339 

Data Converter card 



IS4 


A07 














% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


SRC 

FRU 

1A45 

Drive A 
F-A1B2 
F-A1C2 


Drive B 
GA1B2 
G-A1C2 


Drive C 
F-A1E2 
F-A1C2 


Drive D 
G-A1B2 
G-A1C2 


82 

17 


82 

17 


82 

17 


82 

17 


2439875 

1615631 

1615632 

1615639 


2439875 

1615631 

1615632 

1615339 

2439875 

1615631 

1615632 

1615639 

2439875 

1615631 

1615632 

1615339 


Access Control card 
Data Converter card 
Data Converter card 
Data Converter card 


Access Control card 
Data Converter card 
Data Converter card 
Data Converter card 

Access Control card 
Data Converter card 
Data Converter card 
Data Converter card 

Access Control card 
Data Converter card 
Data Converter card 
Data Converter card 


Permanent error occurred. 
Drive A F-XXXX card 
locations are actually 
1 F-XXXX. 

Drive B G-XXXX card 
locations are actually 
1G-XX,XX. 

Drive C F-XXXX card 
locations are actually 
2F-XXXX 

Drive D G-XXXX card 
locations are actually 
2G-XXXX. 



A08 


185 










SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

1A46 

Drive A 




Permanent error occurred. 


F-A1C2 

60 

1615631 

Data Converter card 

Drive A F-XXXX card 




1615632 

1615839 

Data Converter card 

Data Converter card 

locations are actually 

1 F-XXXX. 

Drive B G-XXXX card 


F-A1B2 

35 

2439875 

Access Control card 

locations are actually 


F-A1A3 

1 

8636632 

cable 

1 G-XXXX. 


Drive B 
G-A1C2 

60 

1615631 

Data Converter card 

Drive C F -XXXX card 
locations are actually 

2F-XXXX. 




1615632 

Data Converter card 




1615339 

Data Converter card 



G-A1B2 

35 

2439875 

Access Control card 

Drive D G-XXXX card 


G-A1A3 
Drive C 

1 

8636632 

cable 

locations are actually 

2G-XXXX. 


F-A1C2 

60 

1615631 

Data Converter c *'d 





1615632 

Data Converter card 





1615639 

Data Converter card 



F-A1B2 

35 

2439875 

Access Control card 



F-A1A3 

1 

8636632 

cable 



Drive D 
G-A1C2 

60 

1615631 

Data Converter card 





1615632 

Data Converter card 





1615339 

Data Converter card 



G-A1B2 

35 

2439875 

Access Control card 



G-A1A3 

1 

3636632 

cable 



186 


A09 









FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


SRC 


1A47 

Drive A 




Permanent error occ>irred. 


F-A1B2 

64 

2439875 

Access Control card 

Drive A F-XXXX card 


F-A1C2 

35 

1615631 

Data Converter card 

locations are actually 

1 F-XXXX. 




1615632 

Data Converter card 

Drives G-XXXX card 




1615639 

Data Converter card 

locations are actually 


F-A1A3 

1 

8636632 

cable 

1 G-XXXX. 


Drive B 






G-A1B2 

64 

2439875 

Access Control card 

Drive C F-XXXX card 
locations'are actually 


G-A1C2 

75 

1615631 

Data Converter card 

2F-XXXX. 




1615632 

Data Converter card 





1615339 

Data Converter card 

Drive D G-XXXX card 


G-A1A3 

1 

8636632 

cable 

locations are actually 


Drive C 




2G-XXXX. 


FA1B2 

64 

2439875 

Access Control card 



F-A1C2 

35 

1615631 

Data Converter card 





1615632 

Data Converter card 





1615639 

Data Converter card 



F-A1A3 

1 

8636632 

cable 



Drive D 






G-A1B2 

64 

2439875 

Access Control card 



G-A1C2 

35 

1615631 

Data Converter card 





1615632 

Data Converter card 

1 

! 




1615339 

Data Converter card 



G-A1A3 

1 

8636632 

cable 



AlO 


187 













SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

1A48 

Drive A 




Permanent error occurred. 


F-A1C2 

70 

1615631 

1615632 

1615639 

Data Converter card 

Data Converter card 

Data Converter card 

Drive A F-XXXX card 
locations are actually 

1r-XXXX. 

Drive B G-XXXX card 


F-A1B2 

35 

2439875 

Access Control card 

locations are act"ally 

1 G-XXXX. 


Drive B 
G-A1C2 

70 

1615631 

1615632 

Data Converter card 

Data Converter card 

Drive : F-XXXX card 
locations are actually 

2F-XXXX. 

Drive D G-XXXX card 




1615339 

Data Converter card 

locations are actually 


G-A1B2 

35 

2439875 

Access Control card 

2G-XXXX. 


Drive C 
F-A1C2 

70 

1615631 

Data Converter card 





1615632 

Data Converter card 





1615639 

Data Converter card 



F-A1B2 

35 

2439875 

Access Control card 



Drive D 
G-A1C2 

70 

1615631 

Data Converter card 





1615632 

Data Converter card 





1615339 

Data Conve.ter card 



G-A1B2 

35 

2439875 

Access Control card 



188 


All 










SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

1A4A 

Drive A 




Permanent error occurred. 


F.A1C2 

71 

1615631 

Data Converter card 

Drive A F-XXXX card 




1615632 

Data Converter card 

locations are actually 

1 F-XXXX. 




1615639 

Data Converter card 

Drive B G-XXXX card 


F.W1B1 

18 

2439838 

Data channel card 

locations are actually 


F-A1E2 

10 

1615508 

cable 

1G-XXXX. 


Drive B 






G-A1C2 

71 

1615631 

Data Converter card 

Drive C F-XXXX card 
locations are actually 




1615632 

Data Converter card 

2F-XXXX. 




1615339 

Data Converter card 



G-W1BI 

18 

2439838 

Data channel card 

Drive D G-XXXX card 


G-A1L2 

10 

1615508 

cable 

locations are actually 


Drive C 




2G-XXXX. 


F-A1C2 

71 

1615631 

Data Converter card 





1615632 

Data Converter card 





1615639 

Data Converter card 



F-W1B1 

18 

2439838 

Data channel card 



F-A1E2 

10 

1615508 

cable 



Drive D 






G-A1C2 

71 

1615631 

Data Converter card 





1615632 

Data Converter card 





1615339 

Data Converter card 



G-W1B1 

18 

2439838 

Data channel card 



G-A1E2 

10 

1615508 

cable 



AI2 


189 













SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

1A4b 

Drive A 
F-A1C2 

44 

1615631 

Data Converter card 

Permanent error occurred. 




1615632 

1615639 

Data Converter card 

Data Converter card 

Drive A F-XXXX card 
locations are actually 

1 F-XXXX. 


F-W1B1 

35 

2439838 

Data channel oard 

Drive B G-XXXX card 


F.A1E2 

20 

1615508 

cable 

locations are actually 


F-A1B1 
Drive B 

1 



1G-XXXX. 


G-A1C2 

44 

1615631 

Data Converter card 

Drive C F-XXXX card 




1615632 

Data Converter card 

locations are actually 




1615339 

Data Converter card 

::f-xxxx. 


G-WIBi 

35 

2439838 

Data channel card 



G-A1E2 

20 

1615508 

cable 

Drive D G-XXXX card 


G'AI 81 

1 



locations are actually 


Drive C 
F-A1C2 

44 

1615631 

Data Converter card 

2G-XX.XX. 




1615632 

Data Converter card 





1615639 

Data Converter card 



F-W1B1 

35 

2439838 

Data channel card 



F-A1E2 

20 

1615508 

cable 



F-A1B1 

1 





Drive D 
G-A1C2 

44 

1615631 

Data Converter card 





1615632 

Data Converter card 





1615339 

Data Converter card 



G-W1B1 

35 

2439838 

Data channel card 



G-A1E2 

20 

1615508 

cable 



GA1B1 

1 





I 


190 


AI3 















SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

1A50 

Drive A 




Permanent error occurred. 


F-A102 

98 

5811834 

Servo card 10SR*1 

Drive A F-XXXX card 




5811890 

1615367 

Servo card 10SR-1 

Servo cm J 10SR-1 

locations are actually 

1 F-XXXX. 

Drives G-XXXX card 
locations are actually 

1 G-XXXX. 


Drive B 
G-A1D2 

98 

5811834 

5811890 

Servo card 10SR 

Servo card 10SR 

Drive C F-XXXX card 
locations are actually 

2F-XXXX. 

Drive D G-XXXX card 

! 



1615367 

Servo card 10SR 

locations are actually 

2G-XXXX. 


Drive C 
F-A1D2 

1 

98 

5811834 

Servo card 10SR-1 





5811890 

Servo card 10SR-1 





1615367 

Servo card 10SR-1 



Drive D 
G-A1D2 

98 

5811834 

Servo card lOSR 





5811890 

Servo card 10SR 





1615367 

Servo card 10SR 



Al4 


191 








SRC 

FRU 

% 

P/INi 

FRU DESCRIPTION 

SERVICE COMMENTS 

1A52 

Drive A 




Permanent error occurred. 


F-A1B2 

50 

2439875 

Access Control card 

Drive A F-XXXX card 


F-A1A3 

27 

8636632 

cable 

locations are actually 

1F-XXXX. 


F-A1D2 

22 

5811834 

Servo card 10SR-1 

Drive B G-XXXX card 




5811890 

Servo card 10SR-1 

locations are actually 




1615367 

Servo card 10SR-1 

1 G-XXXX. 


Drive B 






GA1B2 

50 

2439875 

Access Control card 

Drive C F-XXXX card 
locations are actually 


G-A1A3 

27 

8636632 

cable 

2F-XXXX. 


G-A1D2 

22 

5811834 

Servo card 10SR 





5811890 

Servo caid 10SR 

Drive D G-XXXX card 




1615367 

Servo card 10SR 

locations are actually 


Drive C 




2G-XXXX. 


F-A1B2 

50 

2439875 

Acceso Control card 



F-A1A3 

27 

8636632 

cable 



F-A1D2 

22 

5811834 

Servo card 10S3-1 





5811890 

Servo card 10SR-1 





1615367 

Servo card 10SR-1 



Drive D 






G-A1B2 

50 

2439875 

Access Control card 



G-A1A3 

27 

8636632 

cable 



G-A1D2 

22 

5811834 

Servo card 10SR 





5811890 

Servo card 10SR 




_J 

1615367 

Servo card 10SR 



192 

AI5 








SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

1A54 

Drive A 




Permanent error occurred. 


FA1B2 

67 

2439875 

Access Control card 

Drive A F-XXXX card 


F-A1C2 

25 

1615631 

Data Converter card 

locations are actually 

1 F-XXXX, 




1615632 

Data Converter card 

Drive B G-XXXX card 




1615639 

Data Converter card 

locations are actually 


F-A1D2 

7 

5811834 

Servo card 10SR-1 

1 G-XXXX. 




5811890 

Servo card 10SR-1 



Drive B 


1615367 

Servo card 10SR-1 

Drive C F-XXXX card 
locations are actually 

2F-XXXX. 


G-A1B2 

67 

2439875 

Access Control card 



G-A1C2 

25 

1615631 

Data Converter card 

Drive D G-XXXX card 




1315632 

Data Converter card 

locations are actually 




1615339 

Data Converter card 

2G-XXXX. 


G-A1D2 

7 

5811834 

Servo card 10SR 





5811890 

Servo card 10SR 





1615367 

Servo card 10SR 



Drive C 
F-A1B2 

67 

2439875 

Access Control card 



F-A1C2 

25 

1615631 

Data Converter card 





1615632 

Data Converter card 





1615639 

Data Converter card 



F-A1D2 

7 

5811834 

Servo card 10SR-1 

/ 




5811890 

Servo card 10SR-1 





1615367 

Servo card 10SR-1 



Drive D 
G-A1B2 

67 

2439875 

Access Control card 



G A1C2 

25 

1615631 

Data Converter card 





1615632 

Data Converter card 





1615339 

Data Converter card 



G-A1D2 

7 

5811834 

Servo card 10SR 





5811890 

Servo card 10SR 





1615367 

Servo card 10SR 



193 

AI6 











SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

1A55 

Drive A 
F-A1D2 

87 

5811834 

Servo card 10SR-1 




5811890 

Servo card 10SR-1 




1615367 

Servo card lOSR-l 


F-A1C2 

12 

1615631 

Data Converter card 




1615632 

Data Converter card 




1615639 

Data Converter card 


Drive B 
G-A1D2 

87 

5811834 

Servo card 10SR 




5811890 

Servo card 10SR 




1615367 

Servo card 10SR 


GA1C2 

12 

1615631 

Data Converter card 




1615632 

Data Converter card 




1615339 

Data Converter card 


Drive C 
F-A1D2 

87 

5811834 

Servo card 10SR-1 




5811890 

Servo card 10SR-1 




1615367 

Servo card 10SR-1 


F-A1C2 

12 

1615631 

Data Converter card 




1615632 

Data Converter card 




1615639 

Data Converter card 


Drive D 
G-A1D2 

87 

5811834 

Servo card 10SR 




5811890 

Servo card 10SR 




1615367 

Servo card 10SR 


GA1C2 

12 

1615631 

Data Converter card 




1615632 

Data Converter card 




1615339 

Data Converter card 


SERVICE COMMENTS 

Permanent error occurred. 
Drive A F-XXXX card 
locations are actually 
1 F-XXXX. 

Drives G-XXXX card 
locations are actually 
1 G-XXXX. 

Drive C F-XXXX card 
locations are actually 
2F-XXXX. 

Drive D G-XXXX card 
locations are actually 
2G-XXXX. 


194 


AI7 














SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

1A58 

Drive A 




Permanent error occurted. 


F-A1D2 

71 

5811834 

Servo card 10SR-1 

Drive A F-XXXX card 




5811890 

Servo card 10SR-1 

locations are actually 

1 F-XXXX. 




1615367 

Servo card 10SR-1 

"VCM" - VCM Driver Asm 


F-A1C2 

12 

1615631 

Data Converter card 

Drive B G-XXXX card 




1615632 

Data Converter card 

locations are actually 




1615639 

Data Converter card 

1 G-XXXX. 


F A1B2 

10 

2439875 

Access Control card 



F-VCM 

1 

5811836 

VCM Drive assembly 

Drive C F-XXXX card 


Drive B 




locations are actually 


G-A1D2 

71 

5811834 

Servo card 10SR 

2F-XXXX. 




5811890 

Servo card 10SR 





1615367 

Servo card 10SR 

Drive D G-XXXX card 


G-A1C2 

12 

1615631 

Data Converter card 

locations are nctually 




1615632 

Data Converter card 

2G-XXXX. 




1615339 

Data Converter card 



G-A1B2 

10 

2439875 

Access Control card 



G-VCM 

1 

5811836 

VCM Drive assembly 



Drive C 






F-A1D2 

71 

5811834 

Servo card 10SR-1 





5811890 

Servo card 10SR-1 





1615367 

Servo card 10SR-1 



F-A1C2 

12 

1615631 

Data Converter card 





1615632 

Data Converter card 





1615639 

Data Converter card 



FA1B2 

10 

2439875 

Access Control card 



F-VCM 

1 

5811836 

VCM Drive assembly 



Drive D 






G-A1D2 

71 

5811834 

Servo card 10SR 





5811890 

Servo card lOSR 





1615367 

Servo card 10SR 



G-A1C2 

12 

1615631 

Data Converter card 





1615632 

Data Converter card 





1615339 

Data Converter card 



G-A1B2 

10 

2439875 

Access Control card 



G-VCM 

1 

5811836 

VCM Drive assembly 



Aid 


195 













FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 

Permanent error occurred. 


1A5A 


Drive A 
F-A1D2 

60 

5811834 

Servo card 10SR-1 



5811890 

Servo card 10SR-1 



1615367 

Servo card 10SR-1 

F-A1C2 

27 

1615631 

Data Converter card 



1615632 

Data Converter card 



1615639 

Data Converter card 

A-A2C2 

1 

2437374 

adapter A card 10SR 

F-A1A3 

1 

8636632 

cable 

Drive B 
G-A1D2 

60 

5811834 

Servo card 10SR 



5811890 

Servo card 10SR 



1615367 

Servo card 10SR 

G-A1C2 

27 

1615631 

Data Converter card 



1615632 

Data Converter card 



1615339 

Data Converter card 

A-A2D2 

1 

2437374 

adapter B card 10SR 

G-A1A3 

1 

8636632 

cable 

Drive C 
F-A1D2 

60 

5811834 

Servo card 10SR-1 



5811890 

Servo card 10SR-1 



1615367 

Servo card 10SR-1 

F-A1C2 

27 

1615631 

Data Converter card 



1615632 

Data Converter card 



1615639 

Data Converter card 

A-A2C4 

1 

2437374 

adapter C card 10SR 

F-A1A3 

1 

8636632 

cable 

Drive D 
G-A1D2 

60 

5811834 

Servo card 10SR 



5811890 

Servo card 10SR 



1615367 

Servo card 10SR 

G-A1C2 

27 

1615631 

Data Converter card 



1615632 

Data Converter card 



1615339 

Data Converter card 

A-A2D4 

1 

2437374 

adapter D card 10SR 

G-A1A3 

1 

8636632 

cable 


Drive A F-XXXX card 
locations are actually 
1 F-XXXX. 

Drive B G-XXXX card 
locations are actually 
1 G-XXXX. 


Drive C F-XXXX card 
locations are actually 
2F-XXXX. 


Drive D G-XXXX card 
locations are actually 
2G-XXXX. 


196 


BOI 












SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

1A5C 

Drive A 




Peirmanent error occurred. 


FA1D2 

49 

5811834 

Servo card 10SR-1 

Drive A F-XXXX card 




5811890 

Servo card 10SR-1 

locations are actually 

1 F-XXXX. 




1615367 

Servo card 10SR-1 

"HDA" - Head/Disk Asm 


F-A1E5 

26 

1615509 

cable 

"Media” - Bad data 






Corrective Action: 


r-HDA 

14 

1615600 

Head Disk asm 10SR 

To check for bad sector ID 


Media 

10 



or bad data written on the 






HDA. 






Drive B G-XXXX card 






locations are actually 


Drive B 




1 G-XXXX. 


G-A1D2 

49 

5811834 

Servo card 10SR 

Drive C F-XXXX card 




5811890 

Servo card 10SR 

locations are actually 

2F-XXXX. 




1615367 

Servo card 10SR 



G-A1E5 

26 

1615509 

cable 



G-HDA 

14 

1615600 

Head Disk asm 10SR 

Drive D G-XXXX card 


Media 

10 



locations are actually 


Drive C 




2G-XXXX. 


F-A1D2 

49 

5811834 

Servo card 10SR-1 





5811890 

Servo card 10SR-1 





1615367 

Servo card 10SR-1 



F-A1E5 

26 

1615509 

cable 



F-HDA 

14 

1615600 

Head Disk asm 10SR 



Media 

10 





Drive D 






G-A1D2 

49 

5811834 

Servo card 10SR 





5811890 

Servo card 10SR 





1615367 

Servo card 10SR 



G-A1E5 

26 

1615509 

cable 



G-HDA 

14 

1615600 

Head Disk asm 10SR 



Media 

10 





V 


B02 


197 













SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

1A60 

Drive A 




Permanent error occurred. 


F-A1B2 

48 

2439875 

Access Control card 

Drive A F-XXXX card 


F-A1C2 

24 

1615631 

Data Converter card 

locations are actually 

1 F-XXXX. 




1615632 

Data Converter card 





1615639 

Data Converter card 

"VCM” - VCM Driver Asm 


F-A1D2 

15 

5811834 

Servo card 10SR-1 





5811890 

Servo card 10SR-1 





1615367 

Servo card 10SR-1 



A-A2C2 

1 

2437374 

adapter A card 10SR 

"UDA" - Head/Disk Asm 


F-VCM 

1 

5811836 

VCM Drive assembly 



F-A1E5 

1 

1615509 

cable 

Drive B G-XXXX card 


F-A1A5 

1 

1615662 

Terminator card 

locations are actually 


F-A1A4 

1 

8636632 

cable 

1 G-XXXX. 


F-A1A3 

1 

8636632 

cable 



F-HDA 

1 

1615600 

Head Disk asm 10SR 



F-A1E2 

1 

1615508 

cable 



Drive B 






G*A1 B2 

48 

2439875 

Access Control card 



G-A1C2 

24 

1615631 

Data Converter card 





1615632 

Data Converter card 





1615339 

Data Converter card 

Drive C F-XXXX card 


G-A1D2 

15 

5811834 

Servo card 10SR 

locations are actually 




5811890 

Servo card 10SR 

2F-XXXX. 




1615367 

Servo card 10SR 



A-A2D2 

1 

2437374 

adapter B card 10SR 



G-VCM 

1 

5811836 

VCM Drive assembly 



G-A1E5 

1 

1615509 

cable 



G-A1A5 

1 

1615662 

Terminator card 



G-A1A4 

1 

8636632 

cable 



G-A1A3 

1 

8636632 

cable 



G-HDA 

1 

1615600 

Head Disk asm 10SR 

Drive D G-XXXX card 


G-A1E2 

1 

1615508 

cable 

locations are actually 


Drive C 




2G-XXXX. 


F-A1B2 

48 

2439875 

Access Control card 



F-A1C2 

24 

1615631 

Data Converter card 





1615632 

Data Converter card 





1615639 

Data Converter card 



F-A1D2 

15 

5811834 

Servo card 10SR-1 





5811890 

Servo card 10SR-1 





1615367 

Servo card 10SR-1 



A-A2C4 

1 

2437374 

adapter C card 10SR 



I9« 

B03 












SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

1A61 

Drive A 




Permanent error occurred. 


F-A1B2 

54 

2439875 

Access Control card 

Drive A F-XXXX card 


F-A1C2 

23 

1615631 

Data Converter card 

locations are actually 

1 F-XXXX. 




1615632 

Data Converter card 

"VCM" - VCM Driver Asm 




1615639 

Data Converter card 



F-A1D2 

19 

5811834 

Servo card 10SR-1 

Drive B G-XXXX card 




5811890 

Servo card 10SR-1 

locations are actually 




1615367 

Servo card 10SR-1 

1 G-XXXX. 


F-VC^‘; 

1 

5811836 

VCM Drive assembly 



F-A1E5 

1 

1615509 

cable 



Drive B 




Drive C F-XXXX card 


G-A1B2 

54 

2439875 

Access Control card 

locations are actually 


G-A1C2 

23 

1615631 

Data Converter card 

2F-XXXX. 




1615632 

Data Converter card 





1615339 

Data Converter card 



G-A1D2 

19 

5811834 

Servo card 10SR 

Drive D G-XXXX card 




5811890 

Servo card 10SR 

locations are actually 




1615367 

Servo card 10SR 

2G-XXXX. 


G-VCM 

1 

5811836 

VCM Drive assembly 



G-A1E5 

1 

1615509 

cable 



Drive C 






F-A1B2 

54 

2439875 

Access Control card 



F-A1C2 

23 

1615631 

Data Converter card 





1615632 

Data Converter card 





1615639 

Data Converter card 



F-A1D2 

19 

5811834 

Servo card 10SR-1 





5811890 

Servo card 10SR-1 





1615367 

Servo card 10SR-1 



F-VCM 

1 

5811836 

VCM Drive assembly 



F-A1E5 

1 

1615509 

cable 



Drive D 






G-A1B2 

54 

2439875 

Access Control card 



G-A1C2 

23 

1615331 

Data Converter card 





1615632 

Data Converter card 





1615339 

Data Converter card 



G-A1D2 

19 

5811834 

Servo card 10SR 





5811890 

Servo card 10SR 





1615367 

Servo card 10SR 



G-VCM 

1 

5811836 

VCM Drive assembly 



G-A1E5 

1 

1615509 

cable 



804 


199 











SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

1A63 

Drive A 




Permanent error occurred. 


F-A1C2 

39 

1615631 

Data Converter card 

Drive A F-XXXX card 




1615632 

Data Converter card 

locations are actually 

1 F-XXXX. 




1615639 

Data Converter card 



F-A1B2 

33 

2439875 

Access Control card 

"HDA” - Head/Disk Asm 


F-A1D2 

1 

5811834 

Servo card 10SR-1 

Drive B G-XXXX card 




5811890 

Servo card 10SR-1 

locations are actually 




1615367 

Servo card 10SR-1 

1 G-XXXX. 


F-A1E5 

1 

1615509 

cable 



F-HDA 

1 

1615600 

Head Disk asm 10SR 



Drive B 




Drive C F-XXXX card 


G-A1C2 

39 

1615631 

Data Converter card 

locations are actually 




1615632 

Data Converter card 

2F-XXXX. 




1615339 

Data Converter card 



G-A1B2 

33 

2439875 

Access Control card 



G-A1D2 

1 

5811834 

Servo card 10SR 

Dr.ve D G-XXXX card 




5811890 

Servo card 10SR 

locations are actually 




1615367 

Servo card 10SR 

2G-XXXX. 


G-A1R5 

1 

1615509 

cable 



G-HDA 

1 

1615600 

Head Disk asm 10SR 



Drive C 






F-A1C2 

39 

1615631 

Data Converter card 





1615632 

Data Converter card 





1615639 

Data Converter card 



F-A1B2 

33 

2439875 

Access Control card 



F-A1D2 

1 

5811834 

Servo card 10SR-1 





5811890 

Servo card 10SR-1 





1615367 

Servo card 10SR-1 



F-A1E5 

1 

1615509 

cable 



F-HDA 

1 

1615600 

Head Disk asm 10SR 



Drive D 






G-A1C2 

39 

1615631 

Data Converter card 





1615632 

Data Converter card 

' 




1615339 

Data Converter card 



G-A1B2 

33 

2439875 

Access Control card 



G-A1D2 

1 

5811834 

Servo card 10SR 





5811890 

Servo card 10SR 





1615367 

Servo card 10SR 



G-A1E5 


1615509 

cable 



G-HDA 

1 

1615600 

_ 

Head Disk asm 10SR 



200 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

1A64 

Drive A 




Permanent error occurred. 


F-A1C2 

48 

1615631 

Data Converter card 

Drive A F-XXXX card 




1615632 

Data Converter card 

locations are actually 

1 F-XXXX. 




1615639 

Data Converter card 

"HDA" - Head/Disk Asm 


F A1D2 

25 

5811834 

Servo card 10SR-1 

Drives G-XXXX card 




5811890 

Servo card 10SR-1 

locations are actually 




1615367 

Servo card 10SR-1 

1 G-XXXX. 


F-A1E5 

13 

1615509 

cable 



F-HDA 

12 

1615600 

Head Disk asm 10SR 

Drive C F-XXXX card 


Drive B 




locations are actually 


G-A1C2 

48 

1615631 

Data Converter card 

2F-XXXX. 




1615632 

Data Converter card 





1615339 

Data Converter card 

Drive D G-XXXX card 


G-A1D2 

25 

5811834 

Servo card 10SR 

locations are actually 




5811890 

Servo card 10SR 

2G-XXXX. 




1615367 

Servo card 10SR 



G-A1E5 

13 

1615509 

cable 



G-HDA 

12 

1615600 

Head Disk asm 10SR 



Drive C 






F-A1C2 

48 

1615631 

Data Converter card 





1615632 

Data Converter card 





1615639 

Data Converter card 



F-A1D2 

25 

5811834 

Servo card 10SR-1 





5811890 

Servo card 10SR-1 





1615367 

Servo card 10SR-1 



F-A1E5 

13 

1615509 

cable 



F-UDA 

12 

1615600 

Head Disk asm 10SR 



Drive D 






G-A1C2 

48 

1615631 

Data Converter card 





1615632 

Data Converter card 





1615339 

Data Converter card 



G-A1D2 

25 

5811834 

Servo card 10SR 





5811890 

Servo card 10SR 





1615367 

Servo card 10SR 



G-A1E5 

13 

1615509 

cable 



G-HDA 

12 

1615600 

Head Disk asm 10SR 



B06 


201 











SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

1A65 

Drive A 




Permanent error occurred. 


F-A1C2 

45 

1615631 

Data Converter card 

Drive A F-XXXX card 




1615632 

Data Converter card 

locations are actually 

1 F-XXXX. 




1615639 

Data Converter card 

"hDA" - Head/Disk Asm 


F-A1B2 

25 

2439875 

Access Control card 

Drive B G-XXXX card 


F-A1E2 

15 

1615508 

cable 

locations are actually 


F-HDA 

12 

1615600 

Head Disk asm 10SR 

1 G-XXXX. 


Drive B 






GA1C2 

45 

1615631 

Data Converter card 

Drive C F-XXXX card 




1615632 

Data Converter card 

locations are actually 




1615339 

Data Converter card 

2F-XXXX. 


G-A1B2 

25 

2439875 

Access Control card 



G-A1E2 

15 

1615508 

cable 

Drive D G-XXXX card 


G-HDA 

12 

1615600 

Head Disk asm 10SR 

locations are actually 


Drive C 




2G-XXXX. 


F-A1C2 

45 

1615631 

Data Converter card 





1615632 

Data Converter card 





1615639 

Data Converter card 



F-A1B2 

25 

2439875 

Access Control card 



F-A1E2 

15 

1615508 

cable 



F-HDA 

12 

1615600 

Head Disk asm 10SR 



Drive D 






G-A1C2 

45 

1615631 

Data Converter card 





1615632 

Data Converter card 





16153:<9 

Data Converter card 



G-A1B2 

25 

2439875 

Access Control card 



G-A1E2 

15 

1615508 

cable 



G-HDA 

12 

1615600 

Head Disk asm 10SR 



202 


B07 














SRC 

FRU 

% 

P/N 

FRU DR3CRIPTION 

1A67 

Drive A 
F-A1D2 

31 

5811834 

Servo card 10SR-1 




5811890 

Servo card 10SR-1 




1615367 

Servo card 10SR-1 


F-A1C2 

27 

1615631 

Data Converter card 




1615632 

Data Converter card 




1615639 

Data Converter card 


F-A1B2 

13 

2439875 

Access Control card 


F-W1B1 

10 

2439838 

Data channel card 


F-A1E2 

1 

1615508 

cable 


F-HDA 

1 

1615600 

Head Disk asm 10SR 


F-VCM 

1 

5811836 

VCM Drive assembly 


A.A2C2 

1 

2437374 

adapter A card 10SR 


F-A1A3 

1 

8636632 

cable 


Drive B 
G-A1D2 

31 

5811834 

Servo card 10SR 




5811890 

Servo card 10SR 




1615367 

Servo card 10SR 


G-A1C2 

27 

1615631 

Data Converter card 




1615632 

Data Converter card 




1615339 

Data Converter card 


G-A1B2 

13 

2439875 

Access Control card 


G-W1B1 

10 

2439838 

Data channel card 


G-A1E2 

1 

1615508 

cable 


G-HDA 

1 

1615600 

Head Disk asm 10SR 


G-VCM 

1 

5811836 

VCM Drive assembly 


A-A2D2 

1 

2437374 

adapter B card 10SR 


G-A1A3 

1 

8636632 

cable 


Drive C 
F-A1D2 

31 

5811834 

Servo card 10SR-1 




5811890 

Servo card 10SR-1 




1615367 

Servo card 10SR-1 


F-A1C2 

27 

1615631 

Data Converter card 




1615632 

Data Converter card 




1615639 

Data Converter card 


F A1B2 

13 

2439875 

Access Control card 


F-W1B1 

10 

2439833 

Data channel card 


F-A1E2 

1 

1615508 

cable 


F-HDA 

1 

1615600 

Head Disk asm 10SR 


F-VCM 

1 

5811836 

VCM Drive assembly 


A-A2C4 

1 

2437374 

adapter C card 10SK 


SERVICE COMMENTS 


Permanent error occurred. 
Drive A F-XXXX card 
locations are actually 
1 F-XXXX. 


"HDA” - Head/Disk Asm 
"VCM" - VCM Driver Asm 


Drive B G-XXXX card 
locations are actually 
1 G-XXXX. 


Drive C F-XXXX card 
locations are actually 
2F-XXXX. 


Drive D G-XXXX card 
locations are actually 
2G-XXXX. 


BOd 


203 











SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

1A68 

Drive A 




Permanent error occurred. 


F-A1D2 

44 

5811834 

Servo card 10SR-1 

Drive A F -XXXX card 




5811890 

Servo card 10SR-1 

locations are actually 

1 F-XXXX. 




1615367 

Servo card 10SR-1 

"VCM" - VCM Driver Asm 


F-A1B2 

31 

2439875 

Access Control card 



F-A1C2 

18 

1615631 

Data Converter card 

"HDA " - Heod/Disk Asm 




1615632 

Data Converter card 

Drive B G-XXXX card 




1615639 

Data Converter card 

locations are actually 

1G-XXXX. 


F-VCM 

1 

5811836 

VCM Drive as'^ •'mbly 



F-A1E5 

1 

1615509 

cable 



F-HDA 

1 

1615600 

Head Disk asm 10SR 



Drive B 






G-A1D2 

44 

5811834 

Servo card 10SR 

Drive C F-XXXX card 
locations are actually 




5811890 

Servo card 10SR 

2F-XXXX. 




1615367 

Servo card 10SR 



G-A1B2 

31 

2439875 

Access Control card 



G-A1C2 

13 

1615631 

Data Converter card 





1615632 

Data Converter card 

Drive D G-XXXX card 




1615339 

Data Converter card 

locations are actually 


G-VCM 

1 

5811836 

VCM Drive assembly 

2G-XXXX. 


G-A1E5 

1 

1615509 

cable 



G-HDA 

1 

1615600 

Head Disk asm 10SR 



Drive C 






F-A1D2 

44 

5811834 

Servo card 10SR-1 





5811890 

Servo card 10SR-1 





1615367 

Servo card 10SR-1 



F-A1B2 

31 

2439875 

Access Control card 



F-A1C2 

18 

1615631 

Data Converter card 





1615632 

Data Converter card 





1615639 

Data Converter card 



F-VCM 

1 

5811836 

VCM Drive assembly 



F-A1E5 

1 

1615509 

cable 



F-HDA 

1 

1615600 

Head Disk asm 10SR 



Drive D 






G-A1D2 

44 

5811834 

Servo card 10SR 





5811890 

Servo card 10SR 





1615367 

Servo card 10SR 



G-A1B2 

31 

2439875 

Access Control card 



G-A1C2 

18 

1615631 

Data Converter card 





1615632 

Data Converter card 





1615339 

Data Converter card 

-- 


204 


B09 














SRC 

1A69 


FRU 

% 

P/N 

Drive A 
F-A1D2 

45 

5811834 

F-A1B2 

27 

5811890 

1615367 

2439875 

F-A1C2 

21 

1615631 

F-VCM 

1 

1615632 

1615639 

5811836 

F-A1E5 

1 

1615509 

F-HDA 

1 

1615600 

Power 

1 


Cable 

1 


Drive B 
G-A1D2 

45 

5811834 

G-A1B2 

27 

5811890 

1615367 

2439875 

G-A1C2 

21 

1615631 

G-VCM 

1 

1615632 

1615339 

5811836 

G-A1E5 

1 

1615509 

G HDA 

1 

1615600 

Power 

1 


Cable 

1 


Drive C 
F-A1D2 

45 

5811834 

F-A1B2 

27 

5811890 

1615367 

2439875 

F-A1C2 

21 

1615631 

F-VCM 

1 

1615632 

1615639 

5811836 

F-A1E5 

1 

1615509 

F-HDA 

1 

1615600 

Power 

1 


Cable 

1 


Drive D 
G-A1D2 

45 

5811834 


FRU DESCRIPTION 

Servo card 10SR-1 
Servo card 10SR-1 
Servo card 10SR-1 
Access Control card 
Data Converter card 
Data Converter card 
Data Converter card 
VCM Drive assembly 
cable 

Head Disk asm 10SR 


Servo card 10SR 
Servo card 10SR 
Servo card 10SR 
Access Control card 
Data Converter card 
Data Converter card 
Data Converter card 
VCM Drive assembly 
cable 

Head Disk asm 10SR 


Servo card 10SR-1 
Set VO card 10SR-1 
Servo card 10SR-1 
Access Control card 
Data Converter card 
Data Converter card 
Data Converter card 
VCM Drive assembly 
cable 

Head Disk asm 10SR 


Servo card 10SR 


SERVICE COMMENTS 

Permanent error occurred. 
Drive A F-XXXX card 
locations are actually 
1 F-XXXX. 

"VCM" - VCM Driver Asm 

"HDA" - Head/Disk Asm 
Corrective Action: 

Reseat power distribution 
cables to 10SR. Check 
"Power Good'" (FLD GA915) 
Drive B G-XXXX card 
locations are actually 
1G-XXXX. 


Drive C F-XXXX card 
locations are actually 
2F-XXXX. 


Drive D G-XXXX card 
locations are actually 
2G-XXXX. 


BIO 


205 











% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENl 

1A6A 

Drive A 




Permanent error occurred. 


F-A1C2 

30 

1615631 

Data Converter card 

Drive A F-XXXX card 




1615632 

Data Converter card 

locations are actually 

1 F-XXXX. 




1615639 

Data Converter card 

"HDA" - Head/Disk Asm 


F-A1B2 

33 

2439875 

Access Control card 



F-W1B1 

8 

2439838 

Data channel card 



F-HDA 

7 

1615600 

Head Disk asm 10SR 



F-A1E2 

1 

1615508 

cable 



A-A2C2 

1 

2437374 

adapter A card 10SR 



F-A1A3 

1 

8636632 

cable 



F-A1D2 

1 

5811834 

Servo card 10SR-1 

Drive B G-XXXX card 




5811890 

Servo card 10SR-1 

locations are actually 




1615367 

Servo card 10SR-1 

1 G-XXXX. 


F-A1E5 

1 

1615509 

cable 



F-A1A5 

1 

1615662 

Terminator card 



F-A1A4 

1 

8636632 

cable 



Drive B 






G-A1C2 

30 

1615631 

Data Converter card 





1615632 

Data Converter card 





1615339 

Data Converter card 



G-A1B2 

33 

2439875 

Access Control card 

Drive C F-XXXX card 


G-W1B1 

8 

2439838 

Data channel card 

locations are actually 


G-HDA 

7 

1615600 

Head Disk asm 10SR 

2F-XXXX. 


G-A1E2 

1 

1615508 

cable 



AA2D2 

1 

2437374 

adapter B card 10SR 



G-A1A3 

1 

8636632 

cable 



G«A1D2 

1 

5811834 

Servo card 10SR 





5811890 

Servo card 10SR 





1615367 

Servo card 10SR 



GA1E5 

1 

1615509 

cable 



G-A1A5 

1 

1615662 

Terminator card 

Drive D G-XXXX card 


G-A1A4 

1 

8636632 

cable 

locations are actually 


Drive C 




2G-XXXX. 


F-A1C2 

30 

1615631 

Data Converter card 





1615632 

Data Converter card 





1615639 

Data Converter card 



F-A1B2 

33 

2439875 

Access Control card 



F-W1B1 

8 

2439838 

Data channel card 



F-HDA 

7 

1615600 

Head Disk asm 10SR 



F-A1E2 

1 

1615508 

cable 



A-A2C4 

1 

2437374 

adapter C card 10SR 



206 
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SRC 

1A6b 




FRU 

% 

P/N 

FRU DESCRIPTION 

Drive A 
F-A1B2 

57 

2439875 

Access Control card 

F-A1C2 

18 

1615631 

Data Converter card 



1615632 

Data Converter card 



1615639 

Data Converter card 

F-A1E2 

1 

1615508 

cable 

F-A1D2 

1 

5811834 

Servo card 10SR-1 



5811890 

Servo card 10SR-1 



1615367 

Servo card 10SR-1 

F-W1B1 

1 

2439838 

Data channel card 

Power 

1 



F-A1E5 

1 

1615509 

cable 

F-HDA 

1 

1615600 

Head Disk asm 10SR 

Drive B 
G-A1B2 

57 

2439875 

Access Control card 

GA1C2 

18 

1615631 

Data Converter card 



1615632 

Data Converter card 

% 


1615339 

Data Converter card 

G-A1E2 

1 

1615508 

cable 

G-A1D2 

1 

5811834 

Servo card 10SR 



5811890 

Servo card 10SR 



1615367 

Servo card 10SR 

G-W1B1 

1 

2439838 

Data channel card 

Power 

1 



G-A1E5 

1 

1615509 

cable ^ 

G-HDA 
Drive C 

1 

1615600 

Head Disk asm 10SR 

F-A1B2 

57 

2439875 

Access Control card 

F-A1C2 

18 

1615631 

Data Converter card 



1615632 

Data Converter card 



1615639 

Data Converter card 

F-A1E2 

1 

1615508 

cable 

FA1D2 

1 

5811834 

Servo card 10SR-1 



5811890 

Servo card 10SR-1 



1615367 

Servo card 10SR-1 

F-W1B1 

1 

2439838 

Data channel card 

Power 

1 



F-A1E5 

1 

1615509 

cable 

F-HDA 
Drive D 

1 

1615600 

Head Disk asm 10SR 


SERVICE COMMENTS 

Permanent e ror occurred. 
Drive A F- XXXX card 
locations are actually 
1F-XXXX. 

Corrective Action: 

Reseat power distribution 
cables to 10SR. Check 
"Power Good ’IFLD GA915). 
Reseat cards and cables. 
"HDA" - Head/Disk Asm 
Drives G-XXXX card 
locations are actually 
1 G-XXXX. 


Drive C F-XXXX card 
locations are actually 
2F-XXXX. 


Drive D G-XXXX card 
locations are actually 
2G-XXXX. 
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SRC 

1A6C 


FRU 

% 

P/N 

FRU DESCRIPTION 

Drive A 




F-A1B2 

32 

2439875 

Access Control card 

F-A1C2 

24 

1615631 

Data Converter card 



1615632 

Data Converter card 



1615639 

Data Converter card 

F-A1D2 

23 

5811834 

Servo card 10SR-1 



5811890 

Servo card 1USR-1 



1615367 

Servo card lOSR-l 

F-A1E2 

1 

1615508 

cable 

F-VCM 

1 

5811836 

VCM Drive assembly 

F-A1E5 

1 

1615509 

cable 

A-A2D2 

1 

2437374 

adapter B card 10SR 

F-HDA 

1 

1615600 

Head Disk asm. 10SR 

F-W1B1 

1 

2439838 

Data channel card 

F-A1A5 

1 

1615662 

Terminator card 

F-A1A3 

1 

8636632 

cable 

F-A1A4 

1 

8636632 

cable 

Drive B 




G-A1B2 

32 

2439875 

Access Control card 

G-A1C2 

24 

1615631 

Data Converter card 



1615632 

Data Converter card 



1615339 

Data Converter card 

G-A1D2 

23 

5811834 

Servo card 10SR 



5811890 

Servo card 10SR 



1615367 

Servo card 10SR 

G-A1E2 

1 

1615508 

cable 

G-VCM 

1 

5811836 

VCM Drive assembly 

G-A1E5 

1 

1615509 

cable 

A-A2D2 

1 

2437374 

adapter B card 10SR 

G-HDA 

1 

1615600 

Head Disk asm 10SR 

G-W1B1 

1 

2439838 

Data channel card 

G-A1A5 

1 

1615662 

Terminator card 

G-A1A3 

1 

8636632 

cable 

G-A1A4 

1 

8636632 

cable 

Drive C 




F-A1B2 

32 

2439875 

Access Control card 

F-A1C2 

24 

1615631 

Data Converter card 



1615632 

Data Converter card 



1615639 

Data Converter card 

F-A1D2 

23 

5811834 

Servo card lOSR-l 



5811890 

Servo card 10SR-1 


SERVICE COMMENTS 

Permanent error occurred. 

Drive A F-XXXX card 
locations are actually 
1 F-XXXX. 

"VCM” - VCM Driver Asm 


"HDA " - Head/Disk Asm 


Drive B G-XXXX card 
locations are actually 
1G-XXXX. 


Drive C F-XXXX card 
locations are actually 
2F-XXXX. 


Drive D G-XXXX card 
locations are actually 
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SRC 

1A6d 


FRU 

% 

P/N 

FRU DESCRIPTION 

Drive A 




F-A1C2 

36 

1615631 

Data Converter card 



1615632 

Data Converter card 



1615639 

Data Converter card 

F-HDA 

12 

1615600 

Head Disk asm 10SR 

F-W1B1 

9 

2439838 

Data channel card 

A-A2C2 

1 

2437374 

adapter A card 10SR 

F-A1A3 

1 

8636632 

cable 

F.A1D2 

1 

5811834 

Servo card 10SR-1 



5811890 

Servo card 10SR-1 



1615367 

Servo card 10SR-1 

F-A1E5 

1 

1615509 

cable 

F A1E2 

1 

1615508 

cable 

Drive B 




G-A1C2 

36 

1615631 

Data Converter card 



1615632 

Data Converter card 



1615339 

Data Converter card 

G-HDA 

12 

1615600 

Head Disk asm 10SR 

G-W1B1 

9 

2439838 

Data channel card 

A-A2D2 

1 

2437374 

adapter B card 10SR 

G-A1A3 

1 

8636632 

cable 

G-A1D2 

1 

5811834 

Servo card 10SR 



5811890 

Servo card 10SR 



1615367 

Servo card 10SR 

G-A1E5 

1 

1615509 

cable 

G-A1E2 

1 

1615508 

cable 

Diive C 




FA1C2 

36 

1615631 

Data Converter card 



1615632 

Data Converter card 



1615639 

Data Converter card 

F-HDA 

12 

1615600 

Head Disk asm 10SR 

F-W1B1 

9 

2439838 

Data channel card 

A-A2C4 

1 

2437374 

adapter C card 10SR 

F-A1A3 

1 

8636632 

cable 

F-A1D2 

1 

5811834 

Servo card 10SR-1 



5811890 

Servo card 10SR-1 



1615367 

Servo card 10SR-1 

F-A1E5 

1 

1615509 

cable 

F-A1E2 

1 

1615508 

cable 

Drive D 




G-A1C2 

36 

1615631 

Data Converter card 


SERVICE COMMENTS 


Permanent error occurred. 

"HDA " - Head/Disk Asm 
Drive A F-XXXXcard 
locations are actually 
1F-XXXX. 


Drive B G-XXXX card 
locations are actually 
1G-XXXX. 


Drive C F-XXXX card 
locations are actually 
2F-XXXX. 


Drive 0 G-XXXX card 
locations are actually 
2G-XXXX. 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

1A6F 

Drive A 
F-W1B1 

34 

2439838 

Data channel card 


F-A1C2 

27 

1615831 

Data Converter card 




1615632 

Data Converter card 




1615639 

Data Converter card 


F-HDA 


1615600 

Head Disk asm 10SR 


F-A1E2 

10 

1615508 

cable 


F-A1D2 

1 

5811834 

Servo card 10SR-1 




5811890 

Servo card 10SR-1 




1615367 

Servo card 10SR-1 


A-A2C2 

1 

2437374 

adapter A card 10SR 


F-A1B2 

1 

2439875 

Access Control card 


F-A1E5 

1 

1615509 

cable 


F-A1A3 

1 

8636632 

cable 


Drive B 
G-W1B1 

34 

2439838 

Data channel card 


GA1C2 

27 

1615631 

Data Converter card 




1615632 

Data Converter card 




1615339 

Data Converter card 


GHDA 

13 

1615600 

Head Disk asm 10SR 


G-A1E2 

10 

1615508 

cable 


GA1D2 

1 

5811834 

Servo card 10SR 




5811890 

Servo card 10SR 




1615367 

Servo card 10SR 


A-A2D2 

1 

2437374 

adapter B card 10SR 


G-A1B2 

1 

2439875 

Access Control card 


GA1E5 

1 

1615509 

cable 


GA1A3 

1 

8636632 

cable 


Drive C 
F-W1B1 

34 

2439838 

Data channel card 


F-A1C2 

27 

1615631 

Data Converter card 




1615632 

Data Converter card 




1615639 

Data Converter card 


F-HDA 

13 

1615600 

Head Disk asm 10SR 


F-A1E2 

10 

1615508 

cable 


F-A1D2 

1 

5811834 

Servo card 10SR-1 




5811890 

Servo card 10SR-1 




1615367 

Servo card 10SR-1 


A-A2C4 

1 

2437374 

adapter C card 10SR 


F-A1B2 

1 

2439875 

Access Control card 


F-A1E5 

1 

1615509 

cable 


SERVICE COMMENTS 

Permanent error occurred. 


■’HDA” - Head/Disk Asm 

Drive A F-XXXX card 
locations are actually 
1 F-XXXX. 


Drive B G-X.XXX card 
locations are actually 
1G-XXXX. 


Drive C F-XXXX card 
locations are actually 
2F-XXXX. 


Drive D G-XXXX card 
locations are actually 
2G-XXXX. 
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% 


P/N 


FRU DESCRIPTiON 


SERVICE COMMENTS 


SRC 


FRU 


1A70 


Drive A 


FA1B2 

F-A1D2 


A-A2C2 

A-A2E2 

FA1C2 


F-A1A4 

F-A1A5 

F-A1A3 

F-VCM 

F-A1E5 

Channel 

A-A2J2 


F-HDA 
Media 
Drive B 
GA1B2 
G*A1D2 


A-A2D2 

A-A2E2 

G-A1C2 


G-A1A4 

GA1A5 

G-A1A3 

G-VCM 

G-A1E5 

Channel 

A-A2J2 


G-HDA 


27 

2439875 

Access Control card 

19 

5811834 

Servo card IOSR-1 


5811890 

Servo card IOSR-1 


1615367 

Servo card IOSR-1 

18 

2437374 

adapter A card 10SR 

14 

2462228 

Data stor adapter 1 cd 

10 

1615631 

Data Converter card 


1615632 

Data Converter card 


1615639 

Data Converter card 

1 

8636632 

cable 

1 

1615662 

Terminator card 

1 

8636632 

cable 

1 

5811836 

VCM Drive assembly 

1 

1 

1 

1615509 

cable 

4237136 

Data stor Ctrl card 


2597763 

Data stor Ctrl card 


2597727 

DS Pass-Thru card 

1 

1 

1615600 

Head Disk asm 10SR 

27 

2439875 

Access Control cnrd 

19 

5811834 

Servo card 10SR 


5811890 

Servo card 10SR 


1615367 

Servo card 10SR 

18 

2437374 

adapter B card 10SR 

14 

2462228 

Data stor adapter 1 cd 

10 

1615631 

Data Converter card 


1615632 

Data Converter card 


1615339 

Data Converter card 

1 

8636632 

cable 

1 

1615662 

Terminator card 

1 

8636632 

cable 

1 

5811836 

VCM Drive assembly 

1 

1 

1 

1615509 

cable 

4237136 

Data stor Ctrl card 


2597763 

Data stor Ctrl card 


2597727 

DS Pass-Thru card 

1 

1615600 

Head Disk asm 10SR 


BI6 


Permanent error occurred. 
Corrective Action: 

Reseat cards and cables. 
Run Analysis {MIM 01-730) 
to check for bad sector ID 
or bad data written on the 
HDA. 


"VCM" - VCM Driver Asm 
Drive A F-XXXX card 
locations are actually 
1 F-XXXX. 

"HDA" - Head/Disk Asm 
"Media" - Bad data 
Drives G-XXXX card 
locations are actually 
1 G-XXXX. 


Drive C F-XXXX card 
locations are actually 
-F-XXXX. 












SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

1A71 

Drive A 




Permanent error occurred. 


F-A1C2 

34 

1616631 

Data Converter card 

Corrective Action: 




1615632 

Data Converter card 

Reseat cards and cables. 

Run Analysis |MIM 01 -730) 




1615639 

Data Converter card 

to check for bad sector ID 


A-A2C2 

16 

2437374 

adapter A card 10SR 

or bud data written on the 


F-A1B2 

16 

2439875 

Access Control card 

HDA. 


A-A2E2 

8 

2462228 

Data stor adapter 1 cd 



F-W1B1 

1 

2439838 

Data channel card 

"HDA " - Head/Disk Asm 


F-A1D2 

1 

5811834 

Servo card lOSR-l 

D ive A F-XXXX card 




5811890 

Servo card 10SR-1 

I'. cations aro actually 




1615367 

Servo card 10SR-1 

1F-<XX.X. 


F-A1A5 

1 

1615662 

Terminator card 



F-HDA 

1 

1615600 

Head Disk asm 10SR 

"Media" - Bad data 


F-A1A3 

1 

8636632 

cable 

Drive B G-XXXX card 


F-A1A4 

1 

8636632 

cable 

iocationo are actually 


F-A1A5 

1 

1615662 

Terminator card 

1 G-XXXX. 


F-A1E5 

1 

1615509 

cable 



Channel 

1 





AA2J2 

1 

4237136 

Data stor Ctrl card 





2597763 

Data stor Ctrl card 





2597727 

DS Pass-Thru card 



Media 

1 





Drive B 






G-A1C2 

34 

1615631 

Data Converter card 





1615632 

Data Converter card 





1615339 

Data Converter card 



A-A2D2 

16 

2437374 

adapter B card 10SR 



G-A1B2 

16 

2439875 

Access Control card 

Drive C F-XXXX card 
locations are actually 


A-A2E2 

8 

2462228 

Data stor adapter 1 cd 

2F-XXXX. 


G-W1B1 

1 

2439838 

Data channel card 



G-A1D2 

1 

5811834 

Servo card 10SR 





5811890 

Servo card 10SR 





1615367 

Servo card 10CR 



G-A1A5 

1 

1615662 

Terminator c.d 



G-HDA 

1 

1615600 

Head Disk asm 10SR 



G-A1A3 

1 

8636632 

cable 



G-A1A4 

1 

8636632 

cable 



G-A1A5 

.r" 

1615662 

Terminator card 



G-A1E5 

1 

1615509 

cable 



Channel 

1 





A-A2J2 

1 

4237136 

Data stor Ctrl card 
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SRC 

1A72 


FRU 

% 

P/N 

FRU DESCRIPTION 

Drive A 




F-A1C2 

38 

1615631 

Data Conve ter card 



1615632 

Data Converter card 



1615639 

Data Converter card 

F-A1B2 

17 

2439875 

Access Control card 

F-HDA 

11 

1615600 

Head Disk asm 10SR 

F-A1E2 

10 

1615508 

cable 

F-W1B1 

1 

2439838 

Data channel card 

A-A2C2 

1 

2437374 

adapter A card 10SR 

F-A1A3 

1 

8636632 

cable 

FA1D2 

1 

5811834 

Servo card 10SK-1 



5811890 

Servo card 10SR-1 



1615367 

Servo card 10SR-1 

A-A2E2 

1 

2462228 

Data stor adapter 1 cd 

F-A1E5 

1 

1615509 

cable 

F-A1A5 

1 

1615662 

Terminator card 

F-A1A4 

1 

8636632 

cable 

Media 

1 



Drive B 




G-A1C2 

38 

1615631 

Data Converter card 



1615632 

Data Converter card 



1615339 

Data Converter card 

G*A1E)2 

17 

2439875 

Access Control card 

G-HDA 

11 

1615600 

Head Disk asm 10SR 

GA1E2 

10 

1615508 

cable 

G-W1B1 

1 

2439838 

Data channel card 

A A2D2 

1 

2437374 

adapter B card 10SR 

G-A1A3 

1 

8636632 

cable 

G-A1D2 

1 

5811834 

Servo card 10SR 



5811890 

Servo card 10SR 



1615367 

Servo cnrd 10SR 

A-A2E2 

1 

2462228 

Data stor adapter 1 cd 

G-A1E5 

1 

1615509 

cable 

G-A1A5 

1 

1615662 

Terminator card 

G-A1A4 

1 

8636632 

cable 

Media 

1 



Drive C 




F-A1C2 

38 

161563. 

Data Converter card 



1615632 

Data Converter card 



1615639 

Data Converter card 

F-A1B2 

17 

2439875 

Access Control card 


SERVICE COMME NTS 

Permanent error occurred. 
Corrective Action; 

Reseat cards and cables. 

Run Analysis (MIM 01 -730) 
to check for bad sector ID 
or bad data written on the 
HDA. 

"HDA" - Head/Disk Asm 
Drive A T-XXXX card 
locations are actually 
1F-XXXX. 

"Media” - Bad data 
Drive B G-XXXX card 
locations aie actually 
1 G-XXXX. 


Drive C P-XXXX card 
locations are actually 
2F-XXXX. 
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SRC 

1A73 



% 

P/N 

FRU DESCRIPTION 

SERVICE CO 1MENTS 

Drive A 




Permanent error occurred. 

F-A1C2 

28 

1615631 

Data Converter card 

Corrective Action: 



1615632 

Data Converter card 

Run Analysis (MIM 01 -730) 
to check for bad sector ID 



1G15639 

Data Converter card 

or bad data written on the 

FA1B2 

24 

2439875 

Access Control card 

HDA. 

A A2C2 

16 

2437374 

adapter A card 10SR 

Drive A F-XXXX card 

AA2E2 

7 

2462223 

Data stor adapter 1 cd 

locations are actually 

F-A1D2 

7 

5811834 

Servo card 10SR-1 

1 F-XXXX. 

"HDA" - Head/Disk Asm 



5811890 

Servo card 10SR-1 




1615367 

Servo card lOSR-l 


F-A1A3 

1 

8636632 

cable 

"VCM” - VCM Driver Asm 

F-A1A4 

1 

8636632 

cable 


FA1A5 

1 

1615662 

Terminator card 

"Media" - Bad data 

Drive B G-XXXX card 

F-HDA 

1 

1615600 

Head Disk asm 10SR 

locations are actually 

F-W1B1 

1 

2439838 

Data channel card 

1 G-XXXX. 

F-A1E2 

1 

1615508 

cable 


F-VCM 

1 

5811836 

VCM Drive assembly 


F-A1E5 

1 

16151509 

cable 


Media 

1 




Drive B 





G-A1C2 I 

28 

1615631 

Data Converter card 




1615632 

Data Converter card 




1615339 

Data Converter card 


G A1B2 

24 

2439875 

Access Control card 


A-A2D2 

16 

2437374 

adapter B card 10SR 


A-A2E2 

7 

2462228 

Data stor adapter 1 cd 

Drive C F-XXXX card 

G-A1D2 

7 

5811834 

Sef'vo card 10SR 

locations are actually 



5811890 

Servo card 10SR 

2F-XXXX. 



1615367 

Servo card 10SR 


G A1A3 

1 

8636632 

cable 


a-A1A4 

1 

8636632 

cable 


G-A1A5 

1 

1615662 

Terminator card 


GHDA 

1 

1615600 

Head Disk asm 10SR 


GW1B1 

1 

2439838 

Data channel card 


GA1E2 

1 

1615508 

cable 


G VCM 

1 

5811836 

VCM Drive assembly 


GA1E5 

1 

1615509 

cable 


Media 

1 




Drive C 





F-A1C2 

28 

1615631 

C'ata Converter card 




1615632 

Data Converter card 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

1A7F 





1A90 

A-A2F2 

57 

2462228 

Data stor adapter 1 cd 


Channel 

42 




A-A2J2 

1 

4237136 

Data stor Ctrl card 




2597763 

Data stor Ctrl card 




2597727 

DS Pass-Thru card 

1A91 

Drive A 
A-A2E2 

59 

2462228 

Data stor adapter 1 cd 


Channel 

38 




A-A2C2 

1 

2437374 

adapter A card 10SR 


A-A2J2 

1 

4237136 

Data stor ctr! card 




2597763 

Data stor Ctrl card 




2597727 

DS Pass-Thru card 


Drive B 
A-A2E2 

59 

2462228 

Data stor adapter 1 cd 


Channel 

38 




A-A2D2 

1 

2437374 

adapter B card 10SR 


A A2J2 

1 

4237136 

Data stor c:trl card 




2597763 

Data stor Ctrl card 




2597727 

DS Pass-Tiru card 


Drive C 
A-A2E2 

59 

2462228 

Data stor adapter 1 cd 


Channel 

38 




A-A2C4 

1 

2437374 

adapter C card 10SR 


A-A2J2 

1 

4237136 

Data stor Ctrl card 




2597763 

Data stor Ctrl card 




2597727 

DS Pass-Thru card 


Drive D 
A-A2E2 

59 

2462228 

Data stor adapter 1 cd 


Channel 

38 




A-A2D4 

1 

2437374 

adapter D card 10SR 


A-A2J2 

1 

4237136 

Data stor Ctrl card 




2597763 

Data stor Ctrl card 




2597727 

DS Pass-Thru card 


SERVICE COMMENTS 

Go to MAP 9700, A. 
Permanent enor occurred. 
Unable to determine FRU. 
Attempt to recreate error, 
or use other GBC codes. 


Temporary error occurred. 


Temporary error occurred. 


C02 


215 

















SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

1A93 

Drive A 




Temporary error occurred. 


A-A2E2 

59 

2462228 

Data stoi adapter 1 cd 



A-A2C2 

38 

2437374 

adapter A card 10SR 



Channel 

1 





A-A2J2 

1 

4237136 

Data stor Ctrl card 





2597763 

Data stor Ctrl card 





2597727 

DS Pass-Thru card 



Drive B 






A-A2E2 

59 

2462228 

Data stor adapter 1 cd 



A-A2D2 

38 

2437374 

adapter B card 10SR 



Channel 

1 





A-A2J2 

1 

4237136 

Data stor Ctrl card 





2597763 

Data stor Ctrl card 





2597727 

DS Pass-Thru card 



Drive C 






A-A2E2 

59 

2462228 

Data stor adapter 1 cd 



A-A2C4 

38 

2437374 

adapter C card 10SR 



Channel 

1 





A'A2J2 

1 

4237136 

Data stor Ctrl card 





2597763 

Data stor Ctrl card 





2597727 

DS Pass-Thru card 



Drive D 






A-A2E2 

59 

2462228 

Data stor adapter 1 cd 



A-A2D4 

38 

2437374 

adapter D card 10SR 



Channel 

1 





A-A2J2 

1 

4237136 

Data stor Ctrl card 





2597763 

Data stor Ctrl card 





2597727 

DS Pass-Thru r*jrd 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

1A94 

Drive A 
A-A2E2 

56 

2462228 

Data stor adapter 1 cd 


A-A2C2 

39 

2437374 

adapter A card 10SR 


Channel 

1 




A-A2J2 

1 

4237136 

Data stor Ctrl card 




2597763 

Data stor Ctrl card 




2597727 

DS Pass-Thru card 


F-A1C2 

1 

1615631 

Data Converter card 




1615632 

Data Converter card 




1615639 

Data Converter card 


F-A1A3 

1 

8636632 

cable 


Drive B 
A-A2E2 

56 

24G2228 

Data stor adapter 1 cd 


A-A2D2 

39 

2437374 

adapter B card 10SR 


Channel 

1 




A-A2J2 

1 

4237136 

Data stor Ctrl card 




2597763 

Data stor Ctrl card 




2597727 

DS Pass-Thru card 


G-A1C2 

1 

1615631 

Data Converter card 




1615632 

Data Converter card 




1615339 

Data Converter card 


G-A1A3 
Drive C 

1 

8636632 

cable 


A A2E2 

56 

2462228 

Data stor adapter 1 cd 


A-A2C4 

39 

2437374 

adapter C card 10SR 


Channel 

1 




A-A2J/2 

1 

4237136 

Data stor Ctrl card 


j 


2597763 

Data stor Ctrl card 


I 


2597727 

DS Pass-Thru card 


F-A1C2 

1 

1615631 

Data Converter card 




1615632 

Data Converter card 




1615639 

Data Converter card 


F-A1A3 

1 

8636632 

cable 


Drive D 
A-A2E2 

56 

2462228 

Data stor adapter 1 cd 


A-A2D4 

39 

2437374 

adapter D card 10SR 


Channel 

1 




A-A2J2 

1 

4237136 

Data stor Ctrl card 




2597763 

Data stor Ctrl card 




2597727 

DS Pass-Thru card 


G-A1C2 

1 

1815631 

Data Converter card 


SERVICE COMMENTS 

Temporary error occurred. 


Drive A F-XXXX card 
locations are actually 
1 F-XXXX. 

Drive B G-XXXX card 
locations are actually 
1G-XXXX. 


Drive C F-XXXX card 
locations are actually 
2F-XXXX. 


Drive D G-XXXX card 
locations are actually 
2G-XXXX. 
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% 


P/N 


FRU DESCRIPTION 


SRC 


FRU 


SERVICE COMMENTS 


1A95 

Drive A 




Temporary error occurred. 


A-A2E2 

4G 

2462228 

Data stor adapter 1 cd 



A-A2C2 

42 

2437374 

adapter A card 10SR 

Error was one of the 


A-A2J2 

10 

4237136 

Data stor Ctrl card 

* Cycle Steal Address 




2597763 

Data stor Ctrl card 

Check 




2597727 

DS Pass-Thru card 

* Command Parity Check 






* Cycle Steal Parity 


Drive B 




Check 


A-A2E2 

48 

2462228 

Data stor adapter 1 cd 

uoM Butter write unecK 

* Interface Time-out 


A-A2D2 

42 

2437374 

adapter B card 10SR 

* DSA Data Bus Parity 


A-A2J2 

10 

4237136 

Data stor Ctrl card 

Check 




2597763 

Data stor Ctrl card 

* Data Cycle Underrun 




2597727 

DS Pass-Thru card 

Check 

* Data Cycle Overrun 






Check 


Drive C 




* Command Cycle Parity 


A-A2E2 

48 

2462228 

Data stor adapter 1 cd 

Check 


A-A2C4 

42 

2437374 

adapter C card 10SR 

See MIM 97-508 for 


A-A2J2 

10 

4237136 

Data stor Ctrl card 

additional information on 
these errors. 




2597763 

Data stor Ctrl card 





2597727 

DS Pass-Thru card 



Drive D 






A-A2E2 

48 

2462228 

Data stor adapter 1 cd 



A-A2D4 

42 

2437374 

adapter D card 10SR 



A-A2J2 

10 

4237136 

Data stor Ctrl card 





2597763 

Data stor Ctrl card 





2597727 

DS Pass-Thru card 
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SRC 

1A96 


FRU 

% 

P/N 

Drive A 



1F-A1B2 

34 

1615583 

A-A2C2 

22 

2437374 

1F-A1A4 

16 

8636632 

1F-A1A5 

16 

1615662 

1F-A1C2 

5 

1615631 

1F-A1A3 

4 

1615631 

1615339 

8636632 

A-A2E2 

1 

2462228 

Drive B 



1G-A1B2 

34 

1615583 

A-A2D2 

22 

2437374 

1G-A1A4 

16 

8636632 

1G-A1A5 

16 

1615662 

1G-A1C2 

5 

1615631 

1G-A1A3 

4 

1615632 

1615339 

8636632 

A-A2E2 

1 

2462228 

Drive C 
2F-A1B2 

34 

1615583 

A-A2C4 

22 

2437374 

2F-A1A4 

16 

8636632 

2F-A1A5 

16 

1615662 

2F-A1C2 

5 

1615631 

’ 


1615632 

2F-A1A3 

4 

1615339 

8636632 

A-A2E2 

1 

2462228 

Drive D 
2G-A1B2 

34 

1615583 

A-A2D4 

22 

2437374 

2G-A1A4 

16 

8636632 

2G-A1A5 

16 

1615662 

2G-A1C2 

5 

1615631 

2G A1A3 

4 

1615632 

1615339 

8636632 

A-A2E2 

1 

2462228 


FRU DESCRIPTION 


Access Control card 
adapter A card 10SR 
cable 

Terminator card 
Data Converter card 
Data Converter card 
Data Converter card 
cable 

Data stor adapter 1 cd 


Access Control card 
adapter B card 10SR 
cable 

Terminator card 
Data Converter card 
Data Converter card 
Data Converter card 
cable 

Data stor adapter 1 cd 

Access Control card 
adapter C card 10SR 
cable 

Terminator card 
Data Converter card 
Data Converter card 
Data Converter card 
cable 

Data stor adapter 1 cd 

Access Control card 
adapter D card 10SR 
cable 

Terminator card 
Data Converter card 
Data Converter card 
Data Converter card 
cable 

Data stor adapter 1 cd 


SERVICE COMMENTS 

Temporary error occurred. 

Error was one of the 
following: 

* Data Overrun Check 

* Command Error 

* Command Reject 

* Device Busy 

* Disk Not Ready 

* Cable Continuity Error 

* Disk Access Time-out 

* No Control Sample 
Received 

* Disk Sense Parity Check 

* Disk Interrupt Check 

* Servo Interrupt 
- Guard band 2 

See MIM 97-508/97-518 for 
additional information on 
these errors. 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

1A97 

Drive A 
1F-A1C2 

46 

1615631 

Data Converter card 

Temporary error occurred. 

Error was one of the 
following: 

* Data Unsafe 




1615631 

Data Converter card 




1615339 

Data Converter card 


A-A2C2 

21 

2437374 

adapter A card 10SR 

• Write and servo off 


1F-A1A3 

21 

8636632 

cable 

track 


1F-A1B2 

12 

1615583 

Access Control card 

- Write active and not 


1F-A1D2 

1 

5811834 

Servo card 10SR 

in data field 
- Write and read both 




5811890 

Servo card 10SR 

active 




1615367 

Servo card 10SR 

- Write active and 

AE select error 

- Wfito active and 


Drive B 
1G-A1C2 

46 

1615631 

Data Converter card 

AE Unsafe 

(See MIM 97-518) 




1615632 

Data Converter card 




1615339 

Data Converter card 



A-A2D2 

21 

2437374 

adapter B card 10SR 



1G-A1A3 

21 

8636632 

cable 



1G-A1B2 

12 

1615583 

Access Control card 



1G-A1D2 

1 

5811834 

Servo card 10SR 





5811890 

Servo card 10SR 





1615367 

Servo card 10SR 



Drive C 
2F-A1C2 

46 

1615631 

Data Converter card 





1615632 

Data Converter card 





1615339 

Data Converter card 



A A2C4 

21 

2437374 

adapter C card 10SR 



2F-A1A3 

21 

8636632 

cable 



2F-A1B2 

12 

1615583 

Access Control card 



2F-A1D2 

1 

5811834 

Servo card 10SR 





5811890 

Servo card 10SR 





1615367 

Servo card 10SR 



Drive D 
2G-A1C2 

46 

1615631 

Data Converter card 





1615632 

Data Converter card 





1615339 

Data Converter card 



A-A2D4 

21 

2437374 

adapter D card 10SR 



2G-A1A3 

21 

8636632 

cable 



2G-A1B2 

12 

1615583 

Access Control card 



2G-A1D2 

1 

5811834 

Servo card 10SR 





5811890 

Servo card 10SR 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

1A99 

Drive A 
1F-A1B2 

30 

1615583 

Access Control card 

Temporary error occurred. 

Error detected was: 

• Unseated card or cable 


1F-A1C2 

27 

1615631 

Data Converter card 




1615631 

Data Converter card 




1615339 

Data Converter card 

Corrective Action: 


1F-A1D2 

5 

5811834 

Servo card 10SR 

Reseat all 10SR CSA cards 




5811890 

Servo card 10SR 

and cables. 


1F-A1E2 


1615367 

Servo card 10SR 

■'HDA'' - Head/Disk Asm 


5 

1615508 

cable 


1F-A1E5 

5 

1615509 

cable 



1F-W1B1 

5 

2439838 

Data channel card 



1F-HDA 

5 

1615600 

Head Disk asm 10SR 



A-A2C2 

1 

2437374 

adapter A card 10SR 



A-A2E2 

1 

2462228 

Data stor adapter 1 cd 



Drive B 
1G-A1B2 

30 

1615583 

Access Control card 



1G-A1C2 

27 

1615631 

Data Converter card 





1615632 

Data Converter card 





1615339 

Data Converter card 



1G-A1D2 

5 

5811834 

Servo card 10SR 





5811890 

Servo card 10SR 





1615367 

Servo card 10SR 



1G-A1E2 

5 

1615508 

cable 



1G-A1E5 

5 

1615509 

cable 



1G-W1B1 

5 

2439838 

Data channel card 



1G-HDA 

5 

1615600 

Head Disk asm 10SR 



A-A2D2 

1 

2437374 

adapter B card 10SR 



A-A2E2 

1 

2462228 

Data stor adapter 1 cd 



Drive C 
2F-A1B2 

30 

1615583 

Access Control card 



2F-A1C2 

27 

1615631 

Data Converter card 





1615632 

Data Converter card 





1615339 

Data Converter card 



2F-A1D2 

5 

5811834 

Servo card 10SR 





5811890 

Servo card 10SR 





1615367 

Servo card 10SR 



2F-A1E2 

5 

1615508 

cable 



2F-A1E5 

5 

1615509 

cable 



2F-W1B1 

5 

2439838 

Data channel card 



2F-HDA 

5 

1615600 

Head Disk asm 10SR 



A-A2C4 

1 

2437374 

adapter C card 10SR 
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SRC 

FRU 

% 

P/N 

r* — * 

FRU DESCRIPTION 

- - 

SERVICE COMMENTS 

1A9A 

Drive A 
1F-A1C2 

43 

1615631 

Data Converter card 

Temporary error occurreo. 

Error was one of the 
following: 

* Data Unsafe 




1615631 

Data Converter card 




1615339 

Data Converter card 


1F-A1B2 

42 

1615583 

Access Control card 

- Write and not ready 


1F-A1D2 

1 

5811834 

Servo card 10SR 

both active 




5811890 

Servo card 10SR 

- Write not active and 


1F-A1E2 


1615367 

Servo card 10SR 

AE unsafe with an 

AE selected 


1 

1615508 

cable 


1F-A1E5 

1 

1615509 

cable 

• Servo Interrupt 


1F-W1B1 

1 

2439838 

Data channel card 

- (Not) Power Good 


1F-HDA 

Drive B 

1 

1615600 

Head Disk asm 10SR 

- Disk speed / VCO check 

(See MIM 97-518) 


1G-A1C2 

43 

1615631 

Data Converter card 





1615632 

Data Converter card 





1615339 

Data Converter card 



1G-A1B2 

42 

1615583 

Access Control card 



1G-A1D2 

1 

5311834 

Servo card 10SR 





5811890 

Servo card 10SR 





1615367 

Servo card 10SR 



1G-A1E2 

1 

1615508 

cable 



1G-A1E5 

1 

1615509 

cable 



1G-W1B1 

1 

2439838 

Data channel card 



1G-HDA 

1 

1615600 

Head Disk asm 10SR 



Drive C 
2F-A1C2 

43 

1615631 

Data Converter card 





1615632 

Data Converter card 





1615339 

Data Converter card 



2F-A1B2 

42 

1615583 

Access Control card 



2F-A1D2 

1 

5811834 

Servo card 10SR 





5811890 

Servo card 10SR 





1615367 

Servo card 10SR 



2F-A1E2 

1 

1615508 

cable 



2F-A1E5 

1 

1615509 

cable 



2F-W1B1 

1 

2439838 

Data channel card 



2F-HDA 

1 

1615600 

Head Disk asm 10SR 



Drive D 
2G-A1C2 

43 

1615631 

Data Converter card 





1615632 

Data Converter card 





1615339 

Data Converter card 
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SRC 

1A9b 


FRU 

% 

P/N 

FRU DESCRIPTION 

Drive A 
1F-A1D2 

34 

5811834 

Servo card 10SR 



5811890 

Servo card 10SR 



1615367 

Servo card 10SR 

1F-A1B2 

28 

1615583 

Access Control card 

1F-A1C2 

26 

1615631 

Data Converter card 



1615631 

Data Converter card 



1615339 

Data Converter card 

1F-W1B1 

1 

2439838 

Data channel card 

1F-A1E5 

1 

1615509 

cable 

1F-HDA 

1 

1615600 

Head Disk asm 10SR 

1F-VCM 

1 

5811836 

VCM Drive assembly 

Drive B 
1G-A1D2 

34 

5811834 

Servo card 10SR 



5811890 

Servo card 10SR 



1615367 

Servo card 10SR 

1G-A1B2 

28 

1615583 

Access Control card 

1G-A1C2 

26 

1615631 

Data Converter card 



1615632 

Data Converter card 



1615339 

Data Converter card 

1G-W1B1 

1 

2439838 

Data channel card 

1G-A1E5 

1 

1615509 

cable 

1G-HDA 

1 

1615600 

Head Disk asm 10SR 

1G-VCM 
Drive C 

1 

5811836 

VCM Drive assembly 

2F-A1D2 

34 

5811834 

Servo card 10SR 



5811890 

Servo card 10SR 



1615367 

Servo card 10SR 

2F-A1B2 

28 

1615583 

Access Control card 

2F-A1C2 

26 

1615631 

Data Converter card 



1615632 

Data Converter card 



1615339 

Data Converter card 

2F-W1B1 

1 

2439833 

Data channel card 

2F-A1E5 

1 

1615509 

cable 

2F-HDA 

1 

1615600 

Head Disk asm 10SR 

2F-VCM 

1 

5811836 

VCM Drive assembly 

Drive D 
2G-A1D2 

34 

5811834 

Servo card 10SR 



5811890 

Servo card 10SR 



1615367 

Servo card 10SR 

2G-A1B2 

28 

_ 

1615583 

Access Control card 


SERVICE COMMENTS 

Temporary error occurred. 

Error was one of the 
followiruj: 

* Sector Check 

* Disk Write Data Check 

* Servo Interrupt 

- Servo off track 

- Unexpected guard bano 

- Seek time-out 

- PLO out of sync 

See MIM 97-508/97-518 for 
additional information on 
these errors. 

"HDA" - Head/Disk Asm 
"VCM" - VCM Driver Asm 
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% 


P/N 


FRU DESCRIPTION 


SRC 


FRU 


SERVICE COMMENTS 


1A9C 

Drive A 
1F-A1C2 

45 

1615631 

Data Converter card 

Temporary error occurred. 

Error was one of the 
following; 

* D(sk Format Check 




1615631 

Data Converter card 




1615339 

Data Converter card 


1F-HDA 

16 

1615600 

Head Disk asm 10SR 

* Data Unsafe 


1F-A1E2 

15 

1615508 

cable 

- AE unsafe without 


1F-A1A3 

12 

8636632 

cable 

an AE selected 


AA2C2 

1 

2437374 

adapter A card 10SR 

See MIM 97-508/97-518 for 
additional information on 


1F-A1B2 

1 

1615583 

Access Control card 

these errors. 


1F-W1B1 

1 

2439838 

Data channel card 



Drive B 
1G-A1C2 

45 

1615631 

Data Converter card 

"HDA" - Head/disk Asm 




1615632 

Data Converter card 





1615339 

Data Converter card 



1G-HDA 

16 

1615600 

Head Disk asm 10SR 



1G-A1E2 

15 

1615508 

cable 



1G-A1A3 

12 

8636632 

cable 



A-A2D2 

1 

2437374 

adapter B card 10SR 



1G-A1B2 

1 

1615583 

Access Control card 



1C MB'! 

1 

2439838 

Data channel card 



Dr ^ 

2FA>o2 

45 

1615631 

Data Converter card 





1615632 

Data Converter card 





1615339 

Data Converter card 



2F-HDA 

16 

1615600 

Head Disk asm 10SR 



2F-A1E2 

15 

1615508 

cable 



2F-A1A3 

12 

8636632 

cable 



A-A2C4 

1 

2437374 

adapter C card 10SR 



2F-A1B2 

1 

1615583 

Access Control card 



2F-W1B1 

1 

2439838 

Data channel card 



Drive D 
2G-A1C2 

45 

1615631 

Data Converter card 





1615632 

Data Converter card 





1615339 

Data Converter card 



2GHDA 

16 

1615600 

Head Disk asm 10SR 



2G-A1E2 

15 

1615508 

cable 



2G-A1A3 

12 

8636632 

cable 



AA2D4 

1 

2437374 

adapter D card 10SR 



2G-A1B2 

1 

1615583 

Access Control card 



2G-W1B1 

1 

2439838 

Data channel card 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

1A9F 

Drive A 




Temporary error occurred. 


Media 

30 





1F-A1C2 

20 

1615631 

Data Converter card 

Error was one of the 




1615631 

Data Converter card 

• Sync Not Found Check 




1615339 

Data Converter card 

• CRC/ECC Check 


1F-A1B2 

10 

1615583 

Access Control card 

• No Record Found Check 


1F-HDA 

1 

1615600 

Head Disk asm 10SR 



1F-A1E2 

1 

1615508 

cable 

See MlM 97-508 for 


1F-W1B1 

1 

2439838 

Data channel card 

additional information on 


AA2C2 

1 

2437374 

adapter A card 10SR 

these errors. 


1F-A1D2 

1 

5811834 

Servo card 10SR 





5811890 

Servo card 10SR 

”HDA" - Head/Olsk Asm 




1615367 

Servo card 10SR 

"Media " - Bad data 


IF-A1A3 

1 

8636632 

cable 

Corrective Action; 






Run Analysis (MIM 01 -73^) 


Drive B 




to check for bad sector ID 


Media 

30 



or bad data written on the 


1G-A1C2 

20 

1615631 

Data Convertor card 

HDA 




1615632 

Data Converter card 





1615339 

Data Converter card 



1G-A1B2 

10 

1615583 

Access Control card 



1G-HDA 

1 

1615600 

Head Disk asm 10SR 



1G-A1E2 

1 

1615508 

cable 



1G-W1B1 

1 

2439838 

Data channel card 



A-A2D2 

1 

2437374 

adapter B card 10SR 



1G-A1D2 

1 

5811834 

Servo card 10SR 





5811890 

Servo card 10SR 





1615367 

Servo card 10SR 



1G-A1A3 

1 

8636632 

cable 



Drive C 






Media 

30 





2F-A1C2 

20 

1615631 

Data Converter card 





1615632 

Data Converter card 





1615339 

Data Converter card 



2F-A1B2 

10 

1615583 

Access Control card 



2F-HDA 

1 

1615600 

Head Disk asm 10SR 



2F-A1E2 

1 

1615508 

cable 



2F-W1B1 

1 

2439838 

Data channel card 



A-A2C4 

1 

2437374 

adapter C card 10SR 



2F-A1D2 

1 

5811834 

Servo card 10SR 





5811890 

Servo card 10SR 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTIOrsI 

SERVICE COMMENTS 

1AA0 

Drive A 




Temporary error occurred 


A-A2E2 

56 

2462228 

Data stor adapter 1 cd 

Drive A F-XXXX card 


A-A2C2 

43 

2437374 

adapter A card 10SR 

locations are actually 

1 F-XXXX 

Drive B G-XXXX card 


Drive B 




locations are actually 


A-A2E2 

56 

2462228 

Data stor adapter 1 cd 

IG-XXXX. 


A-A2D2 
Drive C 

43 

2437374 

adapter B card 10SR 

Drive C F-XXXX card 
locations are actually 

2F-XXXX, 

Drive D G-XXXX card 


AA2E2 

56 

2462228 

Data stor adapter 1 cd 


A-A2C4 

43 

2437374 

adapter C card 10SR 

locations aie actually 


Drive D 
A-A2E2 

56 

2462228 

Data stor adapter cd 

2G-XXXX 


A-A2D4 

43 

2437374 

adapter D card 10SF1 


1AA1 

A-A2E2 


2462228 

Data stor adapter 1 cd 

Temporary error occurred. 

1AA2 

Drive A 
A-A2E2 

49 

2462228 

Data stor adapter 1 cd 

Temporary error occurred. 


A-A2C2 

F-A1B2 

37 

10 

2437374 

2439875 

adapter A card 10SR 
Access Control card 

Drive A F-XXXX card 
locations are actually 

1 F-XXXX. 


F-A1A3 

1 

8636632 

cable 

Drive B G-XXXX card 


Drive B 




locations are actually 


A-A2E2 

49 

2462228 

Data stor adapter 1 cd 

IG-XXXX. 


A-A2D2 

37 

2437374 

adapter B card 10SR 



G-A1B2 

10 

2439875 

Access Control card 

Drive C F-XXXX card 


G-A1A3 

1 

8636632 

cable 

locations are actually 


Drive C 
A-A2E2 

49 

2462228 

Data stor adapter 1 cd 

2F-XXXX. 


A-A2C4 

37 

2437374 

adapter C card 10SR 

Drive D G-X.XXX card 


F-A1B2 

10 

2439875 

Access Control card 

locations are actually 


F-A1A3 
Drive D 

1 

8636632 

cable 

2G-XXXX. 


A-A2E2 

49 

2462228 

Data stor adapter 1 cd 



A-A2D4 

37 

2437374 

adapter D card 10SR 



G-A1B2 

10 

2439875 

Access Control card 



G-A1A3 

1 

8636632 

cable 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

1AA4 

Drive A 
AA2E2 

60 

2462228 

Data stor adapter 1 cd 

Temporary error occurred. 


A-A2C2 

32 

2437374 

adapter A card 10SR 

Drive A F-XXXX card 


F-A1C2 

1 

1615631 

Data Converter card 

locations are actually 




1615632 

Data Converter card 

1 F-XXXX. 




1615639 

Data Converter card 



F-A1A3 

1 

8636632 

cable 

Drive B G-XXXX card 


Channel 

1 



locations are actually 

1G-XXXX. 


F-A1B2 
Drive B 

1 

2439875 

Access Control card 



A-A2E2 

60 

2462228 

Data stor adapter 1 cd 



A-A2D2 

32 

2437374 

adapter B card 10SR 

Drive C F-XXXX card 
locations are actually 


G-A1C2 

1 

1615631 

Data Converter card 




1615632 

Data Converter card 

2F-XXXX. 




1615339 

Data Converter card 



G-A1A3 

1 

8636632 

cable 



Channel 

1 





G-A1B2 

1 

2439875 

Access Control card 

Drive D G-XXXX card 


Drive C 




locations are actually 


A-A2E2 

60 

2462228 

Data stor adapter 1 cd 

2G XXXX. 


A-A2C4 

32 

2437374 

adapter C card 10SR 



F-A1C2 

1 

1615631 

Data Converter card 





1615632 

Data Converter card 





1615639 

Data Converter card 



F-A1A3 

1 

8636632 

cable 



Channel 

1 





F-A1B2 

1 

2439875 

Access Control card 



Drive D 
A-A2E2 

60 

2462228 

Data stor adapter 1 cd 



A-A2D4 

32 

2437374 

adapter D card 10SR 



G-A1C2 

1 

1615631 

Data Converter card 





1615632 

Data Converter card 





1615339 

Data Converter card 



G-A1A3 

1 

8636632 

cable 



Channel 

1 





G-A1B2 

1 

2439875 

Access Control card 



C14 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

1AA5 

Drive A 




Temporary error occurred. 


AA2E2 

48 

2462228 

Data stor adapter 1 cd 



A-A2C2 

42 

2437374 

adapter A card 10SR 

Error was one of the 


A-A2J2 

10 

4237136 

Data stor Ctrl card 

• Cycle Steal Address 




259776j 

Data stor Ctrl card 

Check 




2597727 

DS Pass-Thru card 

• Command Parity Check 






• Cycle Steal Parity 


Drive L 




Check 


AA2E2 

48 

2462228 

Data stor adapter 1 cd 

uoM DUTier vvriio unocK 

• Interface Time-out 


AA2D2 

42 

2437374 

adapter B card 10SR 

• DSA Data Bus Parity 


AA2J2 

10 

4237136 

Data stor Ctrl card 

Check 




2597763 

Data stor Ctrl card 

* Data Cycle Underrun 




2597727 

DS Pass-Thru card 

Check 

* Data Cycle Overrun 






Check 


Drive C 




* Command Cycle Parity 


A-A2E2 

48 

2462228 

Data stor adapter 1 cd 

Check 


A-A2C4 

42 

2437374 

adapter C card 10SR 

See MIM 97-508 for 


A-A2J2 

10 

4237136 

Data stor Ctrl card 

additional information on 
these errors. 




2597763 

Data stor Ctrl card 





2597727 

DS Pass-Thru card 



Drive D 






A-A2E2 

48 

2462228 

Data stor adapter 1 cd 



A-A2D4 

42 

2437374 

adapter D card 10SR 



A-A2J2 

10 

4237136 

Data stor Ctrl card 





2597763 

Data stor Ctrl card 




_ 

2597727 

DS Pass-Thru card 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

1AA6 

Drive A 




Temporary error occurred. 


1FA1B2 

34 

649373- 

Access Control card 



A-A2C2 

22 

2437374 

adapter A card 10SR 

Error was one of the 


1F-A1A4 

16 

8636632 

cable 

• Data Overrun Check 


1F-A1A5 

16 

1615662 

Terminator card 

* Command Error 


1F-A1C2 

5 

6493724 

Data Converter card 

• Command Reject 




6493735 

Data Converter card 

* Device Busy 


1F-A1A3 

4 

8636632 

cable 

* Disk Not Ready 

• Cable Continuity Error 


A-A2E2 

1 

2462228 

Data stor adapter 1 cd 

• Disk Access Time-out 






* No Control Sample 


Drive B 




Received 


1G-A1B2 

34 

6493738 

Access Control card 

• Disk Sense Parity Check 


A-A2D2 

22 

2437374 

adapter B card 10SR 

* Disk Interrupt Check 

• Servo Interrupt 


1G-A1A4 

16 

8636632 

cable 

- Guard band 2 


1G-A1A5 

16 

1615662 

Terminator card 

See MIM 97-508/97-518 for 


1G-A1C2 

5 

6493724 

Data Converter card 

additional information on 




6493735 

Data Converter card 

these errors. 


1G-A1A3 

4 

8636632 

cable 



A-A2E2 

1 

2462228 

Data stor adapter 1 cd 



Drive C 






2F-A1B2 

34 

6493738 

Access Control card 



AA2C4 

22 

2437374 

adapter C card 10SR 



2F-A1A4 

16 

8636632 

cable 



2F-A1A5 

16 

1615662 

Terminator card 



2F-A1C2 

5 

6493724 

Data Converter card 





6493735 

Data Converter card 



2F-A1A3 

4 

8636632 

cable 



A-A2E2 

1 

2462228 

Data stor adapter 1 cd 



Drive D 






2G-A1B2 

34 

6493738 

Access Control card 



A-A2D4 

22 

2437374 

adaptor D card 10SR 



2G A1A4 

16 

8636632 

cable 



2G-A1A5 

16 

1615662 

Terminator card 



2G-A1C2 

5 

6493724 

Data Converter card 





6493735 

Data Converter card 



2G-A1A3 

H 

8636632 

cable 



A-A2E2 

n 

2462228 

Data stor adapter 1 cd 
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SRC 

1AA7 


FRU 

% 

P/N 

FRU DESCRIPTION 

Drive A 




1F-A1C2 

46 

6493724 

Data Converter card 



6493735 

Data Convertor card 

A-A2C2 

21 

2437374 

adapter A card 10SR 

1F-A1A3 

21 

8636632 

cable 

1F-A1B2 

12 

6493738 

Access Control card 

1F-A1D2 

1 

6493726 

Servo card 10SR-2 



6493'/:;7 

Servo card 10SR-2 

Drive B 




1G-A1C2 

46 

6493724 

Data Converter card 



6493735 

Data Converter card 

A-A2D2 

21 

2437374 

adapter B card 10SR 

1G-A1A3 

21 

8636632 

cable 

1G-A1B2 

12 

6493738 

Access Control card 

1G-A1D2 

1 

6493726 

Servo card 10SR-2 



6493737 

Servo card 10SR-2 

Drive C 




2F-A1C2 

46 

6493724 

Data Converter card 



6493735 

Data Converter card 

A-A2C4 

21 

2437374 

adapter C card 10SR 

2F-A1A3 

21 

8636632 

cable 

2F-A1B2 

12 

6493738 

Access Control card 

2F-A1D2 

1 

6493726 

Servo card 10SR-2 



6493737 

Servo card 10SR-2 

Drive D 




2G-A1C2 

46 

6493724 

Data Converter card 



6493735 

Data Converter card 

A-A2D4 

21 

2437374 

adapter D card 10SR 

2G-A1A3 

21 

8636632 

cable 

2G-A1B2 

12 

6493738 

Access Control card 

2G-A1D2 

1 

6493726 

Servo card 10SR-2 



6493737 

Servo card 10SR-2 


SERVICE COMMENTS 

Te.-mporary error occurred. 

Error was one of the 
following: 

• Data Unsafe 

- Write and servo off 
track 

- Write active and not 
in data field 

- Write and read both 
active 

- Write active and 
AE select error 

- Write active and 
AF. Unsafe 

(See MIM 97-518) 


230 


CI7 












SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

1AA9 

Drive A 
1F-A1B2 

30 

6493738 

Access Control card 


1FA1C2 

27 

6493724 

Data Converter card 




6493735 

Data Converter card 


1F-A1D2 

5 

6493726 

Servo card 10SR-2 




6493737 

Servo card 10SR-2 


1F-A1E2 

5 

1615508 

cable 


1F-A1E5 

5 

1615509 

cable 


1F-W1B1 

5 

6493732 

Data channel card 


1F-HDA 

5 

6493600 

Head Disk asm 10SR-2 


A-A2C2 

1 

2437374 

adapter A card 10SR 


A-A2E2 

1 

2462228 

Data stor adapter 1 cd 


Drive B 
1G-A1B2 

30 

r>193738 

Access Control card 


1G-A1C2 

27 

6493724 

Data Converter card 




6493735 

Data Converter card 


1G-A1D2 

5 

6493726 

Servo card 10SR-2 




6493737 

Servo card 10SR-2 


1G-A1E2 

5 

1615508 

cable 


1G-A1E5 

5 

1615509 

cable 


1G-W1B1 

5 

6493732 

Data channel card 


1G-HDA 

5 

6493600 

Head Disk asm 10SR-2 


A-A2D2 

1 

2437374 

adapter B card 10SR 


A-A2E2 

1 

2462228 

Data stor adapter 1 cd 


Drive C 
2F-A1B2 

30 

6493738 

Access Control card 


2F-A1C2 

27 

6493724 

Data Converter card 




6493735 

Data Converter card 


2F-A1D2 

5 

6493726 

Servo card 10SR-2 




6493737 

Servo card 10SR-2 


2F-A1E2 

5 

1615508 

cable 


2F-A1E5 

5 

1615509 

cable 


2F-W1B1 

5 

6493732 

Data channel card 


2F-HDA 

5 

6493600 

Head Disk asm 10SR'2 


A-A2C4 

1 

2437374 

adapter C card 10SR 


AA2E2 

1 

2462228 

Data stor adapter 1 cd 


Drive D 
2G-A1B2 

30 

6493738 

Access Control card 


2G-A1C2 

27 

6493724 

Data Converter card 




6493735 

Data Converter card 


2G-A1D2 


6493726 

Servo card 10SF1-2 


SERVICE COMMENTS 

Temporary error occurreri. 

E^ror d< tected was: 

• Unseated card or cable 

Corrective Action: 

Resoat all 10SR CSA card*, 
and cables. 

"HDA' - Head/Disk Asm 
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% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

1AAA 

Drive A 




Temporary error occurred. 


1F-A1C2 1 

43 

6493724 

Data Converter card 



1 

1 

1 


6493735 

Data Converter card 

Error was one of the 


1F-A1B2 

42 

6493738 

Access Control card 

* Data Unsafe 


1F-A1D2 

1 

6493726 

Servo card 10SR-2 

- Write and not ready 


i 


6493737 

Servo card 10SR-2 

both active 


1F-A1E2 

1 

1615508 

cable 

- Write not active and 


1F-A1E5 

1 

1615509 

cable 

AE unsafe with an 


1F-W1B1 

1 

6493732 

Data channel card 

La 

* Servo Interrupt 


1F-HDA 

1 

6493600 

Head Disk asm 10SR-2 

- (Not) Power Good 


Drive B 




- Disk speed / VCO check 


1G-A1C2 

43 

6493724 

Data Converter card 





6493735 

Data Converter card 

(See MIM 97-518) 


1G-A1B2 

42 

6493738 

Access Control card 



1G-A1D2 

1 

6493726 

Servo card 10SR-2 





6493737 

Servo card 10SR-2 



1G-A1E2 

1 

1615508 

cable 



1G-A1E5 

1 

1615509 

cable 



1G-W1B1 

1 

6493732 

Data channel card 



1G-HDA 

1 

6493600 

Head Disk asm 10SR-2 



Drive C 






2F-A1C2 

43 

6493774 

Data Converter card 





649^/35 

Data Converter card 



2F-A1B2 

42 

6493738 

Access Control card 



2F-A1D2 

1 

6493726 

Servo card 10SR-2 





6493737 

Servo card 10SR-2 



2F-A1E2 

1 

1615508 

cable 



2F-A1E5 

1 

1615509 

cable 



2F-W1B1 

1 

6493732 

Data channel card 



2F-HDA 

1 

6493600 

Head Disk asm 1Q>SR-2 



Drive D 






2G-A1C2 

43 

6493724 

Data Converter card 





6493735 

Data Converter card 



2G-A1B2 

42 

6493738 

Access Control card 



2G-A1D2 

1 

6493726 

Servo card 10SR-2 





6493737 

Servo card 10SR-2 



2G-A1E2 

1 

1615508 

cable 



2G-A1E5 

1 

1615509 

cable 



2G-VV1B'; 

1 

6493732 

Data channel card 



2G-HDA 

1 

6493600 

Head Disk asm 10SR-2 
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SHC 

FRU 



FRU DESCRIPTION 

SERVICE COMMENTS 

1AAb 

Drive A 
1F-A1D2 

34 

eWI93726 

Servo card 10SR'2 

Temporary error occurred. 

Error was one of the 
following: 




6493737 

Servo cord 10SR-2 


1F-A1B2 

28 

6493738 

Access Control card 


IF A1C2 

26 

6493724 

Data Converter card 

* Sector Check 




6493735 

Data Converter card 

* Disk Write Data Check 


1F-W1B1 

1 

6493732 

Data channel card 

• Servo Interrupt 


1F A1E5 

1 

1615509 

cable 

- Servo off track 


1F-HDA 

1 

6493600 

Head Disk asm 10SR-2 

- Unexpected guard band 

- Seek time-out 


1F-VCM 

1 

5811836 

VCM Drive assembly 

- PLO out of sync 


Drive B 
1G-A1D2 

34 

6493726 

Servo card 10SR-2 

See MIM 97-508/97-518 for 
additional information on 




6493737 

Servo card 10SR-2 

these errors. 


1G-A1B2 

28 

6493738 

Access Control card 

■’HDA " - Head/Disk Asm 


1G-A1C2 

26 

6493724 

Data Converter card 

"VCM " - VCM Driver Asm 




6493735 

Data Converter card 



1G*WiB1 

1 

6493732 

Data channel card 



1G-A1E5 

1 

1615509 

cable 



1G-HDA 

1 

6493600 

Head Disk asm 10SR-2 



1G-VCM 

1 

5811836 

VCM Drive assembly 



Drive C 
2F-A1D2 

34 

6493726 

Servo card 10SR-2 





6493737 

Servo card 1CSR-2 



2F-A1B2 

28 

6493738 

Access Control card 



2F-A1C2 

26 

6493724 

Data Converter card 





6493735 

Data Converter card 



2F-W1B1 

1 

6493732 

Data channel card 



2F A1E5 

1 

1615509 

cable 



2F-HDA 

1 

6493600 

Head Disk asm 10SR-2 



2F-VCM 

1 

5811836 

VCM Drive assembly 



Drive D 
2G-A1D2 

34 

6493726 

Servo card 10SR-2 





6493737 

Servo card 10SR-2 



2G-A1B2 

28 

6493738 

Access Control card 



2G-A1C2 

26 

6493724 

Data Converter card 





6493735 

Data Converter card 



2G-W1B1 

1 

6493732 

Data channel card 



2G-A1E5 

1 

1615509 

cable 



2G-HDA 

1 

6493600 

Head Dit ,v asm 10SR-2 



2G-VCM 

1 

5811836 

VCM Drive assembly 
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SRC 

FRU 

_ 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

1AAC 

Drive A 
1F-A1C2 

45 

6493724 

Data Converter card 

Temporary error occurred 

Error was one of the 
following: 

* Disk Format Check 




6493735 

Data Converter card 


1F-HDA 

16 

6493600 

Head Disk asm 10SR-2 


1F-A1E2 

15 

1615508 

cable 

* Data Unsafe 


1F-A1A3 

12 

8636632 

cable 

- AE unsafe without 


A-A2C2 

1 

2437374 

adapter A card 10SR 

an AE selected 


1F-A1B2 

1 

6493738 

Access Control card 

See MIM 97-508/97-518 for 
additional information on 


1F-W1B1 
Drive 6 

1 

6493732 

Data channel card 

these errors 


1G-A1C2 

45 

6493724 

Data Converter card 

"HDA’ - Head/disk Asm 




6493735 

Data Converter card 



1G-HDA 

16 

6493600 

Head Disk asm 10SR-2 



1G-A1E2 

15 

1615508 

cable 



1G-A1A3 

12 

8636632 

cable 



A-A2D2 

1 

2437374 

adapter B card 10SR 



1G-A1B2 

1 

6493738 

Access Control card 



1G-W1P1 

1 

6493732 

Data channel card 



Drive C 
2F-A1C2 

45 

6493724 

Data Converter card 





6493735 

Data Converter card 



2F-HDA 

16 

6493600 

Head Disk asm 10SR-2 



2F-A1E2 

15 

1615508 

cable 



2F-A1A3 

12 

8636632 

cable 



A-A2C4 

1 

2437374 

adapter C card 10SR 



2F-A1B2 

1 

6493738 

Access Control card 



2F-W1B1 

1 

6493732 

Data channel card 



Drive D 
2G-A1C2 

45 

6493724 

Data Converter card 





6493735 

Data Converter card 



2G-HDA 

16 

6493600 

Head Disk asm 10SR-2 



2G-A1E2 

15 

1615508 

cable 



2G-A1A3 

12 

8636632 

cable 



A-A2D4 

1 

2437374 

adapter D card 10SR 



2G-A1B2 

1 

6493738 

Access Control card 



2G-W1B1 

1 

6493732 

Data channel card 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

1AAF 

Drive A 





Media 

30 




1F-A1C2 

20 

6493724 

Data Converter card 




6493735 

Data Converter card 


1F-A1B2 

10 

6493738 

Access Control card 


1F-HDA 

1 

6493600 

Head Disk asm 10SR 


1F-A1E2 

1 

1615508 

cable 


1F-W1B1 

1 

6493732 

Data channel card 


A-A2C2 

1 

2437374 

adapter A card 10SR 


1F-A1D2 

1 

6493726 

Servo card 10SR-2 




6493737 

Servo card 10SR-2 


1F-A1A3 

1 

8633632 

cable 


Drive B 





Media 

30 




1G-A1C2 

20 

6493724 

Data Converter card 




6493735 

Data Converter card 


1G-A1B2 

10 

6493738 

Access Control card 


1G-HDA 

1 

6493600 

Head Disk asm 10SR 


1G-A1E2 

1 

1615508 

cable 


1G-W1B1 

1 

6493732 

Data channel card 


A-A2D2 

1 

2437374 

adapter B card 10SR 


1G-A1D2 

1 

6493726 

Servo card 10SR-2 




6493737 

Servo card 10SR-2 


1G-A1A3 

1 

8636632 

cable 


Drive C 





Media 

30 




2F-A1C2 

20 

6493724 

Data Converter card 




6493735 

Data Converter card 


2F-A1B2 

10 

6493738 

Access Control card 


2F-HDA 

1 

6493600 

Head Disk asm 10SR 


2F-A1E2 

1 

1615508 

cable 


2F-W1B1 

1 

6493732 

Data channel card 


A-A2C4 

1 

2437374 

adapter C card 10SR 


2F-A1D2 

1 

6493726 

Servo card 10SR-2 




6493737 

Servo card 10SR-2 


2F-A1A3 

1 

8636632 

cable 


Drive D 





Media 

30 




2G-A1C2 

20 

6493724 

Data Converter card 




6493735 

Data Converter card 


2G-A1B2 

10 

6493738 

Access Control card 


SERVICE COMMENTS 

Temporary error occurred. 

Prror was one of the 
following: 

* Sync Not Found Check 

* CRC/ECC Check 

* No Record Found Check 


See MIM 97-508 for 
additional information on 
these errors. 

"HDA" - Head/Disk Asm 
"Media" - Bad data 

Corrective Action: 

Run Analysis (MIM 01-730) 
to check for bad sector ID 
or bad data written on the 
HDA. 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

1AbO 

Drive A 
F-A1B2 

33 

2439875 

Access Control card 


A-A2C2 

33 

2437374 

adapter A card 10SR 


F-A1A3 

27 

8636632 

cable 


F-A1A4 

1 

8636632 

cable 


F-A1A5 

1 

1615662 

Terminator card 


Drive B 
GA1B2 

33 

2439875 

Access Control card 


A-A2D2 

33 

2437374 

adapter B card 10SR 


G-A1A3 

27 

8636632 

cable 


G-A1A4 

1 

8636632 

cable 


G-A1A5 

1 

1615662 

Terminator card 


Drive C 
F-A1B2 

33 

2439875 

Access Control card 


A-A2C4 

33 

2437374 

adapter C card 10SR 


F-A1A3 

27 

8636632 

cable 


F-A1A4 

1 

8636632 

cable 


F-A1A5 
Drive D 

1 

1615662 

Terminator card 


G-A1B2 

33 

2439875 

Access Control card 


AA2D4 

33 

2437374 

adapter D card 10SR 


G-A1A3 

27 

8636632 

cable 

! 

G-A1A4 

1 

8636632 

cable 

I 

G-A1A5 

1 

1615662 

Terminator card 


SERVICE COMMENTS 

Temporary error occurred. 
'Cable Continuity Check " 
Corrective Action: 

Rf seat cards and cables 
Drive A F-XXXX card 
locations are actually 
1 F-XXXX. 

Drives G-XXXXcard 
locations are actually 
1G-XXXX. 


Drive C F-XXXX card 
locations are actually 
2F-XXXX. 


Drive D G-XXXX card 
locations are actually 
2G-XXXX. 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

1Ab2 

Drive A 




Temporary error occurred. 


A-A2C2 

43 

2437374 

adapter A card 10SR 



F-A1B2 

28 

2439875 

Access Control card 

Drive A F-XXXX card 


F-A1A4 

22 

8636632 

cable 

locations are actually 


F-A1A5 

1 

1615662 

Terminator card 

1 F-XXXX. 


F-A1A3 

1 

8636632 

cable 

Drive B G-XXXX card 


Drive B 




locations are actually 


A-A2D2 

43 

2437374 

adapter B card 10SR 

1G-XXXX. 


GA1B2 

28 

2439875 

Access Control card 



G-A1A4 

22 

8636632 

cable 



G-A1A5 

1 

1615662 

Terminator card 

Drive C F-XXXX card 


G-A1A3 

1 

8636632 

cable 

locations are actually 


Drive C 




2F-XXXX. 


A-A2C4 

43 

2437374 

adapter C card 10SR 



F-A1B2 

23 

2439875 

Access Control card 



F-A1A4 

22 

8636632 

cable 

Drive D G-XXXX card 


FA1A5 

1 

1615662 

Terminator card 

locations are actually 


F A1A3 

1 

8636632 

cable 

2G-XXXX. 


Drive D 






A-A2D4 

43 

2437374 

adapter D card 10SR 



G-A1B2 

28 

2439875 

Access Control card 



G-A1A4 

22 

8636632 

cable 



G-A1A5 

1 

1615662 

Terminator card 



G-A1A3 

1 

8636632 

cable 



D06 


237 








SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

1Ab4 

Drive A 
F-A1C2 

57 

1615631 

Data Converter card 

Temporary error occurred. 


A-A2C2 

29 

1615632 

1615639 

2437374 

Data Converter card 

Data Converter card 
adapter A card 10SR 

Drive A F-XXXX card 
locations are actually 

1 F-XXXX. 


F-A1A3 

27 

8636632 

cable 

Drive B G-XXXX card 


F-A1A5 

1 

1615662 

Terminator card 

locations are actually 


F-A1A3 

1 

8636632 

cable 

1 Cj “ XX aX . 


Drive B 
G-A1C2 

57 

1615631 

Data Converter card 





1615632 

Data Converter card 

Drive C F-XXXX card 




1615339 

Data Converter card 

locations are actually 


A-A2D2 

29 

2437374 

adapter B card 10SR 

2F-XXXX. 


G-A1A3 

27 

8636632 

cable 



G-A1A5 

1 

1615662 

Terminator card 



G-A1A3 

1 

8636632 

cable 

Drive D G-XXXX card 


Drive C 
F-A1C2 

57 

1615631 

Data Converter card 

locations are actually 

2G-XXXX. 




1615632 

Data Converter card 





1615639 

Data Converter card 



A-A2C4 

29 

2437374 

adapter C card 10SR 



F-A1A3 

27 

8636632 

cable 



F-A1A5 

1 

1615662 

Terminator card 



F-A1A3 

1 

8636632 

cable 



Drive D 
G-A1C2 

57 

1615631 

Data Converter card 





1615632 

Data Converter card 





1615339 

Data Converter card 



A-A2D4 

29 

2437374 

adapter D card 10SR 



G-A1A3 

27 

8636632 

cable 



G-A1A5 

1 

1615662 

Terminator card 



G-A1A3 

1 

8636632 

cable 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

1AbA 

Drive A 




Temporary error occurred. 


F-A1B2 

41 

2439875 

Access Control card 

Go to MAP 9700, A. 


A-A2C2 

28 

2437374 

adapter A card 10SR 

Drive A F-XXXX card 


F-A1A4 

11 

8636632 

cable 

locations are actually 


F-A1A5 

3 

1615662 

Terminator card 

1 F-XXXX. 


F-A1A3 

1 

8636632 

cable 



A-A2E2 

1 

2462228 

Data stor adapter 1 cd 

Drive B G-XXXX card 


Drive B 




locations are actually 

1 r*! w w 


G-A1B2 

41 

2439875 

Access Control card 

I o A A 2\ A. 


A-A2D2 

28 

2437374 

adapter B card 10SR 



G-A1A4 

11 

8636632 

cable 



G-A1A5 

9 

1615662 

Terminator card 



G-A1A3 

1 

8636632 

cable 

Drive C F-XXXX card 


A-A2E2 

1 

2462228 

Data stor adapter 1 cd 

2F-XXXX. 


Drive C 






F-A1B2 

41 

2439875 

Access Control card 



A-A2C4 

28 

2437374 

adapter C card 10SR 



F-A1A4 

11 

8636632 

cable 

Drive D G-XXXX card 


F-A1A5 

9 

1615662 

Terminator card 

locations are actually 


F-A1A3 

1 

8636632 

cable 

2G-XXXX. 


A-A2E2 

1 

2462228 

Data stor adapter 1 cd 



Drive D 






G-A1B2 

41 

2439875 

Access Control card 



A-A2D4 

28 

2437374 

adapter D card 10SR 



G-A1A4 

11 

8636632 

cable 



G-A1A5 

9 

1615662 

Terminator card 



G-A1A3 

1 

8636632 

cable 



A-A2E2 

1 

2462228 

Data stor adapter 1 cd 



D08 
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SRC 

FRU 

% 

P/N 

1Abb 

Drive A 




F-A1B2 

61 

2439875 


F-A1C2 

24 

1615631 

1615632 

1615639 


F-A1D2 

6 

5811834 

5811890 

1615367 


AA2C2 

1 

2437374 


A-A2E2 

1 

2462228 


F-A1A5 

1 

1615662 


F-A1A4 
Drive B 

1 

8636632 


G-A1B2 

61 

2439875 


G-A1C2 

24 

1615631 

1615632 

1615339 


G-A1D2 

6 

5811834 

5811890 

1615367 


A-A2D2 

1 

2437374 


A-A2E2 

1 

2462228 


G-A1A5 

1 

1615662 


G-A1A4 
Drive C 

1 

8636632 


F-A1B2 

61 

2439875 


F-A1C2 

24 

1615631 

1615632 

1615639 


F-A1D2 

6 

5811834 

5811890 

1615367 


A-A2C4 

1 

2437374 


A-A2E2 

1 

2462228 


F-A1A5 

1 

1615662 


F-A1A4 
Drive D 

1 

8636632 


G-A1B2 

61 

2439875 


G-A1C2 

24 

1615631 

1615632 

1615339 


FRU DESCRIPTION 


Access Control card 
Data Converter card 
Data Converter card 
Data Converter card 
Servo card 10SR-1 
Servo card 10SR-1 
Servo card 10SR-1 
adapter A card 10SR 
Data stor adapter 1 cd 
Terminator card 
cable 

Access Control card 
Data Converter card 
Data Converter card 
Data Converter card 
Servo card 10SR 
Servo card 10SR 
Servo card 10SR 
adapter B card 10SR 
Data stor adapter 1 cd 
Terminator card 
cable 

Access Control card 
Data Converter card 
Data Converter card 
Data Converter card 
Servo card 10SR*1 
Servo card 10SR-1 
Servo card 10SR-1 
adapter C card 10SR 
Data stor adapter 1 cd 
Terminator card 
cable 

Access Control card 
Data Converter card 
Data Converter card 
Data Converter card 


SERVICE COMMENTS 


Temporary error occuried. 


Drive A F-XXXX card 
locations are actually 
1 F-XXXX. 


Drive B G-XXXX card 
locations are actually 
1 G-XXXX. 


Drive C F-XXXX card 
locations are actually 
2F-XXXX. 


Drive D G-XXXX card 
locations are actually 
2G-XXXX 
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SRC 

FRU 

% 

' 1 

P/N 

FRU DESCRIPTION 

lAbC 

Drive A 
F-A1B2 


2439875 

Access Control card 


A-A2C2 


2437374 

adapter A card 10SR 


F-A1A3 


8636632 

cable 


F-A1A4 


8636632 

cable 


F-A1A5 

10 

1615662 

Terminator card 


F-A1C2 

■J 

1615631 

Data Converter card 




1615632 

Data Converter card 




1615639 

Data Converter card 


Drive B 
G-A1B2 

37 

2439875 

Access Control card 


A-A2D2 

25 

2437374 

adapter B card 10SR 


G-A1A3 

14 

8636632 

cable 


G-A1A4 

11 

8636632 

cable 


G-A1A5 

10 

1615662 

Terminator card 


G-A1C2 

1 

1615631 

Data Converter card 




1615632 

Data Converter card 




1615339 

Data Converter card 


Drive C 
F-A1B2 

37 

2439875 

Access Control card 


A-A2C4 

25 

2437374 

adapter C card 10SR 


F-A1A3 

14 

8636632 

cable 


F-A1A4 

11 

8636632 

cable 


F-A1A5 

10 

1615662 

Terminator card 


F-A1C2 

1 

1615631 

Data Converter card 




1615632 

Data Converter card 




1615639 

Data Converter card 


Drive D 
G-A1B2 

37 

2439875 

Access Control card 


A-A2D4 

25 

2437374 

adapter D card 10SR 


G-A1A3 

14 

8636632 

cable 


G-A1A4 

11 

8636632 

cable 


G-A1A5 

10 

1615662 

Terminator card 


G-A1C2 

1 

1615631 

Data Converter card 




1615632 

Data Converter card 




1615339 

Data Converter card 


SERVICE COMMENTS 

Temporary error occurred. 


Drive A F-XXXX card 
locations are actually 
1 F-XXXX, 

Drive B G-XXXX card 
locations are actually 
1G-XXXX. 


Drive C F-XXXX card 
locations are actually 
2F-XXXX, 


Drive D G-XXXX card 
locations are actually 
2G-XXXX. 


DIO 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

1Abd 

Drive A 
F-A1B2 

64 

2439875 

Access Control card 

Temporary error occurred. 


A-A2C2 

13 

2437374 

adapter A card 10SR 

Drive A F-XXXX card 


F-A1C2 

11 

1615631 

Data Converter card 

locations are actually 




1615632 

Data Converter card 

1 F-XXXX. 




1615639 

Data Converter card 



F-A1A5 

1 

1615662 

Terminator card 

Drive B G-XXXX card 


F-A1A4 

1 

8636632 

cable 

locations are actually 

1G-XXXX. 


F-A1A3 

1 

8636632 

cable 


Drive B 
G-A1B2 

64 

2439875 

Access Control card 



A-A2D2 

13 

2437374 

adapter B card 10SR 

Drive C F-XXXX card 
locations are actually 


G-A1C2 

11 

1615631 

Data Converter card 




1615632 

Data Converter card 

2F-XXXX. 




1615339 

Data Converter card 



G-A1A5 

1 

1615662 

Terminator card 



G-A1A4 

1 

8636632 

cable 



G-A1A3 

1 

8636632 

cable 

Drive D G-XXXX card 


Drive C 




locations are actually 


F-A1B2 

64 

2439875 

Access Control card 

2G-XXXX. 


A-A2C4 

13 

2437374 

adapter C card 10SR 



F-A1C2 

11 

1615631 

Data Converter card 





1615632 

Data Converter card 





1615639 

Data Converter card 



F-A1A5 

1 

1615662 

Terminator card 



F-A1A4 

1 

8636632 

cable 



F-A1A3 

1 

8636632 

cable 



Drive D 
G-A1B2 

64 

2439875 

Access Control card 



A-A2D4 

13 

2437374 

adapter D card 10SR 



G-A1C2 

11 

1615631 

Data Converter card 





1615632 

Data Converter card 





1815339 

Data Converter card 



G-A1A5 

1 

1615662 

Terminator card 



G-A1A4 

1 

8636632 

cable 



G-A1A3 

1 

8636632 

cable 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

--- 

SERVICE COMMENTS 

1AbE 

Drive A 




Temporary error occurred 


F-A1B2 

46 

2439875 

Access Control card 



A-A2C2 

16 

2437374 

adapter A card 10SR 

Drive A F-XXXX card 


F-A1C2 

15 

1615631 

Data Converter card 

locations are actually 




1615632 

Data Converter card 

1F-XXXX 




1615639 

Data Converter card 



A-A2E2 

7 

2462228 

Data stor adapter 1 cd 



F-A1A4 

1 

8636632 

cable 



F-A1A3 

1 

8636632 

cable 

Drives G-XXXXcard 


F-A1A5 

1 

1615662 

Terminator card 

locations are actually 


F-A1D2 

1 

5811834 

Servo card 10SR-1 

1G-XXXX 




5811890 

Servo card 10SR-1 





1615367 

Servo card 10SR-1 



Channel 

1 





Drive B 






G-A1B2 

46 

2439875 

Access Control card 



A-A2D2 

16 

2437374 

adapter B card 10SR 



G-A1C2 

15 

1615631 

Data Converter card 

Drive C F-XXXX card 
locations are actually 




1615632 

Data Converter card 

2F-XXXX. 




1615339 

Data Converte*' card 



A-A2E2 

7 

2462228 

Data stor adapter 1 cd 



G-A1A4 

1 

8636632 

cable 



G-A1A3 

1 

8636632 

cable 



G-A1A5 

1 

1615662 

Terminator card 



G-A1D2 

1 

5811834 

Servo card 10SR 





5811890 

Servo card 10SR 

Drive D G-XXXX card 




1615367 

Servo card 10SR 

locations are actually 


Channel 

1 



2G-XXXX. 


Drive C 






F-A1B2 

46 

2439875 

Access Control card 



A-A2C4 

16 

2437374 

adapter C card 10SR 



F-A1C2 

15 

1615631 

Data Converter card 





1615632 

Data Converter card 





1615639 

Data Converter card 



A-A2E2 

7 

2462228 

Data stor adapter 1 cd 



F-AIA4 

1 

8636632 

cable 



F-A1A3 

1 

8636632 

cable 



F-A1A5 

1 

1615662 

Terminator card 



F-A1D2 

1 

5811834 

Servo card 10SR-1 





5811890 

Servo card 10SR-1 





1615307 

Servo card 10SR-1 



DI2 
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P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


SRC 

r " 

FRU 

7o 

P/N 

FRU DESCRIPTION 

1AC0 

Drive A 
F-A1B2 

50 

2439875 

Access Control card 


F-A1C2 

1 

1615631 

Data Converter card 




1615632 

Data Converter catd 

i 



1615639 

Data Converter card 


F-A1D2 

1 

5811834 

Servo card 10SR-1 




5811890 

Servo card 10SR-1 




1615367 

Servo card 10SR-1 


F-A1E2 

1 

1615508 

cable 


F-A1E5 

1 

1615509 

cable 


F-HDA 

1 

1615600 

Head Disk asm 10SR 


F-W1B1 

1 

2439838 

Data channel card 


Drive B 
G-A1B2 

50 

2439875 

Access Control card 


G-A1C2 

1 

1615631 

Data Converter card 




1615632 

Data Converter card 




1615339 

Data Converter card 


G-A1D2 

1 

5811834 

Servo card 10SR 




5811890 

Servo card 10SR 




1615367 

Servo card 10SR 


G-A1E2 

1 

1615508 

cable 


G-A1E5 

1 

1615509 

cable 

i 

G-HDA 

1 

1615600 

Head Disk asm 10SR 


G-W1B1 

1 

2439838 

Data channel card 


Drive C 
F-A1B2 

50 

2439875 

Access Control card 


F-A1C2 

1 

16'5631 

Data Converter card 




1615632 

Data Converter card 




1615639 

Data Converter card 


F-A1D2 

1 

5811834 

Servo card 10SR-1 




5811890 

Servo card 10SR-1 




1615367 

Servo card 10SR-1 


F-A1E2 

1 

1615508 

cable 


F-A1E5 

1 

1615509 

cable 


F-HDA 

1 

1615600 

Head Disk asm 10SR 


F-W1B1 

1 

2439838 

Data channel card 


Drive D 
G-A1B2 

50 

2439875 

Access Control card 


G-A1C2 

1 

1615631 

Data Conver1:er card 




1615632 

Data Converter card 




1615339 

Data Converter card 


Temporary error occurred 
Unseated card or cable 
check" 

Corrective Action 
Reseat all 10SR CSA cards 
and cables 

Drive A F-XXXX card 
locations are actually 
1F-XXXX. 

Drive B G-XXXX card 
locations are actually 
1G-XXXX 


Drive C F-XXXX card 
locations are actually 
2F-XXXX 


Drive D G-XXXX card 
locations are actually 
2G-XXXX. 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

1AC1 

Drive A 
F-A1B2 

98 

2439875 

Access Control card 


Drive B 
GA1B2 

98 

2439875 

Access Control card 


Drive C 
F-A1B2 

98 

2439875 

Access Control card 


Drive D 
G-A1B2 

98 

2439875 

Access Control card 

1AC2 

Drive A 
F-A1B2 

66 

2439875 

Access Control card 


F-A1A3 

33 

8636632 

cable 


Drive B 
G-A1B2 

66 

2439875 

Access Control card 


G-A1A3 

33 

8636632 

cable 


Drive C 
F-A1B2 

66 

2439875 

Access Control card 


F-A1A3 

33 

8636632 

cable 


Drive D 
G-A1B2 

66 

2439875 

Access Control card 


G-A1A3 

33 

8636632 

cable 


SERVICE COMMENTS 

Temporary error occurred. 
Drive A F-XXXX card 
locations are actually 
1 F-XXXX. 

Drive B G-XXXX card 
locations are actually 
1 F-XXXX. 

Drive C F-XXXX card 
locations are actually 
2F-XXXX. 

Drive D G-XXXX card 
locations are actually 
2G-XXXX. 


Temporary error occurred. 
Drive A F-XXXX card 
locations are actually 
1 F-XXXX. 

Drive B G-XXXX card 
locations are actually 
1G-XXXX. 

Drive C F-XXXX card 
locations are actually 
2F-XXXX. 

Drive D G-XXXX card 
locations are actually 
2G-XXXX. 


DI4 
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SRC 

— 

FRU 

r 

% 

P/N 

— 

FRU DESCRJPTION 

SERVICE COMMENTS 

1AC3 

Drive A 




Temporary error occurred. 


F-A1C2 

98 

1615631 

Data Cor^verter card 

Drive A F-XXXX card 




1615632 

1615639 

Data Converter card 

Data Converter card 

locations are actually 

1 F-XXXX. 

Drive B G-XXXX card 
locations are actually 

1G-XXXX. 


Drive B 




Drive C F-XXXX card 


G-A1C2 

98 

1615631 

1615632 

Data Converter card 

Data Converter card 

locations are actually 

2F-XXXX 

Drive D G-XXXX card 




161533b 

Data Converter card 

locations are actually 

2G-XXXX. 


Drive C 
F-A1C2 

98 

1615631 

Data Converter card 





1615632 

Data Converter card 





1615639 

Data Converter card 



Drive D 
G-A1C2 

98 

1615631 

Data Converter card 





1615632 

Data Converter card 





1615339 

Data Converter card 



246 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

1AC5 

Drive A 




Temporary error occuri ed. 


F-A1B2 

82 

2439875 

Access Control card 

Drive A F-XXXX card 


F-A1C2 

17 

1615631 

Data Converter card 

locations are actually 

1I--XXXX, 




1615632 

Data Converter card 

Drive B G-XXXX card 




1615639 

Data Converter card 

locations are actually 

1G-XXXX. 


Drive B 




Drive C F-XXXX card 

j 

G-A1B2 

82 

2439875 

Access Control card 

locations are actually 

2F-XXXX, 


G-A1C2 

17 

1615631 

Data Converter card 

Drive D G-XXXX card 




1615632 

Data Converter card 

locations are actually 




1615339 

Data Converter card 

2G-XXXX. 


Drive C 
F-A1B2 

82 

2439875 

Access Control card 



F-A1C2 

17 

1615631 

Data Converter card 





1615632 

Data Converter card 





1615639 

Data Converter card 



Drive D 
G-A1B2 

82 

1 

2439875 

Access Control card 



G-A1C2 

17 

1615631 

Data Converter card 





1615632 

Data Converter card 





1615339 

Data Converter card 



247 

DI6 









SRC 

1AC6 


FRU 

% 

P/N 

Drive A 
F-A1C2 

60 

1615631 

1615632 

1615639 

F-A1B2 

35 

2439875 

F-A1A3 

1 

8636632 

Drive B 
G-A1C2 

60 

1615631 

1615632 

1615339 

G-A1B2 

35 

2439875 

G-A1A3 

1 

8636632 

Drive C 
F-A1C2 

60 

1615631 

1615632 

1615639 

F-A1B2 

35 

2439875 

F-A1A3 

1 

8636632 

Drive D 
G-A1C2 

60 

1615631 

1615632 

1615339 

G-A1B2 

35 

2439875 

G-A1A3 

1 

8636632 


FRU DESCRIPTION 

Data Converter card 
Data Converter card 
Data Converter card 
Access Control card 
cable 

Data Converter card 
Data Converter card 
Data Converter card 
Access Control card 
cable 

Data Converter card 
Data Converter card 
Data Converter card 
Access Control card 
cable 

Data Converter card 
Data Converter card 
Data Converter card 
Access Control card 
cable 


SERVICE COMMENTS 

Temporary error occurred. 
Drive A F-XXXX card 
locations are actually 
1F-XXXX. 

Drive B G-XXXX card 
locations are actually 
1G-XXXX. 

Drive C F-XXXX card 
locatir'ns are actually 
2F XXXX. 

Drive D G-XXXX card 
locations are actually 
2G-XXXX. 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

1AC7 

Drive A 




Temporary error occurred 


F-A1B2 

64 

2439875 

Access Control card 

Drive A F-XXXX card 


F-A1C2 

35 

1615631 

Data Converter card 

locations are actually 

1F-XXXX 




1615632 

Data Converter card 

Drive B G-XXXX card 




1615639 

Data Converter card 

locations are actually 


F-A1A3 

1 

8636632 

cable 

1G-XXXX 


Drive B 






G-A1B2 

64 

2439875 

Access Control card 

Drive C F-XXXX card 


G-A*iC2 

35 

1615631 

Data Converter card 

locations are actually 

2F-XXXX 




1615632 

Data Converter card 





1615339 

Data Converter card 

Drive D G-XXXX card 


G-A1A3 

1 

8636632 

cable 

locations are actually 


Drive C 




2G-XXXX 


F-A1B2 

64 

2439875 

Access Control card 



F-A1C2 

35 

1615631 

Data Converter card 





1615632 

Data Converter card 





1615639 

Data Converter card 



F-A1A3 

1 

8636632 

cable 



Drive D 






G-A1B2 

64 

2439875 

Access Control card 



G-A1C2 

35 

1615631 

Data Converter card 





1615632 

Data Converter card 





1615339 

Data Converter card 



G-A1A3 

1 

8636632 

cable 



Did 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

1AC8 

Drive A 




Temporary error occurred. 


F-A1C2 

70 

1615631 

Data Converter card 

Drive A F-XXXX card 




1615632 

Data Converter card 

locations are actually 

1 F-XXXX. 




1615639 

Data Converter card 

Drive B G-XXXX card 

1 1 

F-A1B2 

30 

2439875 

Access Control card 

locations are actually 

1G-XXXX. 


Drive B 




Drive C F-XXXX card 


G-A1C2 

70 

1615631 

Data Converter card 

locations are actually 

2F-XXXX. 




1615632 

Data Converter card 

Drive D G-XXXX card 




1615339 

Data Converter card 

locations are actr.ally 


G-A1B2 

30 

2439875 

Access Control card 

2G-XXXX. 


Drive C 
F-A1C2 

70 

1615631 

Data Converter card 





1615632 

Data Converter card 





1615639 

Data Converter card 



F-A1B2 

30 

2439875 

Access Control card 



Drive D 
G-A1C2 

70 

1615631 

Data Converter card 





1615632 

Data Converter card 





1615339 

Data Converter card 



G-A1IB2 

30 

2439875 

Access Control card 



25 () 

EOl 












SRC 

F3U 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

1ACA 

Drive A 




Temporary ei^'or occurred. 


F-A1C2 

71 

1615631 

Data Converter card 

Drive A F-XXXX card 




1615632 

Data Coriv£< ter card 

locations aie actually 

1 F-XXXX. 




1615639 

Data Converter card 

Drive B G-XXXX card 


F-W1B1 

18 

2439838 

Data channel card 

locations are actually 


F-A1E2 

10 

1615508 

cable 

1G-XXXX. 


Drive 8 
G-A1C2 

71 

1615631 

Data Converter card 

Drive C F-XXXX card 
locations are actually 

2F-XXXX. 




1615632 

Data Converter card 




1615339 

Data Converter card 



G-W1B1 

18 

2439838 

Data channel card 

Drive D G-XXXX card 


G-A1E2 

10 

1615508 

cable 

locations are actually 


Drive C 
F-A1C2 

71 

1615631 

Data Converter card 

2G-XXXX. 




1615632 

Data Converter card 





1615639 

Data Converter card 



F-W1B1 

18 

2439838 

Data channel card 



F-A1E2 

10 

1615508 

cable 



Drive D 
G-A1C2 

71 

1615631 

Data Converter card 





1615632 

Data Converter card 





1615339 

Data Converter card 



G-W1B1 

18 

2439838 

Data channel card 



G-A1E2 

10 

1615508 

cable 



E02 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

lACb 

Drive A 




Temporary error occurred. 


F-A1C2 

44 

1615631 

Data Converter card 

Drive A F-XXXX card 




1615632 

1615639 

Data Converter card 

Data Converter card 

locations are actually 

1 F-XXXX. 

Drives G-XXXX card 


F-W1B1 

35 

2439838 

Data channel card 

locations are actually 


F-A1E2 

20 

1615508 

cable 

1 G-XXXX. 


Drive B 
G-A1C2 

44 

1615631 

1615632 

Data Converter card 

Data Convertei card 

Drive C F-XXXX card 
locations are actually 

2F-XXXX, 




1615339 

Data Converter card 



G-W1B1 

35 

2439838 

Data channel card 

Drive D G-XXXX card 


G-A1E2 
Drive C 

20 

1615508 

cable 

locations are actually 

2G-XXXX, 


F-A1C2 

44 

1615631 

Data Converter card 





1615632 

Data Converter card 





1615639 

Data Converter card 



F-W1B1 

35 

2439838 

Data channel card 


1 

F A1E2 

20 

1615508 

cable 



Drive D 
G-A1C2 

44 

1615631 

Data Converter card 





1615632 

Data Converter card 





1615339 

Data Converter card 



G-W1B1 

35 

2439838 

Data channel card 



G-A1E2 

20 

1615508 

cable 
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E03 







SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

lAdO 

Drive A 




Temporary error occurred. 


F-A1D2 

98 

5811834 

5811890 

1615367 

Servo card 10SR-1 

Servo card lOSR-l 

Servo card 10SR-1 

DnveA F-XXXXcard 
locations are actually 

1F-XXXX. 

Drive B G-XXXX card 
locations are actually 

1G-XXXX. 


Drive B 

G A1D2 

98 

5811834 

5811890 

Servo card 10SR 

Servo card 10SR 

Drive C F-XXXX card 
locations are actually 

2F-XXXX. 

Drive D G-XXXX card 




1615367 

Servo card 10SR 

locations are actually 

2G-XXXX. 


Drive C 
F-A1D2 

98 

5811834 

Servo card 10SR-1 





5811890 

Servo card 10SR-1 





1615367 

Servo card 10SR-1 



Drive D 
G-A1D2 

98 

5811834 

Servo card 10SR 





5811890 

Servo card 10SR 





1615367 

Servo card 10SR 



E04 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

1Ad2 

Drive A 
F-A1B2 
F-A1A3 

50 

27 

2439875 

8636632 

Access Control card 
cable 

Temporary error occurred. 

Drive A F-XXXX card 
locations are actually 

1 F-XXXX. 

Drive B G-XXXX card 
locations are actually 


F-A1D2 

22 

5811834 

5811890 

Servo card 10SR-1 

Servo card 10SR-1 




1615367 

Servo card 10SR-1 

1G-XXXX. 


Drive B 
G-A1B2 
G-A1A3 

50 

27 

2439875 

8636632 

Access Control card 
cable 

Drive C F-XXXX card 
locations are actually 

2F-XXXX. 


G-A1D2 

22 

5811834 

Servo card 10SR 




5811890 

Servo card 10SR 

Drive D G-XXXX card 


Drive C 


1615367 

Servo card 10SR 

locations aie actually 

2G-XXXX. 


F-A162 

bO 

2439875 

Access Control card 



F-A1A3 

27 

8636632 

cable 



F-A1D2 

22 

5811834 

Servo card 10SR-1 





5811890 

Servo card 10SR-1 





1615367 

Servo card 10SR-1 



Drive D 
G-A1B2 

50 

2439875 

Access Control card 



G-A1A3 

27 

8636632 

cable 



G-A1D2 

22 

5811834 

Servo card 10SR 





5811890 

Servo card 10SR 





1615367 

Servo card 10SR 

— 
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SRC 

1Ad4 


FRU 


Drive A 
F-A1B2 
F-A1C2 


F-A1D2 


Drive B 
GA1B2 
G-A1C2 


G-A1D2 


Drive C 
F-A1B2 
F-A1C2 


F-A1D2 


Drive D 
G-A1B2 
G-A1C2 


G-A1D2 


% 

P/N 

67 

2439875 

25 

1615631 

1615632 

1615639 

7 

5811834 

5811890 

1615367 

67 

2439875 

25 

1615631 

1615632 

1615339 

7 

5811834 

5811890 

1615367 

67 

2439875 

25 

1615631 

1615632 

1615639 

7 

5811834 

5811890 

1615367 

67 

2439875 

25 

1615631 

1615632 

1615339 

7 

5811834 

5811890 

1615367 


FRU DESCRIPTION 


Access Control card 
Data Converter card 
Data Converter card 
Data Converter card 
Servo card 10SR-1 
Servo card 10SR-1 
Servo card 10SR-1 

Access Control card 
Data Converter card 
Data Converter card 
Data Converter card 
Servo card 10SR 
Servo card 10SR 
Servo card 10SR 

Access Control card 
Data Converter card 
Data Converter card 
Data Converter card 
Servo card 10SR-1 
Servo card lOSR-H 
Servo card lOSR-l 

Access Control card 
Data Converter card 
Data Converter card 
Data Converter card 
Servo card 10SR 
Servo card 10SR 
Servo card 10SR 


SERVICE COMMENTS 

Temporary error occurred 
Drive A F-XXXX card 
locations are actually 

ir-xxxx. 

Drive B G-XXXX card 
locations are actually 
1G-XXXX. 

Drive C F-XXXX card 
locations are actually 
2F-XXXX, 

Drive 0 G-XXXX card 
locations are actually 
2G-XXXX. 


E06 
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% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


SRC 

1Ad5 


FRU 


Drive A 


1 

I 

Temporary error occurred 

F-A1D2 

87 

5811834 

Servo card 10SR-1 

Drive A F-XXXX card 



5811890 

Servo card 10SR-1 

locations are actually 

1F-XXXX, 



1615367 

Servo card lOSR I 

Drive B G-XXXX card 

F-A1C2 

12 

1615631 

Data Converter card 

locations are actually 



1615632 

Data Converter card 

1 G-XXXX. 

Drive B 


1615639 

Data Converter card 

Drive C F-XXXX card 
locations are actually 

2F-XXXX. 

Drive D G-XXXX card 

G-A1D2 

87 

5811834 

Servo card 10SR 

locations are actually 



5811890 

Servo card 10SR 

2G-XXXX. 



1615367 

Servo card 10SR 


G-A1C2 

12 

1615631 

Data Converter card 


i 


1615632 

Data Converter card 




1615339 

Data Converter card 


Drive C 
F-A1D2 

87 

5811834 

S rvo card 10SR-1 

i 



5811890 

Servo card 10SR-1 




1615367 

Servo card 10SR-1 


F-A1C2 

12 

1615631 

Data Converter card 




1615632 

Data Converter card 




1615639 

Data Converter card 


Drive D 
G-A1D2 

87 

5811834 

Servo card 10SR 




5811890 

Servo card 10SR 

1 



1615367 

Servo card 10GR 


G-A1C2 

12 

1615631 

Data Converter card 




1615632 

Data Converter card 




1615339 

Data Converter card 
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E07 












SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

1Ad8 

Drive A 




Temporary error occurred. 


F-A1D2 

71 

5811834 

Servo card 10SR-1 

Drive A F-XXXX card 




5811890 

Servo card 10SR-1 

locations are actually 

1 F-XXXX. 




1615367 

Servo card 10SR-1 

"VCM" - VC.IVi Driver Asm 


F-A1C2 

12 

1615631 

Data Converter card 

Drive B G-XXXX card 




1615632 

Data Converter card 

locations are actually 




1615639 

Data Converter card 

IG'XXXX. 


F A1B2 

10 

2439875 

Access Control card 



F-VCM 

1 

5811836 

VCM Drive assembly 

Drive C F-XXXX card 


Drive B 




locations arc- 'ctually 


G-A1D2 

71 

5811834 

Serve card 10SR 

2F-XXXX. 




5811890 

Servo card 10SR 





1615367 

Servo card 10SR 

Drive D G-XXXX card 


G A1C2 

12 

1615631 

Data Converter card 

locations are actually 




1615632 

Data Converter card 

2G-XXXX. 




1615339 

Data Converter card 



G-A1B2 

10 

2439875 

Access Control card 



G-VCM 

1 

5811836 

VCM Drive assembly 



Drive C 






F-A1D2 

71 

5811834 

Servo card 10SR-1 





5811890 

Servo card 10SR-1 





1615367 

Servo card 10SR-1 



F-A1C2 

12 

1615631 

Data Converter card 





1615632 

Data Converter card 





1615639 

Data Conv'erter card 



F-A1B2 

10 

2439875 

Access Control card 



F-VCM 

1 

5811836 

VCM Drive assembly 



Drive D 






G-A1D2 

71 

5811834 

Servo card 10SR 





5811890 

Servo card 10SR 





1615367 

Servo card 10SR 



G-A1C2 

12 

1615631 

Data Converter card 





1615632 

Data Converter card 





1615339 

Data Converter card 



G-A1B2 

10 

2439875 

Access Control card 



G-VCM 

1 

5811836 

VCM Drive assembly 



E08 
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SRC 

FRU 

— 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

lAdA 

Drive A 




Temporary error occurred. 


F-A1D2 

60 

5811834 

Servo card 10SR-1 





5811890 

Servo card 10SR-1 

Drive A K-XXXX card 
locations are actually 




1615367 

Servo card 10SR-1 

1F-XXXX. 


F-A1C2 

27 

1615631 

Data Converter card 

Drive B G-XXXX card 




1615632 

Data Converter card 

locations are actually 




1615639 

Data Converter card 

1 G-XXXX. 


A-A2C2 

1 

2437374 

adapter A card 10SR 



F-A1A3 

1 

8636632 

cable 

Drive C F-XXXX card 


Drive B 




locations are actually 


G A1D2 

60 

5811834 

Servo card 10SR 

2F-XXXX. 




5811890 

Servo card 10SR 





1615367 

Servo card 10SR 

Drive D G-XXXX card 


G-A1C2 

27 

1615631 

Data Converter card 

locations are actually 




1615632 

Data Converter card 

2G-XXXX 




1615339 

Data Converter card 



A-A2D2 

1 

2437374 

adapter B card 10SR 



G-A1A3 

1 

8636632 

cable 



Drive C 






F-A1D2 

60 

5811834 

Servo card 10SR-1 





5811890 

Servo card 10SR-1 





1615367 

Servo card 10SR-1 



F-A1C2 

27 

1615631 

Data Converter card 





1615632 

Data Converter card 





1615639 

Data Converter card 



A-A2C4 

1 

2437374 

adapter C card 10SR 



F-A1A3 

1 

8636632 

cable 



Drive D 






G-A1D2 

60 

5811834 

Servo card 10SR 





5811890 

Servo card 10SR 





1615367 

Servo card 10SR 



G-A1C2 

27 

1615631 

Data Converter card 





1615632 

Data Converter card 





1615339 

Data Converter card 



A-A2D4 

1 

2437374 

adapter D card 10SR 



G-A1A3 

1 

8636632 

cable 
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SRC 

FRU 

i 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

lAdC 

Drive A 




Temporary error occurred. 


F-A1D2 

49 

5811834 

Servo card 10SR-1 

Drive A F-XXXX card 




5811890 

Servo card 10SR-1 

locations are actually 

1 F-XXXX. 




1615367 

Servo card 10SR-1 

"HDA " - Head/Disk Asm 


F-A1E5 

26 

1615509 

cable 

"Media ” - Bad data 

Corrective Action; 


F-HDA 

14 

1615600 

Head Disk asm 10SR 

Run Analysis (MIM 01 -730) 


Media 

10 


to check for bac sector ID 
or bad data written on the 

HDA. 

Drive B G-XXXX card-730) 
locations are ac’ually 

1G-XXXX. 




Drive B 




Drive C F-X.XX < card 


G-A1D2 

49 

5811834 

Servo card 10SR 

locations are ac‘ ually 




5811890 

Servo card 10SR 

2F-XXXX. 




1615367 

Servo card 10SR 



G-A1E5 

26 

1615509 

cable 

Drive D G-XXXX card 


G-hDA 

14 

1615600 

Head Disk asm 10SR 

locations are ac ually 


Medici 
Drive C 

10 



2G-XXXX. 


F-A1D2 

49 

5811834 

Servo card lOSR-'^ 





5811890 

Servo card 10SR-1 





1615367 

Servo card 10SR-1 



F-A1E5 

26 

1615509 

cable 



F-HDA 

14 

1615600 

Head Disk asm 10SR 



Media 
Drive D 

10 





G-A1D2 

49 

5811834 

Servo card 10SR 





5811890 

Servo card 10SR 





1615367 

Servo card 10SR 



G-A1E5 

26 

1615509 

cable 



G-HDA 

14 

1615600 

Head Disk asm 10SR 



Media 

10 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

1AE0 

Drive A 
F-A1B2 

48 

2439875 

Access Control card 

Temporary error occurred. 


F-A1C2 

24 

1615631 

Data Converter card 

Drive A F-XXXX card 
locations are actually 




1615632 

Data Converter card 

1 F-XXXX. 




1615639 

Data Converter card 

"VCM " - VCM Driver Asm 


F A1D2 

15 

5811834 

Servo card 10SR-1 





5811890 

Servo card 10SR-1 





1615367 

Servo card 10SR-1 



A-A2C2 

1 

2437374 

adapter A card 10SR 

"HDA” - Head/Disk Asm 


F-VCM 

1 

5811836 

VCM Drive assembly 



F-A1E5 

1 

1615509 

cable 

Drive B G-XXXXcard 


F-AIAB 

1 

1615662 

Terminator card 

locatioi.c are actually 


F A1A4 

1 

8636632 

cable 

1G-XXXX. 


F-A1A3 

1 

8636632 




F-HDA 

1 

1615600 

Head Disk asm 10SR 



F-A1E2 

1 

1615508 

cable 



Drive B 
G-A1B2 

48 

2439875 

Access Control card 



G-A1C2 

24 

1615631 

Data Converter card 





1615632 

Data Converter card 





1615339 

Data Converter card 

Drive C F-XXXX card 


G-A1D2 

15 

5811834 

Servo card 10SR 

locations are actually 




5811890 

Servo card 10SR 

2F-XXXX. 




1615367 

Servo card 10SR 



A-A2D2 

1 

2437374 

adapter B card 10SR 



G-VCM 

1 

5811836 

VCM Drive assembly 



G-A1E5 

1 

1615509 

cable 



G-A1A5 

1 

1615662 

Terminator card 



G-A1A4 

1 

8636632 

cable 



G-A1A3 

1 

8636632 

cable 



G-HDA 

1 

1615600 

Head Disk asm 10SR 

Drive D G-XXXX card 


G~A1E2 

1 

1615508 

cable 

locations are actually 


Drive C 



2G-XXXX. 


F-A1B2 

48 

2439875 

Access Control card 



F-A1C2 

24 

1615631 

Data Converter card 





1615632 

Data Converter card 



F-A1D2 

15 


Data Converter card 

Servo card 10SR-1 





5811890 

Servo card 10SR-1 





1615367 

Servo card 10SR-1 



A-A2C4 

1 

2437374 

adapter C card 10SR 
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SRC 

1 

FRU 

% 

! 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

1AE1 

Drive A 




Tfirnpornry error occurred 


F-A1B2 

54 

2439875 

Access Control card 

Drive A F-XXXX card 


F-A1C2 

23 

1615631 

Data Converter card 

location.*; are actually 

1 F-XXXX. 




1615632 

Data Converter card 

"VCM" - VCM Driver Asm 




1615639 

Data Converter card 



F-A1D2 

19 

5811834 

Servo card 10SR-1 

Drive B G-XXXX card 




5811890 

Servo card 10SR-1 

locations are actually 




1615367 

Servo card lOSR-1 

1G-XXXX 


F-VCM 

1 

5811836 

VCM Drive assembly 



F-A1E5 

1 

1615509 

cable 



Drive B 




Drive C F-XXXX card 


G-A1B2 

54 

2439875 

Access Control card 

locations arc actually 


G-A1C2 

23 

1615631 

Data Converter card 

2F-XXXX. 




1615632 

Data Converter card 





1615339 

Data Converter card 



G-A1D2 

19 

5811834 

Servo card 10SR 

Drive D G-XXXX card 




5811890 

Servo card 10SR 

locations are actually 




1615367 

Servo card 10SR 

2G-XXXX. 


G-VCM 

1 

5811836 

VCM Drive assembly 



G-A1E5 

1 

1615509 

cable 



Drive C 






F-A1B2 

54 

2439875 

Access Control card 



F-A1C2 

23 

1615631 

Data Converter card 





1615632 

Data Converter card 





1615639 

Data Converter card 



F-A1D2 

19 

5811834 

Servo card 10SR-1 





5811890 

Servo card 10SR-1 





1615367 

Servo card 10SR-1 



F-VCM 

1 

5811836 

VCM Drive assembly 



F-A1E5 

1 

1615509 

cable 



Drive D 






G-A1B2 

54 

2439875 

Access Control card 



G-A1C2 

23 

1615631 

Data Converter card 





1615632 

Data Converter card 





1615339 

Data Converter card 



G-A1D2 

19 

5811834 

Servo card 10SR 





5811890 

Servo card 10SR 





1615367 

Servo card 10SR 


j 

G-VCM 

1 

5811836 

VCM Drive assembly 



G-A1E5 

1 

1615509 

cable 



Ei2 
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P/N 


FRU DESCRIPTION 


SERVICE COMMENI S 


SRC FRU 

1AE3 Drive A 
F-A1C2 


F-A1B2 

F-A1D2 


F-A1E5 
F-HDA 
Drive B 
G-A1C2 


G-A1B2 

G-A1D2 


G-A1E5 
G-HDA 
Drive C 
F-A1C2 


F-A1B2 

F-A1D2 


F A1 Eli 
F-HDA 
Drive D 
G-A1C2 


G-A1B2 

G-A1D2 


G-A1E5 

G-HDA 


39 

1615631 

Data Converter card 


1615632 

Data Converter card 


1615639 

Data Converter card 

33 

2439875 

Access Control card 

1 

5811834 

Servo card 10SR-1 


5811890 

Servo card 10SR-1 


1615367 

Servo card 10SR-1 

1 

1615509 

cable 

1 

1615600 

Head Disk asm 10SR 

39 

1615631 

Data Converter card 


1615632 

Data Converter card 


1615339 

Data Converter card 

33 

2439875 

Access Control card 

1 

5811834 

Servo card 10SR 


5811890 

Servo card 10SR 


1615367 

Servo card 10SR 

1 

1615509 

cable 

1 

1615600 

Head Disk asm 10SR 

39 

1615631 

Data Converter card 


1615632 

Data Converter card 


1615639 

Data Converter card 

33 

2439875 

Access Control card 

1 

5811834 

Servo card 10SR-1 


5811890 

Servo card 10SR-1 


1615367 

Servo card 10SR-1 

1 

1615509 

cable 

1 

1615600 

Head Disk asm 10SR 

39 

1615631 

Data Converter card 


1615632 

Data Converter card 


1615339 

Data Converter card 

33 

2439875 

Access Control card 

1 

5811834 

Servo card 103R 


5811890 

Servo card 10SR 


1615367 

Servo card 10SR 

1 

1615509 

cable 

1 

1615600 

Head Disk asm 10SR 


Tt)rn()orary orror 0 (;curr<!(l 
Drive A F XXXX cart) 
locations are actually 
U -XXXX 

■ HDA ' - Flead/Disk Asm 
Drive B G-XXXX card 
locations are actually 
1G-XXXX 


Drive C F -XXXX carri 
locations are actually 
2F-XXXX. 


Drive D G-XXXX card 
locations are actually 
2G-XXXX 
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EI3 



SRC 

FRU 

% 

P/N 

FRU DE' ::ription 

SERVICE COMMENTS 

1AE4 

Drive A 




Tomporary error occurred. 


F A1C2 

48 

1615631 

Data Converter card 

Drive A F-XXXX card 




1615632 

Data Converter card 

locations are actually 

1F-XXXX. 




1615639 

Data Converter card 

"HDA " - Head 'Disk Asm 


F-A1D2 

25 

5811834 

Servo card 10SR-1 

Drive B G-XXXX card 




5811890 

Servo card 10SR-1 

locations are actually 




1615367 

Servo card 10SR-1 

1G-XXXX 


F-A1E5 

13 

1615509 

cable 



F-HDA 

12 

1615600 

Head Disk asm 10SR 

Drive C F-XXXX card 


Drive B 




locat.ons are actually 


G-A1C2 

48 

1615631 

Data Converter card 

2F-XXXX. 




1615632 

Data Converter card 





1615339 

Data Converter card 

Drive D G-XXXX card 


G-A1D2 

25 

5811834 

Servo card 10SR 

locations are actually 




5811890 

Servo card 10SR 

2G-XXXX. 




1615367 

Servo card 10SR 



G-A1E5 

13 

1615509 

cable 



G-HOA 

12 

1615600 

Head Disk asm 10SR 



Drive C 






F-A1C2 

48 

1615631 

Data Converter card 





1615632 

Data Converter card 





1615639 

Data Converter card 



F-A1D2 

25 

5811834 

Servo card 10SR-1 





5811890 

Servo card 10SR-1 





1615367 

Servo card 10SR-1 



F-A1E5 

13 

1615509 

cable 



F-HDA 

12 

1615600 

Head Disk asm 10SR 



Drive D 






G-A1C2 

48 

1615631 

Data Converter card 





1615632 

Data Converter card 





1615339 

Data Converter card 



G-A1D2 

25 

5811834 

Servo card 10SR 





5811890 

Servo card 10SR 





1615367 

Servo card 10SR 



G-A1E5 

13 

1615509 

cable 



G-HDA 

17. 

1615600 

Head Disk asm 10SR 



EI4 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

1AE5 

Drive A 




Temporary error occurred. 


F-A1C2 

45 

1615631 

Data Converter card 

Drive A F-XXXX card 




16156r2 

Data Converter card 

locations are actually 

ir-xxxx. 




1615639 

Data Converter card 

"HD4 " - Head/Dlsk Asm 


F-A1B2 

25 

2439875 

Access Control card 

Drive B G-XXXX card 


F-A1E2 

15 

1615508 

cable 

locations are actually 


F-HDA 

12 

16156U0 

Head Disk asm 10SR 

1G-XXXX. 


Drive B 






G-A1C2 

45 

1615631 

Data Converter card 

Drive C F-XXXX card 




1615632 

Data Converter card 

locations are actually 




1615339 

Data Converter card 

2F-XXXX. 


G-A1B2 

25 

2439875 

Access Control card 



G-A1E2 

15 

1615508 

cable 

Drive D G-XXXX card 


G-HDA 

12 

1615600 

Head Disk asm 10SR 

locations are actually 


Drive C 



1 

2G-XXXX. 


F-A1C2 

45 

1615631 

Data Converter card 





1615632 

Data Converter card 





1615639 

Data Converter card 



F-A1B2 

25 

2439875 

Access Control card 



F-A1E2 

15 

1615508 

cable 



F-HDA 

12 

1615600 

Head Disk asm 10SR 



Drive D 






G-A1C2 

45 

1615631 

Data Converter card 





1615632 

Data Converter card 





1615339 

Data Converter card 



G-A1B2 

25 

2439875 

Access Control card 



G-A1E2 

15 

1615508 

cable 



G-HDA 

12 

1615600 

Head Disk asm 10SR 
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SRC 

1AE7 


1 

FRU 

- 1 

% 

1 - 

P/N 

FRU DESCRIPTION 

Drive A 




F-A1D2 

31 

5811834 

Servo card 10SR-1 



5811890 

Servo card 10SR-1 



1615367 

Servo card 10SR-1 

F-A1C2 

27 

1615631 

Data Converter card 



1615632 

Data Converter card 



1615639 

Data Converter card 

F-A1B2 

13 

2439875 

Access Control card 

F-W1B1 

10 

2439838 

Data channel card 

F-A1E2 

1 

1615508 

cable 

F-HDA 

1 

1615600 

Head Disk asm 10SR 

F-VCM 

1 

5811836 

VCM Drive assembly 

A-A2C2 

1 

2437374 

adapter A card 10SR 

F-A1A3 

1 

8636632 

cable 

Drive B 




G-A1D2 

31 

5811834 

Servo card 10SR 



5811890 

Servo card 10SR 



1615367 

Servo card 10SR 

G-A1C2 

27 

161S631 

Data Converter card 



1615632 

Data Converter card 



1615339 

Data Converter card 

G-A1B2 

13 

2439875 

Access Control card 

G-W1B1 

10 

2439838 

Data channel card 

G-A1E2 

1 

1615508 

cable 

G-HDA 

1 

1615600 

Head Disk asm 10SR 

GVCM 

1 

5811836 

VCM Drive assembly 

A-A2D2 

1 

2437374 

adapter B card 10SR 

G-A1A3 

1 

8636632 

cable 

Drive C 




F-A1D2 

31 

5811834 

Servo card 10SR-1 



5811890 

Servo card 10SR-1 



1615367 

Servo card 10SR-1 

F-A1C2 

27 

1615631 

Data Converter card 



1615632 

Data Converter card 



1615639 

Data Converter card 

F-A1B2 

13 

2439875 

Access Control card 

F-W1B1 

10 

2439838 

Data channel card 

F-A1E2 

1 

1615508 

cable 

F-HDA 

1 

1615600 

Head Disk asm 10SR 

F-VCM 

1 

5811836 

VCM Drive assembly 

A-A2C4 

1 

_1 

2437374 

adapter C card 10SR 


SERVICE COMMENTS 

Temporary error occurred. 
Drive A F-XXXX card 
locations are actually 
1 F-XXXX. 


", '^A" - Head/Disk Asm 
"\/CM" - VCM Driver Asm 


Drive B G-XXXX card 
locations are actually 
1 G-XXXX. 


Drive C F-XXXX card 
locations are actually 
2F-XXXX. 


Drive D G-XXXX jard 
locations are actually 
2G-XXXX, 


EI6 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

1AE8 

Drive A 
F-A1D2 

44 

5811834 

Servo card 10SR-1 




5811890 

Servo card 10SR-1 




1615367 

Servo card 10SR-1 


F-A1B2 

31 

2439875 

Access Control card 


F-A1C2 

18 

1615631 

Data Converter card 




1615632 

Data Converter card 




1615639 

Data Converter card 


F-VCM 

1 

5811836 

VCM Drive assembly 


F-A1E5 

1 

1615509 

cable 


F-HDA 

1 

1615600 

Head Disk asm 10GR 


Drive B 
G-A1D2 

44 

5811834 

Servo Co^d 10SR 




5811890 

Servo card 10SR 




1615367 

Servo card 10SR 


G-A1B2 

31 

2439875 

Access Control card 


G-A1C2 

18 

1615631 

Data Converter card 




1615632 

Data Converter card 




1615339 

Data Converter card 


G-VCM 

1 

5811836 

VCM Drive assembly 


G-A1E5 

1 

1615509 

cable 


G-HDA 

1 

1615600 

Head Disk asm 10SR 


Drive C 

F A1D2 

44 

5811834 

Servo card 10SR-1 




5811890 

Servo card 10SR-1 




1615367 

Servo card 10SR-1 


F-A1B2 

31 

2439875 

Access Control card 


F-A1C2 

18 

1615631 

Data Converter card 




1615632 

Data Converter card 




1615639 

Data Converter card 


F-VCM 

1 

5811836 

VCM Drive assembly 


F-A1E5 

1 

1615509 

cable 


F-HDA 

1 

1615600 

Head Disk asm 10SR 


Drive D 
G-A1D2 

44 

5811834 

Servo card 10SR 




5811890 

Servo card 10SR 




1615367 

Servo card 10SR 


G-A1B2 

31 

2439875 

Access Control card 


G-A1C2 

18 

1615631 

Data Converter card 




1615632 

Data Converter card 




1615339 

Data Converter card 


SERVICE COMMENTS 

Temporary error occurred. 
Drive A F-XXXX card 
locations are actually 
1 F-XXXX 

■'VCM'' - VCM Driver Asm 

"HDA" - Head/Disk Asm 
Drive B G-X • XX card 
locations are actually 
1G-XXXX. 


Drive C F-XXXX card 
locations are actually 
2F-XXXX. 


Drive D G-XXXX card 
locations are actually 
2G-XXXX. 
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SRC 

FRU 

% 

I 

P/N 

1AE9 

Drive A 
F-A1D2 

45 

5811834 

5811890 

1615367 


F-A1B2 

27 

2439875 


F-A1C2 

21 

1615631 

1615632 

1615639 


F-VCM 

1 

5811836 


F-A1E5 

1 

1615509 


F-HDA 

1 

1615600 


Power 

1 



Drive B 
G-A1D2 

45 

5811834 

5811890 

1615367 


G-A1B2 

27 

2439875 


G-A1C2 

21 

1615631 

1615632 

1615339 


G-VCM 

1 

5811836 


G-A1E5 

1 

1615509 


G-HDA 

1 

1615600 


Power 
Drive C 

1 



F-A1D2 

45 

5811834 

5811890 

1615367 


F-A1B2 

27 

2439875 


F-A1C2 

21 

1615631 

1615632 

1615639 


F-VCM 

1 

5811836 


F-A1E5 

1 

1615509 


F-HDA 

1 

1615600 


Power 
Drive D 

1 



G-A1D2 

45 

5811834 

5811890 

1615367 


FRU DESCRIPTION 


Servo card 10SR-1 
Servo card 10SR-1 
Servo card 10SR-1 
Access Control card 
Data Converter card 
Data Converter card 
Data Converter card 
VCM Drive assembly 
cable 

Head Disk asm 10SR 


Servo card 10SR 
Servo card 10SR 
Servo card 10SR 
Access Control card 
Data Converter card 
Data Converter card 
Data Converter card 
VCM Drive assembly 
cable 

Head Disk asm 10SR 


Servo card 10SR-1 
Servo card 10SR-1 
Servo card 10SR-1 
Access Control card 
Data Converter card 
Data Converter card 
Data Converter card 
VCM Drive assembly 
cable 

Head Disk asm 10SR 


Servo card 10SR 
Servo card 10SR 
Servo card 10SR 


SERVICE COMMENTS 

Temporary error occurred. 
Drive A F-XXXX card 
locations are actually 
1 F-XXXX. 

"VCM” - VCM Driver Asm 
"HDA ' - Head/Disk Asm 
Corrective Action; 

Reseat power distribution 
cables to 10SR. Check 
"Power Good" (FlD GA915/ 
Drive B G-XXXX card 
locations are actually 
1 G-XXXX. 


Drive C F-XXXX card 
locations ere actually 
2F-XXXX. 


Drive D G-XXXX card 
locations are actually 
2G-XXXX 


CONTINUED ON 
FRAME A01 
CARD 04 


Eld 
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% 


P/N 


FRU DESCRIPTION 


SERVICE COM.^^ENTS 


SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

IAEA 

Drive A 
F-A1C2 

30 

1615631 

Data Converter card 




1615632 

Data Converter card 




1615639 

Data Converter card 


F-A1B2 

33 

2439875 

Access Control card 


F-W1B1 

8 

2439838 

Data channel card 


F-HDA 

7 

1615600 

Head Disk asm 10SR 


F-A1E2 

1 

1615508 

cable 


A-A2C2 

1 

2437374 

adapter A card 10SR 


F-A1A3 

1 

8636632 

cable 


F-A1D2 

1 

5811834 

Servo card 10SR-1 




5. 1890 

Servo card 10SR-1 




1615367 

Servo card 10SR-1 


F-A1E5 

1 

1615509 

cable 


F-A1A5 

1 

1615662 

Terminator card 


F-A1A4 

1 

8636632 

cable 


Drive B 
G-A1C2 

30 

1615631 

Data Converter card 




1615632 

Data Converter card 




1615339 

Data Converter card 


G-A1B2 

33 

2439875 

Access Control card 


G-W1B1 

8 

2439838 

Data channel card 


G-HDA 

7 

1615600 

Head Disk asm 10SR 


G-A1E2 

1 

1615508 

cable 


A-A2D2 

1 

2437374 

adapter B card 10SR 


G-A1A3 

1 

8636632 

cable 


G-A1D2 

1 

5811834 

Servo card 10SR 




5811890 

Servo card 10SR 




1615367 

Servo card 10SR 


G-A1E5 

1 

1615509 

cable 


G-A1A5 

1 

1615662 

Terminator card 


G-A1A4 

1 

8636632 

cable 


Drive C 
F-A1C2 

30 

1615631 

Data Converter card 




1615632 

Data Converter card 




1615639 

Data Converter card 


F-A1B2 

33 

2439875 

Access Control card 


F-W1B1 

8 

2439838 

Data channel card 


F HDA 

7 

1615600 

Head Disk asm 10SR 


F~A1E2 

1 

1615508 

cable 

j 

A-A2C4 

1 

2437374 

1 adapter C card 10SR 


Temporary error occurred. 
Drive A F-XXXX card 
locations are actually 
1 F-XXXX. 

"HDA” - Head/Disk Asm 


Drive B G-XXXX card 
locations are actually 
1 G-XXXX. 


Drive C F-XXXX card 
locations are actually 
2F-XXXX. 


Drive D G-XXXX card 
locations are actually 
2G-XXXX. 
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SRC 

FRU 

1 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

1AEb 

Drive A 




Temporary error occurred. 


F-A1B2 

57 

2439875 

Access Control card 

Drive A F-XXXX card 


F-A1C2 

18 

1615631 

Data Converter card 

locations are actually 

1 F-XXXX. 




1615632 

Data Converter card 

Corrective Action; 




1615639 

Data Converter card 

Reseat power distribution 


F-A1E2 

1 

1615508 

cable 

cables to lOSR. Check 


F-A1D2 

1 

5811834 

Servo card 10SR-1 

"Power Good"(FLD GA915). 




5811890 

Servo card 10SR-1 

Reseat cards and cables. 
"HDA" - Head/Disk Asm 




1615367 

Servo card 10SR-1 

Drive B G-XXXX card 


F-W1B1 

1 

2439838 

Data channel card 

locations are actually 


Power 

1 



1 G-XXXX. 


F-A1E5 

1 

1615509 

cable 



F-HDA 

1 

1SI5600 

Head Disk asm 10SR 



Drive B 






G-A1B2 

57 

2439875 

Access Control card 



G-A1C2 

18 

1615631 

Data Converter card 

Drive C F-XXXX card 




1615632 

Data Converter card 

locations are actually 
2F-XXXX. 




1615339 

Data Converter card 



G-A1E2 

1 

1615508 

cable 



G-A1D2 

1 

5811834 

Servo card 10SR 





5811890 

Servo card 10SR 





1615367 

Servo card 10SR 



G-W1B1 

1 

2439838 

Data channel card 

Drive D G-XXXX card 


Power 

1 



locations are actually 


G-A1E5 

1 

1615509 

cable 

2G-XXXX. 


G-HDA 

1 

16 5600 

Head Disk asm 10SR 



Drive C 






F-A1B2 

57 

2439875 

Access Control card 



F-A1C2 

18 

1615631 

Data Converter card 





1615632 

Data Converter card 





1615639 

Data Converter card 



F-A1E2 

1 

1615508 

cable 



F-A1D2 

1 

5811834 

Servo Co.d 10SR-1 





5811890 

Servo card 10SR-1 





1615367 

Servo card ir'vR-1 



F-W1B1 

1 

2439838 

Data channel ^ard 



Power 

1 





F-A1E5 

1 

1615509 

cable 



F-HDA 

1 

1615600 

Head Disk asm 10SR 



Drive D 






A02 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

1AEC 

Drive A 
F-A1B2 

32 

2A39875 

Access Control card 


F-A'IC2 

24 

1615631 

Data Converter card 




1615632 

Data Converter card 




1615639 

Data Converter card 


F-A1D2 

23 

5811834 

Servo card 10SR-1 




5811890 

Servo card 10SR-1 




1615367 

Servo card 10SR-1 


F-A1E2 

1 

1615508 

cable 


F-VCM 

1 

5811836 

VCM Drive assembly 


F-A1E5 

1 

1615509 

cable 


A-A2D2 

1 

2437374 

adapter B card 10SR 


F-HDA 

1 

1615600 

Head Disk asm 10SR 


F-W1B1 

1 

2439838 

Data channel card 


F-A1A5 

1 

1615662 

Terminator card 


F-A1A3 

1 

8636632 

cable 


F-A1A4 

1 

8636632 

cable 


Drive B 
G-A1B2 

32 

2439875 

Access Control card 


G-A1iC2 

24 

1615631 

Data Converter card 




1615632 

Data Converter card 




1615339 

Data Converter card 


G-A1D2 

23 

5811834 

Servo card 10SR 




5811890 

Servo card 10SR 




1615367 

Servo card 10SR 


G-A1E2 

1 

1615508 

cable 


G-VCM 

1 

5811836 

VCM Drive assembly 


G-A1E5 

1 

1615509 

cable 


A-A2D2 

1 

2437374 

adapter B card 10SR 


GHDA 

1 

1615600 

Head Disk asm 10SR 


G-W1B1 

1 

2439838 

Data channel card 


G-A1A5 

1 

1615662 

Terminator card 


G-A1A3 

1 

8636632 

cable 


G-A1A4 

1 

8636632 

cable 


Drive C 
F-A1B2 

32 

2439875 

Access Control card 


F-A1C2 

24 

1615631 

Data Converter card 




1615632 

Data Converter card 




1615639 

Data Converter card 


F-A1D2 

23 

5811834 

Servo card 10SR-1 


I 


5811890 

Servo card 10SR-1 


SERVICE COMMENTS 


Temporary error occurred. 
Drive A F-XXXX card 
locations are actaully 
1 F-XXXX. 

"VCM” - VCM Driver Asm 


"HDA" - Head/Disk Asm 


Drive B G-XXXX card 
locations are actually 
1 G-XXXX. 


Drive C F-XXXX card 
locations are actually 
2F-XXXX. 


Drive D G-XXXX card 
locations are actually 
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% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 

Temporary error occurred. 


lAEd 

Drive A 
F-A1C2 

36 

1615631 

Data Converter card 




1615632 

Data Converter card 




1615639 

Data Converter card 


F-HDA 

12 

1615600 

Hea<. Tisk asm 10SR 


F-W1B1 

9 

2439838 

Data V .lannel card 


A-A2C?. 

1 

2437374 

adapter A card 10SR 


F-A1A3 

1 

8636632 

cable 


F-A1D2 

1 

5811834 

Servo card 10SR-1 




5811890 

Servo card 10SR-1 




1615367 

Servo card 10SR-1 


F-A1F5 

1 

1615509 

cable 


F-A1E2 

1 

1615508 

cable 


Drive B 
G-A1C2 

36 

1615631 

Data Converter card 




1615632 

Data Converter card 




1615339 

Data Converter card 


G-HDA 

12 

1615600 

Head Disk asm 10SR 


G-W1B1 

9 

2439838 

Data channel card 


A-A2D2 

1 

2437374 

adapter B card 10SR 


G-A1A3 

1 

8636632 

cable 


G-A1D2 

1 

5811834 

Servo card 10SR 




5811890 

Servo card 10SR 




1615367 

Servo card 10SR 


G-A1E5 

1 

1615509 

cable 


G-A1E2 

1 

1615508 

cable 


Drive C 
F-A1C2 

36 

1615631 

Data Converter card 




1615632 

Data Converter card 




1615639 

Data Converter card 


F-HDA 

12 

1615600 

Head Disk asm 10SR 


F-W1B1 

9 

2439838 

Data channel card 


A-A2C4 

1 

2437374 

adapter C card 10SR 


F-A1A3 

1 

8636632 

cable 


F-A1D2 

1 

5811834 

Servo card 10SR-1 




5811890 

Servo card 10SR-1 




1615367 

Sertro card 10SR-1 


F-A1E5 

1 

1615509 

cable 


F-A1E2 

1 

1615508 

cable 


Drive D 
G-A1C2 

36 

1615631 

Data Converter card 


"HDA" - Head/Disk Asm 
Drive A F-XXXX card 
locations are actually 
1 F-XXXX. 


Drive B G-XXXX card 
locations are actually 
1 G-XXXX. 


Drive C F-XXXX card 
locations are actually 
2F-XXXX. 


Drive D G-XXXX card 
locations are actually 
2G-XXXX. 


A04 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

1AEF 

Drive A 




Temporary error occurred. 


F-W1B1 

34 

243SS38 

Data channel card 



F-A1C2 

27 

1615631 

Data Converter card 

"HDA" - Head/Oisk Asm 




1615632 

Data Converter card 





1615639 

Data Converter card 

Drive A F-XXXX card 


F-HDA 

13 

1615600 

Head Disk asm 10SR 

locations are actually 


F-A1E2 

10 

1615508 

cable 

1 F-XXXX. 


F-A1D2 

1 

5811834 

Servo card 10SR-1 





5811890 

Servo card 10SR-1 

Drive B G-XXXX card 




1615367 

Servo card 10SR-1 

locations are actually 


A-A2C2 

1 

2437374 

adapter A card 10SH 

1 G-XXXX. 


F-A1B2 

1 

2439875 

Access Control card 



F-A1E5 

1 

1615509 

cable 



F-A1A3 

1 

8636632 

cable 



Drive B 






G-W1B1 

34 

2439838 

Data channel card 



G-A1C2 

27 

1615631 

Data Converter c ard 





1615632 

Data Converter card 

Drive C F-XXXX card 
locations are actually 




1615339 

Data Converter card 

2F-XXXX. 


G-HDA 

13 

1615600 

Head Disk asm 10SR 



G<A1E2 

10 

1615508 

cable 



G-A1D2 

1 

5811834 

Servo card 10SR 





5811890 

Servo card 10SR 





1615367 

Servo card 10SR 



A-A2D2 

1 

2437374 

adapter B card 10SR 



G-A1B2 

1 

2439875 

Access Control card 

Drive D G-XXXX card 


G-A1E5 

1 

1615509 

cable 

locations are actually 


G-A1A3 

1 

8636632 

cable 

2G-XXXX. 


Drive C 






F-W1B1 

34 

2439838 

Delta channel card 



F-A1C2 

27 

1615631 

Data Converter card 





1615632 

Data Converter card 





1615639 

Data Converter card 



F-HDA 

13 

1615600 

Head Disk asm 10SR 



F-A1E2 

10 

1615508 

cable 



F-A1D2 

1 

5811834 

Servo card 10SR-1 





5811890 

Servo card 10SR-1 



I 


1615367 

Serj'o card 10SR-1 



A-A2C4 

1 

2437374 

adapter C card 10SR 



F-A1B2 

1 

2439875 

Access Control card 



F-A1E5 

1 

1615509 

cable 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

1AF0 

Drive A 





F-A1B2 

27 

2439875 

Access Control card 


F-A1D2 

19 

5811834 

Servo card 10SR-1 




5811890 

Servo card 10SR-1 




1615367 

Servo card 10SR-1 


A-A2C2 

18 

2437374 

adapter A card 10SR 


A-A2E2 

14 

2462228 

Data stor adapter 1 cd 


F-A1C2 

10 

1615631 

Data Converter ca'‘d 




1615632 

Data Converter card 




1615639 

Data Converter card 


F-A1A4 

1 

8636632 

cable 


F-A1A5 

1 

1615662 

Terminator card 


F-A1A3 

1 

8636632 

cable 


F-VCM 

1 

5811836 

VCM Drive assembly 


F-A1E5 

1 

1615509 

cable 


Channel 

1 




A-A2J2 

1 

4237136 

Data stor Ctrl card 




2597763 

Data stor Ctrl card 




2597727 

DS Pass-Thru card 


F-HDA 

1 

1615600 

Head Disk asm 10SR 


Media 

1 




Drive B 





G-A1B2 

27 

2439875 

Access Control card 


G-A1D2 

19 

5811834 

Servo card 10SR 




5811890 

Servo card 10SR 




1615367 

Servo card 10SR 


A A2D2 

18 

2437374 

adapter B card 10SR 


/ A2E2 

14 

2462228 

Data stor adapter 1 cd 


G-Airr 

itlM 

1615631 

Data Converter card 




1615632 

Data Converter card 




1615339 

Data Converter card 


G-A1A4 

1 

8636632 

cable 


G-A1A5 

1 

1615662 

Terminator card 


G-A1A3 

1 

8636632 

cable 


G-VCM 

1 

5811836 

VCM Drive assembly 


G-A1E5 

1 

1615509 

cable 


Channel 

1 




A-A2J2 

1 

4237136 

Data stor Ctrl card 




2597763 

Data stor Ctrl card 




2597727 

DS Pass-Thru card 


G-HDA 

1 

1615600 

Head Disk asm 10SR 


SERVICE CO MMENTS 

Temporary error occurred. 
Corrective Action: 

Reseat cards and cables. 

Run Analysis (MIM 01-730) 
to check for bad sector ID 
or bad data written on the 
HDA. 


”VCM" - VCM Driver Asm 
Drive A F-XXXX card 
locations aie actually 
1 F-XXXX. 

"HDA” - Head/Disk Asm 
"Media" - Bad data 
Drive B G-XXXX card 
locations are actually 
1 G-XXXX. 


Drive C f-XXXX card 
lo':;3tions are actually 
2F-XXXX. 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

1AF1 

Drive A 




Temporary error occurred. 


F-A1C2 

34 

1615631 

Data Converter card 

Corrective Action: 




1615632 

Data Converter card 

Reseat cards and cables. 

Run Analysis (MIM 01 -730) 




1615639 

Data Converter card 

to check for bad sector ID 


A-A2C2 

16 

2437374 

adapter A card 10SR 

or bad data written on the 


F-A1B2 

16 

2439875 

Access Control card 

HDA. 


A-A2E2 

8 

2462228 

Data stor adapter 1 cd 



F-W1B.1 

1 

2439838 

Data channel card 

"HDA" - Head/Disk Asm 


F-A1D2 

1 

5811834 

Servo card 10SR-1 

Drive A F-XXXX card 




5811890 

Servo card lOSR-l 

locations are actually 




1615367 

Servo card 10SR-1 

1 F-XXXX. 


F-A1/S.5 

1 

1615662 

Terminator card 



F-HDA 

1 

1615600 

Head Disk asm 10SR 

"Media" - Bad data 


F-A1A3 

1 

8636632 

cable 

Drive B G-XXXX card 


F-A1A4 

1 

8636632 

cable 

locations are actually 


F-A1A5 

1 

1615662 

Terminator card 

1 G-XXXX. 


F-A1E5 

1 

1615509 

cable 



Channel 

1 





A-A2J2 

1 

4237136 

Data stor Ctrl card 





2597763 

Data stor Ctrl card 





2597727 

DS Pass-Thru card 



Media 

1 





Drive B 






G-A1C2 

34 

1615631 

Data Converter card 





1615632 

Data Converter card 





1615339 

Data Converter card 



A-A2D2 

16 

2437374 

adapter B card 10SR 



G-A1B2 

16 

2439875 

Access Control card 

Drive C F-XXXX card 
locations are actually 


A-A2E2 

8 

2462228 

Data stor adapter cd 

2F-XXXX. 


G-W1B1 

1 

2439838 

Data channel card 



G-A1D2 

1 

5811834 

Servo card 10SR 





6811890 

Servo card 10SR 





1615367 

Servo card 10SR 



G-A1A5 

1 

1615662 

Terminator card 



G-HDA 

1 

1615600 

Head Disk asm 10SR 



G-A1A3 

1 

8636632 

cable 



G-A1A4 

1 

8636632 

cable 



G-A1A5 

1 

1615662 

Terminator card 



G-A1E5 

1 

1615509 

cable 



Channel 

1 





A-A2J2 

1 

4237136 

Data stor Ctrl card 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

1AF2 

Drive A 




Temporary error occurred. 


F-A1C2 

38 

1615631 

Data Converter card 

Corrective Action: 




1615632 

Data Converter card 

Reseat cards and cables. 

Run Analysis (MIM 01 -730) 




1615639 

Data Converter card 

to check for bad sector ID 


F-A1B2 

17 

2439875 

Access Control card 

or bad data written on the 


F-HDA 

11 

1615600 

Head Disk asm 10SR 

HDA. 


F-A1E2 

10 

1615508 

cable 



F-W1B1 

1 

2439838 

Data channel card 

"HDA" - Head/Disk Asm 

Drive A F-XXXX card 


A-A2C2 

1 

2437374 

adapter A card 10SR 

locations are actually 


F-A1A3 

1 

8636632 

cable 

1 F-XXXX. 


F-A1D2 

1 

5811834 

Servo card 10SR-1 





5811890 

Servo card 10SR-1 

"Media" - Bad data 


A-A2E2 

1 

1615367 

2462228 

Servo card 10SR-1 

Data stor adapter 1 cd 

Drive B G-XXXX card 
locations are actually 

1 G-XXXX. 


F-A1E5 

1 

1615509 

cable 



F-A1A5 

1 

1615662 

Terminator card 



F-A1A4 

1 

8636632 

cable 



Media 

1 





Drive B 
G-A1C2 

38 

1615631 

Data Converter card 





1615632 

Data Converter card 





1615339 

Data Converter card 



G-A132 

17 

2439875 

Access Control card 



G-HDA 

11 

1615600 

Head Disk asm 10SR 

Drive C F-XXXX card 


GA1E2 

10 

1615508 

cable 

locations are actually 


G-W1B1 

1 ^ 

2439838 

Data channel card 

2F-XXXX. 


A-A2D2 

1 

2437374 

adapter B card 10SR 



G-A1A3 

1 

8636632 

cable 



G-A1D2 

1 

5811834 

Servo card 10SR 





5811890 

Servo card 10SR 





1615367 

Servo card 10SR 



A-A2E2 

1 

2462228 

Data stor adapter 1 cd 



G-A1E5 

1 

1615509 

cable 



G-A1A5 

1 

1615662 

Terminator card 



G-A1A4 

1 

8636632 

cable 



Media 
Drive C 

1 





F-A1C2 

38 

1615631 

Data Converter card 





1615632 

Data Converter card 





1615639 

Data Converter card 



F-A1B2 

17 

2439875 

Access Control card 

_ 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

1AF3 

Drive A 




Temporary error occurred. 


F-A1C2 

28 

1615631 

Data Converter card 

Corrective Action: 




1615632 

Data Converter card 

Run Analysis (MIM 01 -730) 
to check for bad sector ID 




1615639 

Data Converter card 

or bad data wri .ten on the 


F-A1B2 

24 

2439875 

Access Control card 

HDA. 


A>A2C2 

16 

2437374 

adapter A card 10SR 

Drive A F-XXXX card 


A-A2E2 

7 

2462228 

Data stor adapter 1 cd 

locations are ac ually 


FA1D2 

7 

5811834 

Servo card 10SR-1 

1F-XXXX. 

"HDA” - Head/Disk Asm 




5811890 

Servo card 10SR-1 





1615367 

Servo card 10SR-1 



F-A1A3 

1 

8636632 

cable 

"VCM" - VCM Driver Asm 


A-A1A4 

1 





F-A1A5 

1 

1615662 

Terminator card 

"Media" - Bad data 

Drive B G-XXXX card 


F-HDA 

1 

1615600 

Head Disk asm 10SR 

locations are acvually 


F-W1B1 

1 

2439838 

Data channel card 

1 G-XXXX. 


F-A1E2 

1 

1615508 

cable 



F-VCM 

1 

5811836 

VCM Drive assembly 



F-A1E5 

1 

1615509 

cable 



Media 

1 





Drive B 






G-A1C2 

28 

1615631 

Data Converter card 





1615632 

Data Converter card 





1615339 

Data Converter card 



G-A1B2 

24 

2439875 

Access Control card 



A-A2D2 

16 

2437374 

adapter B card 10SR 



A-A2E2 

7 

2462228 

Data stor adapter 1 cd 

Drive C F-XXf<X card 


G-A1D2 

7 

5811834 

Servo card 10SR 

locations are actually 




5811890 

Servo card 10SR 

2F-XXXX. 




1615367 

Servo card 10SR 



G-A1A3 

1 

8636632 

cable 



G-A1A4 

1 

8636632 

cable 



G-A1A5 

1 

1615662 

Terminator card 



G-HDA 

1 

1615600 

Head Disk asm 10SR 



G-W1B1 

1 

2439838 

Dat?i channel card 



GA1E2 

1 

1615508 

cable 



G-VCM 

1 

5811836 

VCM Drive assembly 



G-A1E5 

1 

1615509 

cable 



Media 

1 





Drive C 






F-A1C2 

28 

1615631 

Data Converter card 

1 




1615632 

Data Converter card 



\ 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

1AFF 





Go to MAP 9700, A. 

Temporary error occurred. 

Unable to determine FRU. 

Attempt to recreate error, 
or use other SRC codes. 

1b01 

A-A2K2 

60 

2462228 

Data Stor Adapter 2 cd 

Unable to reset interrupt. 


A-A2L2 

30 

2597725 

Tape adapter card 



A-A2J2 

10 

4237136 

Data stor Ctrl card 





2597763 

Data stor Ctrl card 


1b02 

A-A2K2 

90 

2462228 

Data Stor Adapter 2 cd 

DSA cycle steal parity 


A-A2J2 

10 

4237136 

Data stor Ctrl card 

check. 




2597763 

Data stor Ctrl card 


1b03 

A-A2K2 

90 

2462228 

Data Stor Adapter 2 cd 

DSA bus out parity check. 


A-A2J2 

5 

4237136 

Data stor Ctrl card 





2597763 

Data stor Ctrl card 



A-A2L2 

5 

2G97725 

Tape adapter card 


1b04 

A-A2K2 

50 

2462228 

Data Stor Adapter 2 cd 

DSA bus in parity check. 


A-A2J2 

30 

4237136 

Data stor Ctrl card 





2597763 

Data stor Ctrl card 



A-A2L2 

10 

2597725 

Tape adapter card 


1b05 

A-A2K2 

90 

2462228 

Data Stor Adapter 2 cd 

Not write mode, buffer 


A-A2J2 

10 

4237136 

Data stor Ctrl card 

select. 




2597763 

Data stor Ctrl card 


1b06 

AA2K2 

80 

2462228s 

Data Stor Adapter 2 cd 

Wrong end op. 


A-A2J2 

5 

4237136 

Data stor Ctrl card 





2597763 

Data stor Ctrl card 



A-A2L2 

5 

2597725 

Tape adapter card 



8809-C2 

5 

4733758 

8809 logic card 


1b07 

AA2K2 

90 

2462228 

Data Stor Adapter 2 cd 

Wrong DSA counters. 


A-A2J2 

10 

4237136 

Df ta stor Ctrl card 





2597763 

Dwdta stor Ctrl card 


1b08 

A-A2K2 

80 

2462228 

Data Stor Adapter 2 cd 

Wrong channel address. 


A-A2J2 

20 

4237136 

Data stor Ctrl card 





2597763 

Data stor Ctrl card 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

1b09 

A-A2K2 

80 

2462228 

Data Stor Adapter 2 cd 

Wrong DLC counter. 


A-A2J2 

10 

4237136 

Data stor Ctrl card 





2597763 

Data stor Ctrl card 



A-A2L2 

5 

2597725 

Tape adaptet card 


1bOA 

AA2K2 

m 

2462228 

Data Stor Adapter 2 cd 

DSA lenpth check. 


AA2J2 

10 

4237136 

Data stor Ctrl card 





2597763 

Data stor Ctrl card 



A-A2L2 

5 

2597725 

Tape adapter card 



8809-C2 


4733758 

8809 logic card 


1bOb 

A-A2L2 

60 

2597725 

Tape adapter card 

Transfer complete not 


A-A2K2 

40 

2462228 

Data Stor Adapter 2 cd 

active. 

1bOC 

A-A2J2 

50 

4237136 

Data stor Ctrl card 

Wrong cycle steal LSR. 




2597763 

Data stor Ctrl card 



A-A2K2 

50 

2462228 

Data Stor Adapter 2 cd 


1bOd 

A-A2K2 

80 

2462228 

Data Stor Adapter 2 cd 

Transfer ready not on. 


A-A2J2 

10 

4237136 

Data stor Ctrl card 





2597763 

Data stor Ctrl card 



A-A2L2 

5 

2597725 

Tape adapter card 


1bOE 

A-A2J2 

90 

4237136 

Data stor Ctrl card 

A not valid vol 




2597763 

Data stor Ctrl card 

sequencing. 


A<A2K2 

10 

2462228 

Data Stor Adapter 2 cd 


1bOF 

A-A2L2 

80 

2597725 

Tape adapter card 

Tactical bus in parity 


A-A2K2 

10 

2462228 

Data Stor Adapter 2 cd 

check on a DPC operation. 


A-A2J2 

5 

4237136 

Data stor Ctrl card 





2597763 

Data stor Ctrl card 


1b1x 

A-A2J2 

70 

4237136 

Data stor Ctrl card 

Not a valid command. 




2597763 

Data stor Ctrl card 



8809-C2 


4733758 

8809 logic card 



8809-G2 

13 

4449955 

8809 logic card 



A-A2L2 

D 

2597725 

Tape adapter card 



A-A2U4 

D 

8636630 

Cable 


1b20 

A-A2J2 

99 

4237136 

Data stor Ctrl card 

Not a valid command. 




2597763 

Data stor Ctrl card 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

1b21 

AA2J2 

99 

4237136 

Data stor Ctrl card 

Not a valid command. 




2597763 

Data stor Ctrl card 


1b22 

A-A2J2 

99 

4237136 

Data stor Ctrl card 

Not a valid command. 




2597763 

Data stor Ctrl card 


1b23 

A-A2J2 

80 

4237136 

Data stor Ctrl card 

Not a valid command. 




2597763 

Data stor Ctrl card 



8809-C2 

20 

4733758 

8809 logic card 


1b24 

A-A2J2 

80 

4237136 

Data stor Ctrl card 

Not a valid cont command. 




2597763 

Data stor Ctrl card 



8809-C2 

20 

4733758 

8809 logic card 


1b25 

A-A2J2 

99 

4737136 

Data stor Ctrl card 

Not a valid block length. 




2597763 

Data stor Ctrl card 


1b26 

A-A2J2 

99 

4237136 

Data stor Ctrl card 

Not a valid file number 




2597763 

Data stor Ctrl card 

specified. 

1b28 

A-A2L2 

50 

2597725 

Tape adapter card 

Unknown error. 


A-A2K2 

20 

2462228 

Data Stor Adapter 2 cd 



A-A2J2 

20 

4237136 

Data stor Ctrl card 





2597763 

Data stor Ctrl card 



A-A2E2 

10 

2462228 

Data stor adapter 1 cd 


1b29 

A-A2L2 

70 

2597725 

Tape adapter card 

Unknown error. 


A-A2K2 

10 

2462228 

Data Stor Adapter 2 cd 



A-A2J2 

10 

4237136 

Data stor Ctrl card 





2597763 

Data stor ctn ^ard 



A-A2E2 

10 

2462228 

Data stor adapter 1 cd 


1b30 

A~A2J2 

45 

4237136 

Data stor Ctrl card 

Tape drive busy. 




2597763 

Data stor Ctrl card 



A-A2K2 

20 

2462228 

Data Stor Adapter 2 cd 



A-A2L2 

10 

2597725 

Tape adapter card 



8809-C2 

10 

4733758 

8809 logic card 



A-A2U4 

5 

8636630 

Cable 


1b31 

A-A2J2 

80 

4237136 

Data stor Ctrl card 

Position lost on tape. 




2597763 

Data stor Ctrl card 



A-A2L2 

10 

2597725 

Tape adapter card 



A<A2U4 

5 

8636630 

Cable 



8809-C2 

5 

4733758 

8809 logic card 



AI2 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

.SERVICE COF.iMENTS 

1b34 

A<A2J2 

99 

4237136 

Data stor Ctrl card 

Diita length short. 




2597763 

Data stor Ctrl card 


1b35 

A-A2J2 

70 

4237136 

Data stor Ctrl card 

Invfilid volume ID. 




2597763 

Data stor Ctrl card 



8809 C2 

15 

4733758 

8809 logic card 



Prog 

10 




1b36 

AA2J2 

70 

4237136 

Data stor Ctrl card 

EOT found searching for 




2597763 

Data stor Ctrl card 

label • POP will direct 


8809-C2 

IS 

4733758 

8809 logic card 

customei to look for EOT 
marker in wrong place. 


Prog 

10 




1b37 

A-A2J2 

rw 

4237136 

Data stor Ctrl card 

Tape mark detected. 




2597763 

Data stor Ctrl card 



8809-C2 

20 

47337S8 

8809 logic card 


1b38 

A-A2J2 

80 

4237136 

Data stor Ctrl card 

Disk block counter not 




2597763 

Data stor Ctrl card 

equal to count label. 



20 




1b39 

A-A2J2 

m 

4237136 

Data stor Ctrl card 

Not a valid fieader label. 




2597763 

Data stor Ctrl card 



8809 

20 




1b3A 

A-A2J2 

80 

4237136 

Data sto- t.'/lcard 

EOT found not expected. 




2597763 

Data stor Ctrl card 

•EOT will check both 


8809 

20 



marker. 

1b3b 

A-A2J2 

80 

4237136 

Data stor Ctrl card 

Not a valid trailer label. 




2597763 

Data stor Ctrl card 



8809 

20 




1b3C 

A-A2J2 


4237136 

Data stor Ctrl card 

Previous op failed. 




2597763 

Data stor Ctrl card 



A-A2K2 

10 

2462228 

Data Stor Adapter 2 cd 



A-A2L2 

5 

2597725 

Tape adapter card 


1b40 

8809-C2 

40 

4733758 

8809 logic card 

Tape bus in parity error 


8809 G2 

20 

4449955 

8809 logic card 

on data. 


8809-H2 

10 

4733684 

8809 logic card 



A-A2L2 

20 

2597725 

Tape adapter card 



A-A2U4 

10 

8636630 

Cable 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

1b41 

8809 C2 


4733758 

8809 logic card 

Active control Line (DCI) 


8809 G2 

20 

4449955 

8809 logic card 



8809 H2 

20 

4733684 

8809 logic card 

before selection. 


A-A2L2 

10 

2597725 

Tape adapter card 



A-A2U5 

5 

8636630 

Cable 



AA2K2 

1 

2462228 

Data Stor Adapter 2 cd 



AA2U4 

1 

8636630 

Cable 


1b42 

8809-C2 


4733758 

8809 logic card 

Select active still on 


8809-G2 

30 

4449955 

8809 logic card 

after deselection. 


A-A2L2 

10 

2597725 

Tape adapter card 


A-A2U5 

5 

8636630 

Cable 


1b43 

8809-C2 

40 

4733758 

8809 logic card 

Time out waiting for tag 


8809-G2 

10 

4449955 

8809 logic card 



8809-H2 

10 

4733684 

8809 logic card 



8809-F2 

10 

4469628 

8809 logic card 

valid (not on selectionL 


AA2L2 

10 

2597725 

Tppo adapter card 



A-A2U5 

3 

8636630 

Cable 



A-A2U4 

3 

8636630 

Cable 


1b44 

8809-G2 

40 

4449955 

8809 logic card 

Time out waiting for 


8809 F2 

10 

4469628 

8809 logic card 



8809-C2 

10 

4733758 

8809 logic card 



8809-H2 

10 

4733684 

8809 logic card 

normal end (on immediate 


A-A2L2 

10 

2597725 

Tape adapter card 

command). 


AA2U5 

5 

8636630 

Cable 


1b45 

8809-G2 

80 

4449955 

8809 logic card 

Sync in more often than 


A-A2L2 

20 

2597725 

Tape adapter card 

sync out. 

1b46 

8809-C2 

40 

4733758 

8809 logic card 

Time out waiting for 


8809-G2 

20 

4449955 

8809 logic card 



8809-H2 

10 

4733684 

8809 logic card 

poll response. 


A-A2J2 

10 

4237136 

Data stor Ctrl card 




2597763 

Data stor Ctrl card 





2597727 

DS Pass-Thru card 



AA2K2 

5 

2462228 

Data Stor Adapter 2 cd 



A-A2L2 

5 

2597725 

Tape adapter card 



A<A2U4 

5 

8636630 

Cable 



A-A2U5 

5 

8636630 

Cable 



A!4 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

1b47 

8809-G2 

R3 

4449955 

8809 logic card 

Data security erase 


8809 F2 

20 

4469628 

8809 logic card 



8809-H2 

10 

4733684 

8809 logic card 

failure. 


8809-HD 

10 



1b48 

8809 G2 

50 

4449955 

8809 logic card 

No op complete after a 


8809 C2 

30 

4733758 

8809 logic card 



8809 H2 

5 

4733684 

8809 logic card 

valid poll response. 


A-A2U4 

5 

8636630 

Cable 


A-A2U5 

5 

8636630 

Cable 



A-A2L2 

5 

2597725 

Tape adapter card 


1b49 

88rj9-G2 

m 

4449955 

8809 logic card 

Timeout. 


88()9-C2 

20 

4733758 

8809 logic card 



8809-H2 

10 

4733684 

8809 logic card 

Run tape MDIs before 


A-A2U5 

5 

8636630 

Cable 

replacing FRUs. 


A-A2U4 

5 

8636630 

Cable 


A-A2L2 

5 

2597725 

Tape adapter card 


1b4A 

8809 G2 

70 

4449955 

8809 logic card 

Normal end not set on 


A-A2L2 

20 

2597725 

Tape adapter card 

select, poll, or disc. 


A-A2U4 

5 

8636630 

Cable 



A-A2U5 

5 

8636630 

Cable 


1b4b 

8809-G2 

60 

4449955 

8809 logic card 

Tape bus in parity chk 


8809-C2 

30 

4733758 

8809 logic card 

on command sequence. 


A-A2L2 

5 

2597725 

Tape adapter card 


A-A2U4 

5 

8636630 

Cable 


1b4C 

8809-C2 

50 

4733758 

8809 logic card ' 

Select active not set 


8809-G2 

30 

4449955 

8809 logic card 

after selection. 

Cont-Cab = Control cable 


AA2L2 

14 

2597725 

Tape adapter card 


A-A2U4 

3 

8636630 

Cable 



A-A2U5 

3 

8636630 

Cable 


1b4d 

8809-G2 

80 

4449955 

8809 logic card 

Normal end control line 


A-A2U4 

5 

8636630 

Cable 

is active early during a 


A-A2U5 

5 

8636630 

Cable 

write operation. 


A-A2L2 

5 

2597725 

Tape adapter card 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

1b4E 

8809-G2 

40 

4449955 

8809 logic card 


8809-C2 

30 

4733758 

8809 logic card 


AA2L2 

20 

2597725 

Tape adapter card 


A-A2US 

5 

8636630 

Cable 

1b4F 

8809-G2 

60 

4449955 

8809 logic card 


8809 C2 

20 

4733758 

8809 logic card 


AA2K2 

5 

2462228 

Data Stor Adapter 2 cd 


A<A2L2 

5 

2597725 

Tape adapter card 


A-A2U4 

5 

8636630 

Cable 

1b50 

8809-G2 

60 

4449955 

8809 logic card 


8809 C2 

30 

4733758 

8809 logic card 


A-A2L2 

5 

2597725 

Tape adapter card 


A-A2U5 

«5 

8636630 

Cable 

1b51 

8809-G2 

50 

4449955 

8809 logic card 


8809 C2 

30 

4733758 

8809 logic card 


A-A2L2 

10 

2597725 

Tape adapter card 


A A2U4 

5 

8636630 

Cable 


A-A2U5 

5 

8636630 

Cable 

1b52 

A-A2L2 

50 

2597725 

Tape adapter card 


8809-G2 


4449955 

8809 logic card 


8809-C2 


4733758 

8809 logic card 


8809-F2 

5 

4469628 

8809 logic card 


8809-HD 

5 




A-A2U4 

5 


Cable 


A-A2U5 

5 


Cable 

1b53 

A-A2L2 

60 

2597725 

Tape adapter card 


8809-C2 

20 

4733758 

8809 logic card 


8809-G2 

10 

4449955 

8809 logic card 


A-A2U4 

5 

8636630 

Cable 


A-A2US 

5 

8636630 

Cable 

1b54 

880d-G2 

50 

4449955 

88Q9 logic card 


8809 H2 

12 

4733684 

8809 logic card 


8809-F2 

10 

4469628 

8809 logic card 


8809-HD 

10 



1b55 

8809-G2 

60 

4449955 

8809 logic card 


8809-H2 

30 

4733684 

8809 logic card 


SERVICE COMMENTS 

Select active set before 

V 

select I old set. 

Wrong or no address 
return on selection. 


Sync out check. 


DCI s^q check. 


Tag parity check. 


Bus out parity check. 


Format read fail. 


Format write error. 


AI6 
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SRC 

FRU 

% 

P/N 

1b56 

8809-C2 


4733758 


8809 G2 

30 

4449955 


8809-H2 

10 

4733684 

1b57 

8809-H2 

50 

4733684 


8809-G2 


4449955 

IbSA 

8809 G2 


4449955 


8809-C2 

30 

4733758 


8809-H2 

10 

4733684 

IbSb 

8809 G2 


4449955 


8809-H2 

30 

4733684 


8809-C2 

10 

4733758 

1b60 

8809 H2 

50 

4733684 

1b61 

8809-TD 

50 

2337810 


8809-H2 

40 

4733684 

1b62 

8809-TD 

40 

2337810 


8809-H2 

30 

4733684 

1b63 

8809-TD 

40 

2337810 


8809-H2 

30 

4733684 

1b64 

8809-H2 

60 

4733684 

1b65 

8809-H2 


4733684 

1b66 

8809-TD 

40 

2337810 


8809-H2 

40 

4733684 

1b67 

8809-TD 

40 

2337810 


8809-H2 

40 

4733684 

1b6A 

8809-TD 

45 

2337810 

/ 

8809-H2 

40 

4733684 

1b6b 

8809-TD 

40 

2337810 


8809-H2 

40 

4733684 

1b6C 

8809 

90 


1b6d 

8809 

99 
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FRU DESCRIPTION 

SERVICE COMMENTS 

8809 logic card 

8809 logic card 

8809 logic card 

Sense bus parity check. 

8809 logic card 

8809 logic card 

Clock parity error. 

8809 logic card 

8809 logic card 

8809 logic card 

Bus out reg parity check. 

8809 logic card 

8809 logic card 

8809 logic card 

Command reg parity check. 

8809 logic card 

Power ampere cable. 

8809 Transducer card 

8809 logic card 

Reel size sensor failure 

8809 Transducer card 

8809 logic card 

Tapf) present sensor fail. 

8809 Transducer card 

8809 logic card 

BOT/EOT sensor failure. 

8809 logic card 

Cover/reel latch inter/ 
latch = 0. 

8809 logic card 

Cover/reel latch inter/ 
latch = 1. 

8809 Transducer card 

8809 logic card 

Idler tach rotation check. 

8809 Tiansducer card 

8809 logic card 

Disk tach failure. 

8809 Transducer card 

8809 logic card 

Machine tach failure. 

8809 Transducer card 

8809 logic card 

Idler tach failure. 


Machine ampere saturation. 


Disk ampere saturation. 
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SRC 


1b6E 


1b6F 


1b70 


1b71 


1b72 


1b73 


1b74 


1b75 


1b76 


1b77 


1b78 


1b7A 


1b7b 8809-G2 
8809-H2 
8809-F2 
8809-HD 


1b7C 8809-H2 


FRU 


8809 H2 


2 


8809 H2 


8809-TD 

8809-H2 


8809-H2 

8809-TD 


8809-H2 


8809-H2 

<?809-TO 


8809-H2 


8809-H2 


8809-H2 

8809-G2 





1 








1b7E 8809-H2 


IbAO 8809-G2 
8809-H2 
8809-F2 
8809-HD 



P/N 

FRU DESCRIPTION 

4733684 

8809 logic card 

4733684 

8809 logic card 

4733684 

8809 logic card 

2337810 

4733684 

8809 Transducer card 

8809 logic card 

4733684 

2337810 

8809 logic card 

8809 Transducer card 

4733684 

8809 logic card 

4733684 

2337810 

8809 logic card 

8809 Transducer card 

4733684 

8809 logic card 

4733684 

8809 logic card 

4733684 

4449955 

8809 logic card 

8809 logic card 

4449955 

4733684 

8809 logic card 

8809 logic card 

4449955 

4733684 

8809 logic card 

8809 logic card 

4449955 

4733684 

4469628 

8809 logic card 

8809 logic card 

8809 logic card 

4733684 

8809 logic card 

4733684 

4469628 

8809 logic card 

8809 logic card 

4733684 

8809 logic card 

4449955 

4733684 

4469628 

8809 logic card 

8809 logic card 

8809 logic card 


SERVICE COMIV.ENTS 


Servo analog failure. 


Servo logic failure. 


Drive control failure. 


Seq error and load check. 


Seq error and tension 
check. 


Seq error. 


PEID check. TM detected. 


End velocity check. 


Start velocity check. 


Gap control check. 


Drive control parity f, : 


Drive response check. 


Not ready caused by the 
reset key. 


Not ready. 


Load check. 


Read back and formatted 

read failure (pos media). 


AI8 
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SRC FRU 


IbAI 


bA2 8809 H2 
8809-HD 


1b A3 


1bA4 8809-F2 
8809-G2 
8809-HD 


IbAS 8809-G2 
8809-C2 
8809-H2 


1bA6 8809-H2 
8809-TD 
8809-G2 


1bA7 8809-F2 
8809-G2 
880d-H2 
8809-HD 


IbCO 8809-H2 
8809-TD 


IbCI 8809-G2 


1bC3 8809-G2 
8809-H2 
8809-C2 
A-A2L2 
A-A2K7. 
A-A2U4 


1bC4 8809-G2 
8809-H2 
8809-F2 










P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

4449955 

4469628 

8809 logic card 

8809 logic card 

Write bus parity check. 

4733684 

8809 logic card 

Write current failure. 

4733684 

8809 logic card 

Write enable failure. 

4469628 

4449955 

8809 logic card 

8809 logic card 

Read bus parity check. 

4449955 

4733758 

4733684 

8809 logic card 

8809 logic card 

8809 logic card 

Select alert and no 

error condition on. 

4733684 

2337810 

4449955 

8809 logic card 

8809 Transducer card 

8809 logic card 

Write enable error. 

4469628 

4449955 

4733684 

8809 logic card 

8809 logic card 

8809 logic card 

Not capable space disk. 

4733684 

2337810 

8809 logic card 

8809 Transducer card 

Data check on write. 

EOT after a write op. 

4449955 

8809 logic card 

Data check on read. 

Tape mark detected. 

4449955 

^733684 

4733758 

2597725 

2462228 

8636630 

8809 logic card 

8809 logic card 

8809 logic card 

Tape adapter card 

Data Stor Adapter 2 cd 
Cable 

Data overrun. 

4449955 

4733684 

4469628 

8809 logic card 

8809 logic card 

8809 logic card 

Not capable after wrt 0. 
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SRC 

FFU 

% 

_1 

P/N 

FRU DESCRIPTION 

1bC5 

8809-G2 

El 

4449955 

8809 logic card 


8809 H2 

m 

4733684 

8809 logic card 


8809-F2 


4469628 

8809 logic card 


8809-HD 

10 



1bC6 

8809-F2 

40 

4469628 

8809 logic card 


8809 G2 

30 

4449955 

8809 logic card 


8809-HD 

10 



1bC7 

8809-F2 

40 

4469628 

8809 logic card 


8809-G2 

30 

4449955 

8809 logic card 


8809-HD 

10 



IbCA 

8809-F2 


4469628 

8809 logic card 


8809-G2 

3C 

4449955 

8809 logic card 


8809-H2 


4733684 

8809 logic card 


8809-HD 




1bCb 

8809-G2 

40 

4449955 

8809 logic card 


8809-F2 

30 

4^169628 

8309 logic card 


8809-HD 

10 



1bCC 

8809-G2 

30 

4449955 

8809 logic card 


8809-H2 

20 

4733684 

8809 logic card 


8809-F2 

20 

4469628 

8809 logic card 


8809-HD 

10 



IbCd 

8809-G2 

El 

4449955 

8809 logic card 


8809-F2 

tSi 

4469628 

8809 logic card 


8809-H2 


4733684 

8809 logic card 


8809-HD 

10 



IbCE 

8809-F2 

El 

4469628 

8809 logic card 


8809-G2 

El 

44499G5 

8809 logic card 


B809-HD 

m 



IbCF 

8809-F2 

30 

4469628 

8809 logic card 


8809-G2 

30 

4449955 

8809 logic card 


8809-HD 

10 




A-A2L2 

10 

2597725 

Tape adapter card 


A-A2K2 

5 

2462228 

Data Stor Adapter 2 cd 


A-A2U4 

5 

8636630 

Cable 

_ 


SERVICE COMMENTS 

PEID check after wfl 0. 


Write tape mark error. 


Multitrack error after 
wrt op. 

Envelope check after 

wrt op (media). 

Start read check after 
wrt cp. 

End data check after 

wrt op. 

Not capable after non 

wrt op. 

Crease after A non wrt 
op (media). 

No track pointer after 

wrt op (media). 


B02 
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SRC 

FRU 

1bdO 

8809-F2 

8809-G2 

8809'HD 

1bd1 

8809-F2 

8809-G2 

8809'HD 

1bd2 

8809-G2 

8809-H2 

8809-F2 

8809-HD 

1bd3 

8809-G2 

8809-H2 

8809-F2 

8809-HD 

1bd4 

8809-G2 

8809-C2 

8809-F2 

8809-H2 

8809-HD 

1bd5 

8809-G2 

8809-F2 

8809-HD 

1bd6 

8809-G2 

8809-F2 

8809-HD 

8809-H2 

1bd7 

&809-G2 

8809-F2 

8809-HD 

A-A2U5 

1bdA 

8809-G2 

8809-F2 

8809-H2 

8809-HD 


P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

4469628 

4449955 

8809 logic card 

8809 logic card 

Multitrack error after 

a non write op. 

4469628 

4449955 

8809 logic card 

8809 logic card 

Skew error after non 

write op. 

4449955 

4733684 

4469628 

8809 logic card 

8809 logic card 

8809 logic card 

Start read check after 

a non write op. 

4449955 

4733684 

4469628 

8309 logic card 

8809 logic card 

8809 logic card 

Read data check after 

a non write op. 

4449955 

4733758 

4469628 

4733684 

8809 logic card 

8809 logic card 

8809 logic card 

8809 logic card 

PEID check- LWR. 

4449955 

4469628 

8809 logic card 

8809 logic card 

End data check on LWR. 

4449955 

4469628 

8809 logic card 

8809 logic card 

Multitrack error after a 

LWR. 

4733684 

8809 logic card 


4449955 

4469628 

8809 logic card 

8809 logic card 

Envelope check after a 

LWR. 

8636630 

Cable 


4449955 

4469628 

4733684 

8809 logic card 

8809 logic card 

8809 logic card 

Start read check tfter a 

LWR. 
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B03 





















































% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


SRC 


FRU 


1bdb 

8809G2 

8809-F2 

8809-H2 

8809-HD 

30 

20 

20 

10 

4449955 

4469628 

4733684 

8809 logic card 

8809 logic card 

8809 logic card 

1bF0 

8809-C2 

50 

4733758 

8809 logic card 


8809-H2 

40 

4733684 

8809 logic card 

1bF1 

8809C2 

80 

4733758 

8809 logic card 


A-A2L2 

10 

2597725 

Tape adapter card 


A-A2U5 

10 

8636630 

Cable 

1bF2 

8809-C2 

80 

4733758 

8809 logic card 


A-A2L2 

10 

2597725 

Tape adapter card 


A-A2U5 

10 

8636630 

Cable 

1bF4 

8809-C2 

75 

4733758 

8809 logic card 


A-A2L2 

10 

2597725 

Tape adapter card 


A-A2K2 


2462228 

Data Stor Adapter 2 cd 


A-A2J2 

5 

4237136 

Data stor Ctrl card 




2597763 

Data stor Ctrl card 

1bF5 


■ 



IbFF 

8809-C2 

30 

4733758 

8809 logic card 


880902 

20 

4449955 

8809 logic card 


A-A2U4 

10 

8636630 

Cable 


A-A2U5 

10 

8636630 

Cable 


A-A2L2 

10 

2597725 

Tape adapter card 


A-A2K2 

10 

2462228 

Data Stor Adapter 2 cd 

1C00 

A-A1H2 

69 

4177036 

WSC Base card 16 KW 




4177038 

WSC card 48 KW 




4237136 

WSC card 64 KW 




2597763 

WSC card 64 KW 


A-A1J2 

30 

4177027 

WS adapter card 

1C01 

A-A1H2 

69 

4177036 

WSC Base card 16 KW 




4177038 

WSC card 48 KW 




4237136 

WSC card 64 KW 




2597763 

WSC card 64 KW 


A-A1J2 

30 

4177027 

WS adapter card 


End data check after a 
LWR. 


Timeout on data transfer 


Select alert but sense 
data does not specify 
cause. 


Check end but no data 
check. 


Timeout on data transfer. 


Tape OLPD detected an 
error condition. 


Time out waiting for 
tag valid on selection. 


Default error code for 
w/s attacnment. 


Failure in w/s attachment. 


BOA 


289 





















































SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

1C02 

A-A1H2 

99 

4177036 

WSC Base card 16 KW 




4177038 

WSC card 48 KW 




4237136 

WSC card 64 KW 




2597763 

WSC card 64 KW 

1C03 

A-A1J2 

95 

4177027 

WS adapter card 


A-A1H2 

2 

4177036 

WSC Base card 16 KW 




4177038 

WSC card 48 KW 




4237136 

WSC card 64 KW 




2597763 

WSC card 64 KW 


A-A1V4 

2 

8636624 

WS cable assembly 

1C04 

1 

Mcode 

89 




A-A1H2 

5 

4177036 

WSC Base card 16 KW 




4177038 

WSC card 48 KW 




4237136 

WSC card 64 KW 




2597763 

WSC card 64 KW 


A-A1J2 

5 

4177027 

WS adapter card 

1d01 

A-A1F2/ 

70 

4247739 

Diskette adapter card 




4247740 

Diskette adapter card 

I 

A-A2F2 

A-A1E2/ 

A-A2E2 

25 

2462228 

Data stor adapter 1 cd 

1d02 

A-A1F2/ 

lEI 

4247739 

Diskette adapter card 



m 

4247740 

Diskette adapter card 


A-A2F2 
A-A1E2/ 
A-A2E2 


2462228 

Data stor adapter 1 cd 


A-A1G4/ 

H 

2462692 

Diskette VFO card 72M 



■ 

8562949 

Diskette VFO card 51TD 


A-A2G4 

■ 



1d03 

Channel 

90 




A-A1E2/ 

A-A2E2 

10 

2462228 

Data stor adapter 1 cd 


SERVICE COMMENTS 

W/S attachment controller 
failed. 


Failure with w/s adapter. 


A w/s microcode error 
has been detected. 


DSA detected parity error 
during data transfer or 
DPC sense of adapter card. 
Run MDIs for additional 
isolation before replacing 
FRUs. 


Adapter card timed out. 
Adapter card interface 
busy time out. Run MDIs 
for additional isolation 
before replacing FRUs. 


DSA detected a not valid 
parity during a cycle 
steal operation on 
system channel. 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

1d04 

A-A1E2/ 

70 

2462228 

Data stor adapter 1 cd 

DA detected not valid 


A-A2E2 



parity during data 


A-A1F2/ 

25 

4247739 

Diskette adapter card 

transfer or DPC load to 

DA. Run MDIs for 




4247740 

Diskette adapter card 

additional isolation 


A-A2F2 




before replacing FRUs. 

1d05 

A-A1E2/ 

55 

2462228 

Data stor adapter 1 cd 

Overrun or underrun 


A-A2E2 



condition sensed during 


A-A1F2/ 

30 

4247739 

Diskette adapter card 

data operation. Run MDIs 
for additional isolation 




4247740 

Diskette adapter card 

before replacing FRUs. 


A-A2F2 

System 

15 




1d06 

A-A1F2/ 

75 

4247739 

Diskette adapter card 

Not a valid write gate/ 


A-A2F2 


4247740 

Diskette adapter card 

erase gate wrap or 
unsafe. 

DCC = drive control card. 


DCC 

18 

Drive Co 

troi card 

Check for open read/write 
or erase coils or 


Head 

5 



connector. 


A-A1V5/ 

2 

8636636 

Diskette cable 72MD 





8636635 

Diskette cable 51TD 



A-A2V5 





1d07 

Drive 

50 



Diskette not at speed 
(quick); hard-sector 


Diskete 

50 



(multiple hole) dskt. 

Run MDIs for additional 
isolation before replacing 

FRUs. 

1d08 

A-A1F2/ 

88 

4247739 

Diskette adapter card 

72 MD parity error. 


A-A2F2 


4247740 

Diskette adapter card 

DCC = drive control card. 

Run MDIs for additional 
isolation before replacing 


DCC 

10 

Drive Co 

trol card 

FRUs. 


A-A1V5/ 

02 

8636636 

Diskette cable 72MD 





8636635 

Diskette cable 51 TD 



A-A2V5 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

1d09 

Auto 

80 



72MD motion check 


loader 




detected or wrap error. 


hdware 




Picker fails or no 
diskette in slot selected. 

DCC = drive control card. 

Run MDIs for additional 


DCC 

20 

Drive Co 

trol card 

isolation before replacing 

FRUs. 

1dOA 

Media/ 

op 

60 



Diskette not at speed 
(stopped or slow). No 
diskette in drive. If 


Drive 

30 



unable to separate media/ 
operator, go to MAP 0179, 


A-A1F2/ 

10 

4247739 

Diskette adapter card 

Entry Point A. 




4247740 

Diskette adapter card 



A-A2F2 





IdOb 

User 

95 



System received not valid 


Program 

A-A1V5/ 


8636636 

Diskette cable 72MD 

parameter (noop). 




8636635 

Diskette cable 51TD 



A-A2V5 

DCC 


Drive Co 

trol card 


IdOC 

A-A1F2/ 

40 

4247739 

Diskette adapter card 

Cylinder mismatch. Run 


A-A2F2 


4247740 

Diskette adapter card 

MDIs for additional 
isolation. 

DCC = drive control card. 


DCC 

30 

Drive Co 

trol caid 



Drive 

30 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

1dOF 

Media/ 

op 

A-A1F2/ 

A-A2F2 

DCC 

A-A1G4/ 

A-A2G4 

A-A1V5/ 

A-A2V5 

Head 

Pwr cbl 

94 

1 

1 

1 

1 

1 

1 

4247739 

4247740 

Drive Co 

2462692 

8562949 

8636636 

8636635 

Diskette adapter card 
Diskette adapter card 

trol card 

Diskette VFO card 72M 
Diskette VFO card 51TD 

Diskette cable 72MD 
Diskette cable 51TD 

CRC error; missing AM; ID 
not found; invoked ECC; 
not a valid control 
record; 

write verify mismatch; 

72MD cover not closed 
or cover switch foiling. 

If unable to separate 
media/operator/hardware 
go to MAP 0179, Entry 

Point A. 

Id AO 

A-A1F2/ 

A-A2F2 

95 

4247739 

4247740 

Diskette adapter card 
Diskette adapter card 

Write control or read 
control error while 
running diskette drive 
test. Run diskette MDIs 
for FRU isolation. 

IdAI 

A-A1F2/ 

A-A2F2 

DCC 

A-A1G4/ 

A-A2G< 

Head 

25 

25 

20 

29 

4247739 

4247740 

Drive Co 

2462692 

8562949 

Diskette adapter card 
Diskette adapter card 

trol card 

Diskette VFO card 72M 
Diskette VFO card 51 TD 

Cannot read cylinder 0 
head 0 while running 
diskette drive test. 

Run diskette MDIs for 
additional FRU isolation. 

1dA2 

A-A1F2/ 

A-A2F2 

DCC 

Head 

A-A1V5/ 

A-A2V5 

20 

30 

48 

1 

4247739 

4247740 

Drive Co 

8636636 

8636635 

Diskette adapter card 
Diskette adapter card 

trol card 

Diskette cable 72MD 
Diskette cable 51 TD 

Worn-head test fails on 
head 0 while running 
diskette drive test. 

Run diskette MDIs for 
addiiional FRU isolation. 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

Id A3 

A-A1F2/ 

20 

4247739 

Diskette adapter card 

Worn-head test fails on 


A-A2F2 


4247740 

Diskette adapter card 

head 1.while running 
diskette drive test. 

Kun diskette MDIs tor 


DCC 

30 

Drive Co 

troi card 

additional FRU isolation. 


Head 

48 





A-A1V5/ 

1 

8636636 

Diskette cable 72MD 





8636635 

Diskette cable 51TD 



A-A2V5 





1dA4 

A-A1F2/ 

20 

4247739 

Diskette adapter card 

Worn-head leSi fails on 


A-A2F2 


4247740 

Diskette adapter card 

both 0 and 1 while running 
( skette drive test. 

Run diskette MDIs for 


DCC 

30 

Drive Co 

trol card 

additional FRU isolation. 


Head 

48 





A-A1V5/ 

1 

8636636 

Diskette cable 72IV1D 





8636635 

Diskette cable 51 TD 



A-A2V5 





1dA5 

DCC 

80 

Drive Co 

trol card 

Scan test fails (hardware 


A-A1F2/ 

20 

4247739 

Diskette adapter card 

error) during OLPD after 



4247740 

Diskette adapter card 

drive test ran correctly. 

Run diskette MDIs for 


A-A2F2 




additional FRU isolation. 

1E11 

A-A2T2 

60 

4177009 

Print State Seq card 

Hex 86 controller error 


A-A2R2 

30 

4238420 

Printer Ctrl card 3262 

caused by a program loop 
time out. 

The 131 milisecond clock 


AA2S2 

8 

4177002 

Print adapter cd 3262 


A-A1L2 

1 

4234069 

CSP Channel card 

may be the cause of the 


TCC/ 

A-A2 

1 



problem. 

1E12 

A-A2S2 

70 

4177002 

Print adapter cd 3262 

Hex 96 controller error 


A-A2R2 

20 

4238420 

Printer Ctrl card 3262 

caused by a DBI/DBO parity 


A-A2T2 

9 

4177009 

Print State Seq card 

error. 


TCC/ 

AA2 

1 
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FRU 


% 


FRU DESCRIPTION 


SERVICE COMMENTS 


SRC 

1E13 


1E26 


A-A2T2 
A A2R2 
A-A2S2 
TCC/ 
A-A2 


P/N 


75 

20 

4 

1 


4177009 

4238420 

4177002 


Print State Seq card 
Printer Ctrl card 3262 
Print adapter cd 3262 


Program 


99 


error 


Hex B6 controller error 
caused by a storage parity 
error. 


Unprintable character 
check. The data sent to 
the 3262 printer has a 
character not in the 
belt image and the 
option to stop on 
unprintable characters has 
been set. See the 
functions reference 
manual. 


1E28 


Program 

error 


99 


Program error occurred 
while using the 3262 
printer. 

Not a valid SCS command. 
This error indicates that 
there is a character 
string in the range of hex 
00 through 3F data stream 
and it is not a valid SCS 
command. This error may 
be the result of a spool 
job having been abnormally 
terminated because the 
system was either powered 
down or an I PL was 
attempted while the job 
was running. See the 
functions reference 
manual. 
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SRC FRU % P/N 


1E29 Program 99 
error 


FRU DESCRIPTION 


1E30 3262 


1E31 


1E32 


A-A2S2 

A-A2T2 

I/O cbl 

A-A2R2 

TCC/ 

A-A2 


A-A2S2 

3262 

A-A2T2 

I/O cbl 

A-A2R2 

TCC/ 

A-A2 


3262 

AA2S2 

A-A2T2 

I/O cbl 

A-A2R2 

TCC/ 

A-A2 



4177002 

4177009 


1 4238420 

1 



Print adapter cd 3262 
Print State Seq card 

Printer Ctrl card 3262 



4177002 Print adapter cd 3262 
4177009 Print State Seq card 


4238420 Printer Ctrl card 3262 


68 

23 4177002 

5 4177009 

2 

1 4238420 

1 


Print adapter cd 3262 
Print State Seq card 

Printer Ctrl card 3262 


SERVICE COMMENTS 


Program error occurred 
while uning the 3262 
printer. 

Not a valid SCS parameter. 
(This error may be caused 
by the same condition 
described for not valid 
SCS command. It may also 
be the result of directing 
output to a printer which 
cannot process correctly). 
See the functions 
reference manual. 


Go to 3262 Printer Entry 
Map 0010. 

Any hammer-on check 
occurred (a hammer driver 
is on in the 3262 printer 
during not print time). 


Fire tier check (fire 
tier pulses are out of 
sequence). 

Go to 3262 Printer Entry 
MAP 0010. 


Go to 3262 Printer Entry 
MAP 0010. 

Hammer echo check (an 
optioned hammer failed to 
fire or a hammer that was 
not optioned is on). 



























SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

1E33 

3262 

95 



Go to 3262 Printer Entry 

MAP 0010. 


A-A2S2 

3 

4177002 

Print adapter cd 3262 

Carriage pedestal check (a 
short circuited carriage 


I/O cbl 

1 



pedestal driver in the 


TCC/ 

1 



3262 Printer has been 


A-A2 

_ 



detected). 

1E34 

3262 




Go to 3262 Printer Entry 


A'A2S2 

25 

4177002 

Print adapter cd 3262 

MAP 0010. 


A-A2T2 

14 

4177009 

Print State Soq card 

Printer subscan emitter 
check (an expected 


A-A2R2 

1 

4238420 

Printer Ctrl card 3262 

♦ransition in the PSS 


I/O cbl 

1 



emitter did not occur or 


TCC/ 

AA2 

1 



occurred too soon). 

1E35 

3262 




Go to 3262 Printer Entry 


A A2S2 




MAP 0010. 


A-A2R2 


4238420 

Printer Ctrl card 3262 

Belt sync check (possible 
that the print belt 


A.A2T2 


4177009 

Print State Seq card 

installed on the printer 


I/O cbl 




does not m itch the belt 


TCC/ 

1 



image defined to the 


A-A2 

Program 

Error 




system). 

1 

1E36 

3262 

i 



Go to 3262 Printer Entry 

MAP 0010. 


A-A2S2 

B 

4177002 

Print adapter cd 3262 

Belt up to speed check 
(the print belt did not 


I/O cbl 

n 



reach running speed in 4.5 


TCC/ 

A-A2 

y 



seconds). 

1E37 

3262 

85 



Go to 3262 Printer Entry 


A-A2S2 

12 

4177002 

Forint adapter cd 3262 

MAP 0010. 


I/O cbl 

0 


Belt speed check (belt up 





to speed inactive while 


TCC/ 

A-A2 

1 



belt go was active). 
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SRC FRU 
1E38 3262 


95 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


1E38 

3262 

A-A2S2 
I/O cbl 
TCC/ 
A-A2 

95 

3 

1 

1 

4177002 

Pi int adapter cd 3262 

Go to 3262 Printer Entry 

MAP 0010. 

Print busy too long cnock 
(printer busy was active 
longer than three seconds 
during a print cycle). 

1E39 

A-A2T2 

43 

4177009 

Print State Seq card 

Data parity check (even 


3262 

35 



parity on the hammer 


AA2S2 

10 

4177002 

Print adapter cd 3262 

address bus was detected 
during a print cycle). 


I/O cbl 

10 



Go to 3262 Printer Entry 


A-A2R2 

1 

4238420 

Printer Ctrl card 3262 

MAP 0010. 


TCC/ 

1 





A-A2 





1E40 

3262 

77 



Go to 3262 Printer Entry 






MAP 0010. 


A-A2S2 

20 

4177002 

Print adapter cd 3262 

Carriage check 4 (the 

1 St 3 carriage advance 


I/O cbl 

2 



pulses were not received 


TCC/ 

1 



in 6 ms after activating 


A-A2 




carriage go). 






Note: Noise on the 512 






msec clock may be a 






cause of this 






problem. 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

1E41 

3262 

A'A2S2 
I/O cbl 
TCC/ 
AA2 

77 

20 

2 

1 

4177002 

Print adapter cd 3262 

Go to 3262 Printer Entry 

MAP 0010. 

Carriage check 3 
(indicates, on carriage 
skips beyond one line, 
any five consecutive 
carriage advance pulses 
were not received in 2.7 
ms (+0.0, -0.7) to 6.6 
ms (0.6, -0.0 MS) while 
carriage go was active). 

Note: Noise on the 512 
msec clock may be a cause 
of this problem. 

1E42 

3262 

A-A2S2 
I/O cbl 
TCC/ 
A-A2 

77 

20 

2 

1 

4177002 

Print adapter cd 3262 

Go to 3262 Printer Entry 

MAP 0010. 

Carriage check 1 
(indicates that the third 
(last) carriage advance 
pulse after the fall of 
carriage go was not 
received by the 
controller in 10 ms 
(+/ 0.5MS!). 

Note: Noise on the 512 
msec clock may be a cause 
of this problem. 

1E43 

3262 

A-A2S2 
I/O cbl 
TCC/ 
A-A2 

I 

4177002 

Print adapter cd 3262 

Go to 3262 Printer Entry 

MAP 0010. 

Forms jam (no forms 
movement was detected in 
the last 10 to 22 lines 
of print). 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

1E49 





Undefined error (the 
system printer error 
determination procedure 
(EDP) could not identify 
the failure). 

Go to MAP 0105, Entry 

Point A. 

1E50 

3262 
A-A2S2 
I/O cbl 
TCC/ 
A-A2 

95 

3 

1 

1 

4177002 

Print adapter cd 3262 

Go to 3262 Printer Entry 

MAP 0010. End of forms. 

1E51 

3262 

A-A2T2 

A-m2R2 

A-A2S2 

I/O cbl 

TCC/ 

A-A2 

H 

4177009 

4238420 

4177002 

Print State Seq card 
Printer Ctrl card 3262 

Print adapter cd 3262 

Printer is not ready. 

May be the result of the 
stop reset key being 
pressed. 

1E52 

3262 
A-A2S2 
I/O cbl 

95 

4 

1 

4177C02 

Print adapter cd 3262 

Go to 3262 Printer Entry 

MAr 0010. 

3262 CE switch is on. 

1E53 

3262 
A-A2S2 
I/O cbl 
TCC/ 
A-A2 

95 

3 

1 

1 

4177002 

-«— 

Print adapter cd 3262 

Go to 3262 Printer Entry 

MAP 0010. 

Print unit open or belt 
cover not in place. 
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SRC FRU % P/N 


1E61 Program 99 
error 


FRU DESCRIPTION 


1E62 Program 


error 



1E30 3262 


A-A2S2 
I/O cbl 
TCC/ 
A-A2 



Print adapter cd 3262 


SERVICE COMMENTS 


Program error occurred 
while using the 3262 
printer 

Not valid lOB command, 
command modifier or data 
length is not valid. 

This error indicates that 
the command or command 
modifier field of the 
printer lOB contains a not 
valid value or that the 
data length field contains 
a value larger than 256. 

See the functions 
reference manual. 


Program error occurred 
while using the 3262 
printer. 

Data stream reject. 

The printer control unit 
has detected a procedural 
fjroblem with the data 
stream it received. See 
the functions reference 
manual. 


Go to 3262 Printer Entry 
MAP 0010. 

Cable interlock check 
has occurred. 

Either the cables are 
installed correctly or 
the system contains t(ie 
hardware for a 3262 
printer but the printer is 
not attached to the 
system. 
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SRC 

FRU 

% 

1E81 

3262 

95 


A-A2S2 

3 


I/O cbl 

1 


TCC/ 

A-A2 

1 

1E82 

3262 

95 


A-A2S2 

3 


I/O cbl 

1 


TCC/ 

A-A2 

1 

1E83 

3262 

85 


A.A2T2 

10 


A-A2S2 

3 


I/O cbl 

1 


TCC/ 

A-A2 

1 

1E84 

A-A2T2 

49 


A-A2S2 

49 


Program 

Error 

2 

1E89 

3262 

95 


A-A2S2 

3 


I/O cbl 

1 


TCC/ 

A-A2 

1 



FRU DESCRIPTION 


Print adapter cd 3262 


4177002 Print adapter cd 3262 


4177002 


Print State Seq card 
Print adapter cd 3262 



Print State Seq card 
Print adapter cd 3262 


4177002 Print adapter cd 3262 


SERVICE COMMENTS 


Go to 3262 Printer Entry 
MAP 0010. 

Th'^rmal check 1 (thermal 
switch opened in belt 
motor, hammer unit fan, 
hammer unit or power 
supply). 


Go tu 3262 Printer Entry 
MAP 0010. 

Thermal check 2 (indicates 
a circuit protector in the 
3262 has tripped because 
of an overcurrent 
condition). 


Go to 3262 Printer Entry 
MAP 0010. 

Printer not powered on. 
Power is turned off or 
power failure has 
occurred. 


Data transfer check (this 
error occurs when either 
data is lost or too much 
data is transferred 
between the input/output 
control tiandler (lOCH) and 
the printer control unit). 


Go to 3262 Printer Entry 
MAP 0100. 

Ribbon check (the ribbon 
is stuck or is moving too 
slow or both ribbon 
reverse switches are on). 


CSIPL load 1 start - $IPL 
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SRC FRU 


2001 


% P/N 


FRU DESCRIPTION 


2002 


2010 


2012 


2013 


2014 


2016 


2018 


201A 


201C 


201E 


2020 


2021 


2030 


2031 



SERVICE COMMENTS 


lnitiali<:d pagci fables ■ 
tlPI. 


initialiie main storage - 
$IPL 


CSIPL load 2 start - 
$IPLML 


First disk operation - 
$IPLML. 


First disk operation 
complete - $IPLML. 


Process unit definition 
table - SIPLML. 


Call $IPLOG tor logging 
tables - $IPLML. 


Start communications 

controller 

load - SIPLML 


DSA controller load - 
SIPLML 


Work station controller 
load - SIPLML 


3262 controller load - 
SIPLML 


MSIPL from disk - mode 0 
- SIPLML 


Disk operation - read 
bootstrap - SIPLML 


MSIPL from diskette - 
mode F - SIPLML 


Diskette operation - 
abort - SIPLML. 
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SRC 

FRU 

2032 


2033 


2034 


2035 


2036 


2040 


240F 

Program 

24CC 

Custmiz 

Program 

24E1 

Custmiz 

Program 

24E2 

Custmiz 

Program 

24E3 

Custmiz 

Program 

24E4 

Custmiz 

Program 

24E5 

Custmiz 

Program 

24E6 

Custmiz 

Program 



SERVICE COMMENTS 

Diskette operation - 
orient - SIPLML. 

Diskette operation - 
select - $IPLML. 

Diskette operation - 
recalibrate - $IPLML. 

Diskette operation - 
read valid - SIPLML. 

Diskette operation - 
read bootstrap - $IPLML. 

Start logging table 
initialization - $IPLML 

System Entry not in system 
UDT. Run Configure. 

Diskette I/O error. 


The Personal Computer 
DSKTOl is not in the 
microcode level table. 

The DSKTOl part number 
does not matoh the part 
number in the microcode 
level table. 

The RPQ table in the 
microcode level table 
is full. 

The first message library 
is not on the diskette. 

The second message library 
is not on the diskette. 

The third message library 
is not on the diskette. 
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FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


SRC 

24E7 


24E8 


24E9 


24EA 


24EE 


24EF 


24FF 


3006 


300b 


301E 


3032 



The fourth message library 
is not on the diskette. 


The display code is not 
on the microcode diskette. 


The FARM table is not 
on the microcode diskette. 


An invalid screen number 
was specified or screen 
not found. 


An invalid message number 
was specified or message 
not found. 


Diskette I/O error. 


Program error. See Setting 
Up Your Computer Manual. 


Permanent disk error. 
Dump could not be taken. 
Go to MAP 9500,A (2 )) 

or 9700,A(10SR). 


Permanent disk error. 
Dump could not be taken. 
Goto MAP 9500,A(21ED) 
or 9700,A(10SR). 


Permanent disk errc*. 

D jmp could not be taken. 
Go to MAP 9500,A (21 ED) 
or9700,A(10SR). 


Permanent disk error. 
Dump could not be taken. 
Goto MAP9500,A(21ED) 
or9700,A(10SR). 
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SRC FRU 


3035 


% P/N 


FRU DESCRIPTION 



3039 A-A1H2 


A-A1J2 


75 4177036 

4177038 
4237136 
2597763 
20 4177027 


WSC Base card 16 KW 
WSC card 48 KW 
WSC card 64 KW 
WSC card 64 KW 
WS adapter card 


3043 


3049 


304A 


304C 



304d 


3069 A-A3S2 


A-A3T2 


75 4237136 

2597763 
20 4177027 


Ctrir cd 64KW 
Ctrir cd 64KW 
WS Adapter card 


SERVICE COMMENTS 


Permanent disk error. 
Dump could net be taken. 
Goto MAP 9500,A(21ED) 
or9700.A(10SR). 


First work station 
controller error occurred. 
See MAP 7001. 


Permanent disk error. 
Dump could not be taken. 
Go to MAP 9500,A(21ED) 
or 9700,A(10SR). 


Work station error. System 
dump could not be taken 
because of an error with 
work station controller. 


Diskette error during 
system dump. 


Permanent disk enor oi 
work station error. 

Go to MAP 9500,A(21ED) 
or9700,A(10SR). 

If the disk MAP does not 
identify a failure, then 
go to work station MAP 
7001, A. 


Permanent tape error 
during system dump. The 
dump could not be taken. 


Second work station 
controller error occurred. 
See MAP 7001. 
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SERVICE COr/iMENTS 

Permanent disk error. 

Dump could not be taken. 
Goto MAP 9500, A (21 ED) 
or 9700,A (10SR), 


Permanent disk error 
during condense of 
system library. 

Goto MAP 9500, A (21 ED) 
or 9700,A(10SR). 


An error occurred on the 
display station address 
X on port Y. 

Options are: 0 to bypass 
1 to retry 


The work station printer 
address X on port Y is 
not ready. 

Options are: 0 to bypass 
1 to retry 


The work station printer 
address X on port Y is 
out of forms. 

Options are: 0 to bypass 
1 to retry 


The work station printer 
address X on port Y has 
a forms check. 

Options are: 0 to bypass 
1 to retry 


The work station printer 
address X on port Y has 
a graphic check. 

Options are: 0 to bypass 
1 to retry 
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SRC 

5024 

5025 

5026 

5027 

5028 

5030 

50CE 

5099 


FRU 


% 


P/N 


FRU DESCRIPTIOI 



308 


COS 


SERVICE COMMENTS 



The work station printer 
address X on port Y has 
a paper jam. 

Options are: 0 to bypass 
1 to retry 

The work station printer 
address X on port Y has 
a ribbon jam. 

Options are: 0 to bypass 
1 to retry 

The work station printer 
address X on port Y has 
an unrecoverable error. 
Options are: 0 to bypass 

A communications error 
has occurred on line N. 
Options are: 0 to bypass 
1 to retry 

The UDT is bad or 3262 
1 /O not found on disk. 

CSU pass 2 driver module 
not found on diskette in 
slot 1 or diskette I/O 
error. 





















SRC 
51CE 

52CE 

5360 

5b4F 

5b7C 

5bA6 

5bCE 

5bd3 

5bFF 

5CCE 

5E43 

5E50 

5E51 



SERVICE COMMENTS 

MSP error, bad diskette 
PMSDIF not found , baci 
diskette. 


MSP error, bad diskette 
PMSDIF not found , bad 
diskette. 


CSU pass 1 completed 
correctly. 


A tape drive has a cable 
connection problem. 


A tape drive is not ready. 

A file protect ring is not 
installed. 


A tape drive has an 
unrecoverable error. 


A tape drive has a media 
problem. 


Tape drive 1 is not 
installed. 


The system console has 
an error. 


The 3262 printer has a 
forms jam. 

Options are: 0 to bypass 
1 to retry 


The 3262 printer is out 
of forms. 

Options are: 0 to bypass 
1 to retry 


The 3262 printer is not 
ready. 

Options are: 0 to bypass 
1 to retry 
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SRC FRU % P/N FRU DESCRIPTION SERVICE COMMENTS 


5E80 


5E83 


5E87 


5ECE 


7151 


7154 


7156 


7157 



The 3262 printer has a 
cable interlock check. 
Options are: 0 to bvpass 
1 to retry 


The 3262 printer is not 
powered on. 

Options are: 0 to bypass 
1 to retry 


The 3262 printer unit or 
belt cover is not in 
place. 

The only option is: 

0 to bypass 


The 3262 printer has an 
unrecoverable error. 
Options are: 0 to bypass 
1 to retry 


Work station error code 
program problem. 

SNA function not supported 
(work station display). 


Undefined remote error 
(work station display). 

Run communications problem 
determination. 


Work station error code 
program problem. 

SNA state error 
(work station display). 


Work station error code 
program problem. 

SNA RH usage error 
(work station display). 
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SRC FRU 


7158 Program 


% P/N 


FRU DESCRIPTION 


7163 Program 


7164 Program 


7165 


7166 


7168 


7169 



7167 Program 


SERVICE COMMENTS 


Work station error code 
program problem. 

SNA path error 
(work station display). 


Work station error code 
program problem. 
Undefined data link 
protocol (DIP) detected 
error 

(work station display). 


Work station error code 
program problem. 
Request-on-line received 
(work station display). 


DLP time-out condition 
(work station display). 

Run communications problem 
determination. 


Severe line degradation 
(work station display). 

Run communications problem 
determination. 


Work station error code 
program problem. 
Protocol violation 
(work station display). 


Permanent DLP hardware 
error 

(work station display). 

Run communications problem 
determination. 


SNA request not valid 
(work station display). 

Run communications problem 
determination. 
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SRC FRU % P/N FRU DESCRIPTION 


716A Program 


716b 



Program 



7255 Program 


7256 Program 


7257 Program 


7258 Program 




SERVICE COMMENTS 

Work station error code 
program problem. 

DIP communication error 
(work station display). 


DLP communication reset 
(work station display). 

Run communications problem 
determination. 


Work station error code 
program problem. 

SNA function not supported 
(work station printer). 


Undefined remote error 
(work station printer). 

Run communications problem 
determination. 


Work station error code 
program problem. 
Change direction sent to 
printer 

(work station printer). 


Work station error code 
program problem. 

SNA state error 
(work station printer). 


Work station error code 
program problem. 

SNA RH usage error 
(work station printer). 


Work station error code 
program problem. 

SNA path error 
(work station printer). 


312 


C09 





























SRC FRU 


7263 Program 


% P/N 


7264 Program 


7265 


7266 


7267 Program 


7268 


7269 Program 


726A Program 


FRU DESCRIPTION 

SERVICE COMMENTS 


Work station error code 
program problem. 

Undefined data link 
protocol (DLP) detected 
error 

(work station printer). 



Work station error code 
program problem. 
Request-on-line received 
(work station printer). 


DIP time-out condition 
(work station printer). 

Run communications problem 
determination. 


Severe line degradation 
(work station printer). 

Run communications problem 
determination. 


Work station error code 
program problem. 
Protocol violation 
(work station printer). 


Permanent DLP hardware 
error 

(work station printer). 

Run communications problem 
determination. 


Work station error code 
program problem. 

SNA request not valid 
(work station printer). 


Work station error code 
program problem. 

DLP communication error 
(work station printer). 
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SRC FRU 


726b 


% P/N 


FRU DESCRIPTION 


8101 


8102 Program 


8103 Program 



8104 Program 


8105 Program 


8106 Program 


SERVICE COMMENTS 


DLP communication reset 
(work station printer). 

Run communications problem 
determination. 


Premature end of the data 
stream detected 
(work station display). 

Run communications problem 
determination. 


Work station error code 
program problem. 

Invalid row/column address 
(work station display). 


Work station error code 
program problem. 

Fields not defined in 
ascending address order 
(work station display). 


Work station error code 
program problem. 

Either there is an escape 
character missing or 
there is an invalid 
command code after an 
escape character 
(work station display). 


Work station error code 
program problem. 
Invalid start field length 
(work station display). 


Work station error code 
program problem. 
Invalid start field 
address 

(work station display). 
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SRC 

8107 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 



Work station error code 
progrann problem. 

A restore command has been 
sent to the wrong display 
or data not completed has 
been sent with the restore 
command 

(work station display). 


Work station error code 
program problem. 

An attempt has been made 
to define an input field 
that extends passed the 
end of the display screen 
(work station display). 


Work station error code 
program problem. 
Format table overflow. 
Too many input fields 
have been defined 
(work station display). 


Work station error code 
program problem. 

An attempt has been made 
to write data passed the 
end of the display screen 
(work station display). 


Work station error code 
program problem. 

Start of header length 
does not equal 3 
(work station display). 
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SRC 

FRU 

8112 

Program 

8113 

Program 

8114 

Program 

8115 

Program 

8116 

Program 

8117 

Program 


% P/N FRU DESCRIPTION 


SERVICE COMMENTS 

Work station error code 
program problem 
Roll parameter error 
Invalid data following 
a roll command has been 
detected 

(work station display) 


Work station error code 
program problem. 
Missing or invalid start 
field attribute or field 
format word 
(work station display). 


Work station error code 
program problem. 

Invalid load display 
station memory command 
(work station display). 


Work station error code 
program problem. 
Invalid clear unit 
alternate parameter 
(work station display). 


Work station error code 
program problem. 
Invalid structured field 
length 

(work station display). 


Work station error code 
program problem. 
Invalid structured field 
class or type value 
(work station display). 
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SRC 

FRU 

8118 

Program 

8131 

Program 

8132 

Program 

8134 

Program 

8142 

Program 

8143 

Program 


% P/N FRU DESCRIPTION 




SERVICE COMMENTS 

Work station error code 
program problem. 

Invalid structured field 
parameter value 
(work station display). 


Work station error code 
program problem. 

Invalid field length. 

An invalid input field 
length has been detected 
on the display screen 
(work station display). 


Work station error code 
program problem. 
Resequence error. 

There is an invalid 
resequencing field control 
word in the format table 
(work station display). 


Work station error code 
program problem. 

Shift character omission 
or misplacement in an IGC 
open field 

(work station display). 


Work station error code 
program problem. 
Invalid data stream byte 
count of a request to 
configure a new work 
station 

(work station display). 


Work station error code 
program problem. 
Invalid work station unit 
address 

(work station display). 
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SRC 

FRU 

8144 

Program 

8145 

Program 

8160 

Program 

8161 

Program 

8162 

Program 

8163 

Program 


% P/N 


FRU DESCRIPTION 



SERVICE COMMENTS 


Work station error code 
program problem 
Unit address already 
configured 

(work station display). 


Work station error code 
program problem. 
Attempt to configure too 
many work stations 
(work station display). 


Work station error code 
program problem. 
System detects a value 
greater than 4096 in the 
length field of a display 
station lOB 
(work station display). 


Work station error code 
program problem. 
lOB command modifier is 
invalid 

(work station display). 


Work station error code 
program problem. The 
work station controller 
has detected a value of 
zero (0) in the length 
field of a display station 
lOB 

(work station display). 


Work station error code 
program problem. 
Invalid unit address 
(work station display). 
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SRC 

FRU 

8164 

Program 

8166 

Program 

8167 

Program 

8169 

Program 

8170 

Program 

8260 

Program 


% P/N FRU DESCRIPTION 


SERVICE COMMENTS 

Work station error code 
progrann problem. 

Byte count for read fields 
not equal to number of 
field positions 
(work station display). 


Work station error code 
program problem. 
Display station in eiror 
mode 

(work station display). 


Work station error code 
program problem. 
Display station not in 
session 

(work station display). 


Work station error code 
program problem. Not ready 
because of operator eiror 
mode or system request 
mode 

(work Station display). 


Work station error code 
program problem. 

Read issued to unlocked 
keyboard 

(work station display). 


Work station error code 
program problem. 

Value greater than 4096 
in length field of printer 
lOB 

(work station printer). 
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SRC 

FRU 

8261 

Program 

8262 

Program 

8263 

Program 

i 

8265 

Program 

8266 

Program 

8267 

Program 

8269 

Program 


% P/N 


F.^U DESCRIPTION 



SERVICE COMMENTS 


Work station error code 
program problem, 

100 modifier is invalid 
(work station printer). 


Work station error code 
program problem. 
Invalid bvte count in 
printer !OB 
(work station printer). 


Work station error code 
program problem. 
Invalid unit address in 
unit address tield of 
printer lOB 
(work station printer). 


Work station error code 
program problem. 

Print buffer not available 
(woik station printjr). 


Work station error code 
program problem. 
Printer in error mode 
(work station printer). 


Work station error code 
program problem. 
Printer not in session 
(work station printer). 


Work station error code 
program problem. 
Cancel request 
(work station printer). 
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SRC FRU 


% P/N 


FRU DESCRIPTION 



A1C1 


SERVICE COMMENTS 


Unexpected error. 
Re-customize and/or use a 
nev^ set of diskettes. If 
problem persists, 
initializo disk A and 
re-c'jstomize. 


Unexpected error. 
Re-customize and/or use a 
new sat of diskettes. If 
oroblem persists, 
initialize disk A and 
re-customize. 


Disk lOB program error. 


Disk I/O error. Press CSP 
Stan to retr'/. Run System 
Customize from DCP Menu 
with "CECE" entered on 
the panel display 
MAP Ref if 21ED=9500, if 
10SR=9700. 


Work station I/O data 
stream error. 

Ensure that he console was 
powered or Ensure that 
system console address is 
0. Attempt a different 
diskette or go to MAP 
0101 . 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

A1C2 

A-A1J2 

A-A1H2 

A-A1V4 
WS cbl 

60 

40 

3 

3 

4177027 

4177/036 

4177038 

4237136 

2597763 

8636624 

WS adapter card 

WSC Base card 16 KW 
WSC card 48 KW 

WSC card 64 KW 

WSC card 64 KW 

WS cable assembly 

Work station I/O hardware 
error, 

FIRST, Go to MAP 7001 The 
problem could also be a 
bad cable on PORT 0. See 
cable checkout procedure 
in the w/s attachment MIM. 
SECOND, If the problem 
occurred during IPL, go to 

MAP 0190 before replacing 
any FRUs. This SRC can 
come up if the DDT is not 
configured correctly (see 

MIM 01-290). If this SRC 
comes up during operations 
replace FRUs indicated, 
then go to MAP 0190 only 
if the FRUs did not fix 
the problem. 

TWINAX/IBM cabling system. 

A1C3 

Mcode 

A-A1Q2 

A-A1H2 

79 

10 

10 

2597706 

4177036 

4177038 

4237136 

2597763 

MSP Data Flow card 

WSC .dsecard16KW 
WSC card 48 KW 

WSC card 64 KW 

WSC card 64 KW 

Work station functional 
microcode not found. 

Could be a failing 
diskette or misconfigured 
disk or diskette. 

If there have net b'^en any 
changes made to your disk 
or diskette, you may have 
a hardware error. Go to 

MAP 0190, A. 

1_ 
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% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


SRC FRU 


A1E0 


A2A0 



AF93 A-A1C2/ 80 2597702 

A-A2C2 2597702 

2437374 


adapter A card 21 ED 
adapter A card 21 ED 
adapter A card 10SR 


Printer I/O error. 

DCP, system hardware or 
diskette is bad; disk or 
diskette is misconfigured. 
Press CSP Start to retry. 

If the error occurred 
during IPL then re-IPL 
using 0000, FFFO, or FFOO 
to bypass the error. 


Disk I/O module not found 
on IPL diskette. 

Bad diskette media. Go to 
MAP 0101, Entry Point C. 


Printer I/O module not 
found on IPL diskette. 

Bad diskette media. Go to 
MAP 0101, Entry Point C. 


Disk error while loading 
SSP microcode. Bad or 
misconfigured diskette. 


Disk drive A error while 
loading SSP microcode. 
MAP ref if 21ED=9500, if 
10SR=9700. 


Disk drive error while 
loading SSP microcode. 
MAP ref if 21 ED=9500, if 
10SR=9700. 


Disk drive A error while 
loading SSP microcode. 
MAP ref if 21FD=9500, if 
10SR=97U0. 


D02 


323 


































SRC 

FRU 

% 

P/N 

■ 

FRU DESCRIPTION 

SERVICE COMMENTS 

AFF2 





Unexpected interrupt 
on Interrupt Level 2. 

Devices on this interrupt: 

Data Communication Adapt 
(MIM 30-205) 

CSP (Interval Timer) 

(MIM 10-200) 

AFF4 





Unexpected interrupt on 
Interrupt Level 4 

Attempt to restart the 
current operation, 

Devices on this interrupt; 
Work Station Controller 
(MIM 70-210) 

System Printe’’ Adapter 
(MIM 50-210) 

Data Storage 

Attachment - 1 
(MIM 90-210) 

Data Storage 

Attachment - 2 
(MIM 90-210) 

Data Storage Controller 
(MIM 90-210) 

bn XX 





Work station TU select 
stop code (XX = the last 
two characters of the TU 
that just ran) see the 
work station attachment 

MIM 70-420 to interpret 
the result bytes In work 
registers WR6 and WR7. 
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SRC 

b2xx 


b421 


b500 


b501 


b502 



SERVICE COMMENTS 

The wo.k station MDI MAP 
stop code (XX = the MAP 
ID) qo to hard copy MAP 
and entry point indicated 
in work registers WR4 and 
WR5 (L) respect vely. 

To read out WR4 and WR5: 
Select mode 1. 

Enter 0004. 

Press Display Output and 
record contents. 

Enter 0005. 

Press Display Output and 
record contents. 


Normal halt for work 
station MDIs. 

Press CSP Start to 
continue running work 
station MDIs. 


The selected work 
station MDI MAP was not 
found. 

Check for proper diskette 
or damaged diskette. 


The selected work 
station load module was 
not found. Check tor 
proper or damaged diskette 


The selected work 
station TU was not 
found. 

Verify the TU selected is 
valid or check diskette. 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

C201 

MS 

90 

4233694 

2597704 

2597584 

MSP stor card 128 KB 
MSP stor card 256 KB 
MSP stor card 512 KB 

Bad 2Kb main storage 
page. Use MAP 1100 to find 
the bad card. 

Possible configuration 
error. 


A-A1Q2 

10 

2597706 

MSP Data Flow card 


MS = main storage 


C301 


A-A2J2 


90 


4237136 

2597763 


Data stor Ctrl card 
Data stor Ctrl card 


If you have wrap error 
SRCs for disk (C9xx or 
CAxx) or diskette (Cdxx) 
along with the tape SRC 
(Cbxx), perform the 
activity defined for the 
disk/diskette SRCs first. 


C302 


A-A2J2 


99 


4237136 

2597763 


Data stor Ctrl card 
Data stor Ctrl card 


If you have wrap error 
SRCs for disk (C9xx or 
CAxx) or diskette (Cdxx) 
along with the tape SRC 
(Cbxx), perform the 
activity defined for the 
disk/diskette SRCs first. 


C303 


A-A2J2 


99 


4237136 

2597763 


Data stor Ctrl card 
Data stor Ctrl card 


C304 


A-A2J2 


99 


4237136 

2597763 


Data stor Ctrl card 
Data stor Ctrl card 


If you have wrap error 
SRCs for disk (C9xx or 
CAxx) or diskette (Cdxx) 
along with the tape SRC 
(Cbxx), perform the 
activity defined for the 
disk/diskette SRCs first. 


If you have wrap error 
SRCs for disk (C9xx or 
CAxx) or diskette (Cdxx) 
along with the tape SRC 
(Cbxx), perform the 
activity defined for the 
disk/diskette SRCs first. 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

C306 

A-A2J2 

A-A2K2 

80 

20 

4237136 

2597763 

2462228 

Data stor Ctrl card 

Data stor Ctrl card 

Data Stor Adapter 2 cd 

If you have wn’p error 

SRCs for disk (C9xx or 

CAxx) or diskette (Cdxx) 
along with the tape SRC 
(Cbxx), perform the 
activity defined for the 
disk/diskette SRCs fir;?t. 

C308 

A-A2J2 

A-A2L2 

94 

5 

4237136 

2597763 

2597725 

Data stor Ctrl card 

Data stor Ctrl card 

Tape adapter card 

If you have wrap error 

SRCs for disk (C9xx or 

CAxx) or diskette (Cdxx) 
along with the tape SRC 
(Cbxx) perform the 
activiiy defined for the 
disk/diskette SRCs first. 

C309 

A-A2J2 

99 

4237136 

2597763 

Data stor Ctrl card 

Data stor Ctrl card 

If you have wrap error 

SRCs for disk (C9xx or 

CAxx) or diskette (Cdxx) 
along with the tape SRC 
(Cbxx), perform the 
activity defined for the 
disk/diskette SRCs first. 

C310 

A-A2J2 

A-A2K2 

SO 

20 

4237136 

2597763 

2462228 

Data stor Ctrl card 

Data stor Ctrl card 

Data Stor Adapter 2 cd 

If you have wrap error 

SRCs for disk (C9xx or 

CAxx) or diskette (Cdxx) 
along with the tape SRC 
(Cbxx), perform the 
activity defined for the 
disk/diskette SRCs first. 

C311 

A-A2J2 

99 

4237136 

2597763 

Data stor Ctrl card 

Data stor Ctrl card 

If you have wrap error 

SRCs for disk (C9xx or 

CAxx) or diskette (Cdxx) 
along with the tape SRC 
(Cbxx), perform the 
activity defined for the 
disk/diskette SRCs first. 
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SRC 

— 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

C312 

A-A2J2 

99 

4237136 

2597763 

Data stor Ctrl card 

Data stor Ctrl card 

If you have wrap error 

SRC's for disk (C9xx or 

CAxx) or diskette (Cdxx) 
along with the tape SRC 
(Cbxx) perform the 
activity defined for the 
disk/diskette SRCs first. 

C313 

A-A2J2 

99 

4237136 

2597763 

Data stor Ctrl card 

Data stor Ctrl card 

If you have wrap error 

SRCs for disk (C9xx or 

CAxx) or diskette (Cdxx) 
along with the tape SRC 
(Cbxx), perform the 
activity defined for the 
disk/diskette SRCs first. 

C314 

A-A2J2 

99 

4237136 

2597763 

Data stor Ctrl card 

Data stor Ctrl card 

If you have wrap error 

SRCs for disk (C9xx or 

CAxx) or diskette (Cdxx) 
along with the tape SRC 
(Cbxx!, perform the 
activity defined for the 
disk/diskette SRCs first. 

C315 

A-A2J2 

99 

4237136 

2597763 

Data stor Ctrl card 

Data stor Ctrl card 

If you have wrap error 

SRCs for disk (C9xx or 

CAxx) or diskette (Cdxx) 
along with the tape SRC 
(Cbxx), perform the 
activity defined for the 
disk/diskette SRCs first. 

C316 

A-A2J2 

99 

4237136 

2597763 

Data stor Ctrl card 

Data stor Ctrl card 

If you have wrap error 

SRCs for disk (C9xx or 

CAxx) or diskette (Cdxx) 
along with the tape SRC 
(Cbxx), perform the 
activity defined for the 
disk/diskette SRCs first. 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

C317 

A-A2J2 

99 

4237136 

Data stor Ctrl card 




2597763 

Data stor Ctrl card 

C318 

A-A2J2 

99 

4237136 

Data stor Ctrl card 




2597763 

Data stor Ctrl card 

C510 

A-A2N2 

70 

8528166 

adapter card 1255 


A-A2P2 

25 

4238420 

Controller card 1255 

C511 

A-A2P2 

70 

4238420 

Controller card 1255 


A-A2N2 

25 

8528166 

adapter card 1255 

C512 

A-A2N2 

20 

8528166 

adapter card 1255 


A-A2P2 

20 

4238420 

Controller card 1255 


A-A2Q2 

20 

8528167 

Driver/Rec card 1255 


A’A2L4 

10 

4238422 

stor card f255 


A-A2M4 

10 

4238422 

stor card 1255 

C513 

A-A2P2 

50 

4238420 

Controller card 1255 


A-A2N2 

20 

8528166 

adapter card 1255 


A-A2L4 

10 

4238422 

stor card 1255 


A-A2M4 

10 

4238422 

stor card 1255 

C514 

A-A2L4 

30 

4238422 

stor card 1255 


A-A2M4 

30 

4238422 

stor card 1255 


A-A2P2 

10 

4238420 

Controller card 1255 


A-A2N2 

10 

8528166 

adapter card 1255 

C515 

A-A2N2 

30 

8528166 

adapter card 1255 


A-A2P2 

30 

4238420 

Controller card 1255 


A-A2L4 

15 

4238422 

stor card 1255 


A-A2M4 

15 

4238422 

stor card 1255 


SERVICE COMMENTS 


If you have wrap error 
SRCs for disk (C9xx or 
CAxx) or disketfe (Cdxx) 
along with the tape SRC 
(Cbxx), perform the 
activity defined for the 
disk/diskette SRCs first. 


If you have wrap error 
SRCs for disk (C9xx or 
CAxx) or diskette (Cdxx) 
along with the tape SRC 
(Cbxx), perform the 
activity defined for the 
disk/diskette SRCs first. 


Initialization 



Failing TUs: 401C, 14, 
16-18, 21, 22, 24, 27, 

67, 68, 69. See TUSELECT 
for descnption. 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

C516 

A-A2N2 

A-A2Q2 

Cables 

30 

30 

30 

8528166 

8528167 

aJapter card 1255 
Driver/Rec card 1255 

Failing TUs; 40B1 to 40B9, 
and 40C0 to 40C8 
inclusive. 

Manufacturing wrap test, 
requires wrap plug. 

C517 

A-A2N2 

A-A2P2 

A-A2L4 

A-A2M4 

20 

20 

20 

20 

8528166 

4238420 

4238422 

4238422 

adapter card 1255 
Controller card 1255 
stor card 1255 
stor card 1255 

Failing TUs: 4053, 4054, 

4055, 4056, 4057 See 

TUSElECT for description. 

C518 

A-A2N2 

A-A2P2 

45 

45 

8528166 

4238420 

adapter card 1255 
Controller card 1255 

Manufacturing wrap test, 
requires plug 

C519 

A-A2N2 

90 

8528166 

adaptes card 1255 

Requires 1255 wrap plug. 

See TU-Select Menu for 

1255, for description of 
failing FRU. See 1255 

TMM SY24-3555-3. 

C51A 

1255 

95 



Requires 1255 wrap plug. 

See TU-Select Menu for 

1255 for description of 
failing TU. 

C601 

A-A1H2 

A-A1J2 

95 

2 

4177036 

4177038 

4237136 

2597763 

4177027 

WSC Base card 16 KW 
WSC card 48 KW 

WSC card 64 KW 

WSC card 64 KW 

WS adapter card 

The A1FI2 card is unable 
to perform an initial 
address load operation. 

If FRU replacement does 
not fix, return to MAP 

0101, Entry Point B. 

C602 

A-A1H2 

A-A1J2 

95 

2 

4177036 

4177038 

4237136 

2597763 

4177027 

WSC Base card 16 KW 
WSC card 48 KW 

WSC card 64 KW 

WSC card 64 KW 

WS adapter card 

The A1H2 card was unable 
to perform a sense data 
buffer operation. 

If FRU replacement does 
not fix, return to MAP 

0101, Entry Point B. 
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FRU DESCRIPTION 


SERVICE COMMENTS 


SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

C603 

A-A1H2 

95 

4177036 

WSC Base card 16 KW 

The A1H2 card was unable 




4177038 

WSC card 48 KW 

to perform a load cycle 




4237136 

WSC caid 64 KW 

steal counter operation. 

It EDI 1 oA nr\ A n ^ 




2597763 

WSC card 64 KW 

IT rnu repiacemBni u 06 S 
not fix, return to MAP 


A-A1J2 

2 

4177027 

WS adapter card 

0101, Entry Point B. 


A-A1L2 

2 

4234069 

CSP Channel card 



AA1M2 

1 

4234080 

CSP Data Flow card 


C604 

A-A1H2 

95 

4177036 

WSC Base card 16 KW 

The A1H2 card failed the 




4177038 

WSC card 48 KW 

processor interrupt test, 




4237136 

WSC card 64 KW 

K FRU replacement does 




2597763 

WSC card 64 KW 

iHJl IIa, FBlUfil lU IVIMr 

0101, Entry Point B. 


A-A1J2 

2 

4177027 

WS adapter card 



A-A1L2 

2 

4234069 

CSP Channel card 



A-AiM2 

1 

4234080 

CSP Data Flow card 


C606 

A-A1H2 

90 

4177036 

WSC Base card 16 KW 

If FRU replacement does 




4177038 

WSC card 48 KW 

not fix, go to MAP 0105, 




4237136 

WSC card 64 KW 

Entry Point A 




2597763 

WSC card 64 KW 



A-A1J2 

4 

4177027 

WS adapter card 



A-A1L2 

2 

4234069 

CSP Channel card 



A-A1M2 

1 

4234080 

CSP Data Flow card 


C608 

A-A1H2 

90 

4177036 

WSC Base card 16 KW 

If FRU replacement does 




4177038 

WSC card 48 KW 

not fix, go to MAP 0105, 




4237136 

WSC card 64 KW 

Entry Point A. 




2597763 

WSC card 64 KW 



A-A1J2 

4 

4177027 

WS adapter card 



A-A1L2 

2 

4234069 

CSP Channel card 



A-A1M2 

1 

4234080 

CSP Data Flow card 


C609 

A-A1H2 

90 

4177036 

WSC Base card 16 KW 

If FRU replacement does 




4177038 

WSC card 48 KW 

not fix, go to MAP 0105, 




4237136 

WSC card 64 KW 

Entry Point A. 




2597763 

WSC card 64 KW 



A-A1J2 

4 

4177027 

WS adapter card 



A-A1L2 

2 

4234069 

CSP Channel card 



A-A1M2 

1 

4234080 

CSP Data Flow card 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

C610 

A-A1H2 

65 

4177036 

WSC Base card ^6 KW 

The A1H2 card failed the 




4177038 

WSC card 48 KW 

branch instruction test 




4237136 

WSC card 64 KW 

The A1J2 card can cause 




2597763 

WSC card 64 KW 

If FRU replacement does 


A-A1J2 

32 

4177027 

WS adapter card 

not fix, return to MAP 


A-A1M2 

2 

4234080 

CSP Data Flow card 

Old, Entry Point B. 

C611 

A-A1H2 

95 

4177036 

WSC Base card 16 KW 

The A1H2 card failed the 




4177038 

WSC card 48 KW 

register instruction 




4237136 

WSC card 64 KW 

test. 




2597763 

WSC card 64 KW 

if FRU replacement does 
not fix, return to MAP 


A-A1J2 

2 

417707.7 

WS adapter card 

0101, Entry Pomt B. 

C612 

A-A1H2 

95 

4177036 

WSC Base card 16 KW 

The A1H2 card failed the 




4177038 

WSC card 48 KW 

arithmetic instruction 




4237136 

WSC card 64 KW 

test. 

If FRU replacement does 




2597763 

WSC card 64 KW 

not fix, return to MAP 


A-A1J2 

2 

4177027 

WS adapter card 

0101, Entry Point B. 

C613 

A-A1H2 

95 

4177036 

WSC Base card 16 KW 

The A1H2 card failed the 




4177038 

WSC card 48 KW 

register to storage 




4237136 

WSC card 64 KW 

instruction test. 

If FRU replacement does 




2597763 

WSC card 64 KW 

not fix, return to MAP 


A-A1J2 

2 

4177027 

WS adapter card 

0101, Entry Point B. 

C614 

A-A1H2 

95 

4177036 

WSC Base card 16 KW 

The A1H2 card failed the 




4177038 

WSC card 48 KW 

channel processor check 




4237136 

WSC card 64 KW 

test. 

If FRU replacement does 




2597763 

WSC card 64 KW 

not fix, return to MAP 


A-A1J2 

2 

4177027 

WS adapter card 

0101, Entry Point B. 

C615 

A-A1H2 

95 

4177036 

WSC Base card 16 KW 

The A1H2 card failed the 




4177038 

WSC card 48 KW 

new attachment controller 




4237136 

WSC card 64 KW 

micro instruction test. 

If FRU replacement does 




2597763 

WSC card 64 KW 

not fix, return to MAP 


A-A1J2 

2 

4177027 

WS adapter card 

0101, Entry Point B. 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

C616 

A-A1H2 

95 

4177036 

WSC Base card 16 KW 

Tfu) A1 H2 card failed tfie 




4177038 

WSC card 48 KW 

base displacement 




4237136 

WSC card 64 KW 

instruction tost 




2597763 

WSC card 64 KW 

not fin, return to MAP 


A-A1J2 

2 

4177027 

WS adapter card 

0101, tntry Point B 

C617 

A-A1H2 

95 

4177036 

WSC Base card 16 KW 

The A1H2 card failed the 




4177038 

WSC card 48 KW 

storage test This TU 




4237136 

WSC card 64 KW 

tests only the first 32Kb 
words of attachment 




2597763 

WSC card 64 KW 

controller storage 


A-A1J2 

2 

4177027 

WS adapter card 

If FRU replacement does 






not fix, return to MAP 






0101, Entry Point B. 

C618 

A-A1H2 

95 

4177036 

WSC Base card 16 KW 

The A1 H2 card failed the 




4177038 

WSC card 48 KW 

storage test This TU 




4237136 

WSC card 64 KW 

tests all of the 
controller storage. 




2597763 

WSC card 64 KW 

If FRU replacement does 


A-A1J2 

2 

4177027 

WS adapter card 

not fix, return to MAP 






0101, Entry Point B. 

C623 

A-A1H2 

95 

4177036 

WSC Base card 16 KW 

The A1H2 card was unable 




4237136 

WSC card 64 KW 

to perform a load cycle 




2597763 

WSC card 64 KW 

steal counter operation, 
if FRU replacement does 


A-A1J2 

2 

4177027 

WS adapter card 

not fix, return to MAP 


A-A1N2 

2 

2597716 

eSP Stage 2 

0101, Entry Point B. 

C624 

A-A1H2 

95 

4177036 

WSC Base card 16 KW 

The A1H2 card failed the 




4237136 

WSC card 64 KW 

processor interrupt test. 




2597763 

WSC card 64 KW 

If FRU replacement does 
not fix, return to MAP 


A-A1J2 

2 

4177027 

WS adapter card 

0101, Entry Point B. 


A-A1N2 

2 

2597716 

eSP Stage 2 
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FRU DESCRIPTION 


SERVICE COMMENTS 


SRC FRU 


C626 A-A1H2 


A-A1J2 

A-A1N2 

C628 A-A1H2 


A-A1J2 

A-A1N2 

C629 A-A1H2 


A-A1J2 

A-A1N2 


C630 A-A1H2 


A-A1J2 

A-A1N2 



4177036 

4237136 

2597763 

4177027 

2597716 


10 4177036 

4237136 
2597763 
4 4177027 

2 2597716 


»0 4177036 

4237136 
2597763 
4 4177027 

2 2597716 


4177036 

4237136 

2597763 

4177027 

2597716 


WSC Base card 16 KW 
WSC card 64 KW 
WSC card 64 KW 
WS adapter card 
CSP Stage 2 


WSC Base card 16 KW 
WSC card 64 KW 
WSC card 64 KW 
WS adapter card 
CSP Stage 2 


WSC Base card IF KW 
WSC card 64 KW 
WSC card 64 KW 
WS adapter card 
CSP Stage 2 


WSC Base card 16 KW 
WSC card 64 KW 
WSC card 64 KW 
WS adapter card 
CSP Stage 2 


If FRU replacement does 
not fix, go to MAP 0105, 
Entry Point A 


If FRU replacement does 
not fu, go to MAP 0105, 
Entry Point A 


If FPU repl.-icemeiit does 
not fix, go to MAP 0105, 
Entry Point A. 


The A1H2 card failed the 
branch instruction test 
The A1J2 card can cause 
this failure also. 

If FRU replacement does 
not fix, return to MAP 
0101, Entry Pont B. 


C631 A A3S2 


A-A3T2 


15 4237136 

2597763 
2 4177027 


Ctrir cd 64KW 
Ctrir cd 64KW 
WS Adapter card 


The A3S2 card is unable 
to perform an initial 
address load operation. 

If FRU replacement does 
not fix, return to MAP 
0101, Entry Point B. 


C632 A-A3S2 


A-A3T2 


15 4237136 

2597763 
2 4177027 


Ctrir cd 64KW 
Ctrir cd 64KW 
WS Adapter card 


The A3S2 card was unable 
to perform a sense data 
buffer operation. 

If FRU replacement does 
not fix, return to MAP 
0101, Entry Point B. 


DI4 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

C633 

A-A1H2 

A-A1J2 

95 

4 

4177036 

4177038 

4237136 

2597763 

4177027 

WSC Base card 16 KW 
WSC card 48 KW 

WSC card 64 KW 

WrC card 64 KW 

WS adapter card 

The A1H2 card failed the 

W/S MDIs 

C641 

A-A3S2 

A-A3T2 

95 

2 

4237136 

2597763 

4177027 

Ctrir cd 64KW 

Ctrir cd 64KW 

WS Adapter card 

The A3S2 card failed the 
register instruction 
test. 

If FRU replacement does 
not fix, return to MAP 

0101, Entry Point B. 

C642 

A-A3S2 

M-A3T2 

95 

2 

4237136 

2597763 

4177027 

Ctrir cd 64KW 

Ctrir cd 64KW 

WS Adapter card 

The A3S2 card failed the 
arithmetic instruction 

test. 

If FRU replacement does 
not fix, return to MAP 

0101, Entry Point B. 

C643 

A-A3S2 

A-A3T2 

95 

2 

4237136 

2597763 

4177027 

Ctrir cd 64KW 

Ctrir cd 64KW 

WS Adapter card 

The A3S2 card failed the 
register to storage 
instruction test. 

If FRU replacement does 
not fix, return to MAP 

0101, Entry Pnmt B. 

C644 

A-A3S2 

A-A3T2 

95 

2 

4237136 

2597763 

4177027 

Ctrir cd 64KW 

Ctrir cd 64KW 

W'S Adapter card 

The A3S2 card failed the 
channel processor check 
test. 

If FRU replacement does 
not fix, return to MAP 

0101, Entry Point B. 

C645 

A-A3S2 

A-A3T2 

95 

2 

4237136 

2597763 

4177027 

Ctrir cd 64KW 

Ctrir cd 64KW 

WS Adapter card 

The A3S2 card failed the 
new attachment controller 
micro instruction test. 

If FRU replacement does 
not fix, return to P 

0101, Entry Poii 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

1 

SERVICE COMMENTS 

C646 

A-A3S2 

A-A3T2 

95 

2 

4237136 

2597763 

4177027 

Ctrir cd 64KW 

Ctrir cd 64KW 

WS Adapter card 

The A3S2 card failed the 
base displacement 
instruction test. 

If FRU replacement does 
not fix, return to MAP 

0101, Entry Point B. 

C647 

A-A3S2 

A-A3T2 

95 

2 

4237136 

2597763 

4177027 

Ctrir cd 64KW 

Ctrir cd 64KW 

WS Adapter card 

The A3S2 card failed the 
storage test. This TU 
tests only the first 32Kb 
words of attachment 
controller storage. 

If FRU replajement does 
not fix, return to MAP 

0101, Entry Point B. 

C648 

A-A3S2 

A-A3T2 

95 

2 

4237136 

2597763 

4177027 

Ctrir cd 64KW 

Ctrir cd 64KW 

WS Adapter card 

The A3S2 card failed the 
storage test. This TU 
tests all of the 
controller storage. 

If FRU replacement does 
not fix, return to MAP 

0101, Entry Point B. 

C653 

A-A3S2 

A-A3T2 

A-A1N2 

95 

2 

2 

4237136 

2597763 

4177027 

2597716 

Ctrir cd 64KW 

Ctrir cd 64KW 

WS Adapter card 

CSP Stage 2 

The A3S2 card was unable 
to perform a load cycle 
steal counter operation. 

If FRU replacement does 
not fix, return to MAP 

0101, Entry Point B. 

C654 

A-A3S2 

A-A3T2 

A-A1N2 

95 

2 

2 

4237136 

2597763 

4177027 

2597716 

Ctrir cd 64KW 

Ctrir cd 64KW 

WS Adapter card 

CSP Stage 2 

The A3S2 card failed the 
processor interrupt test. 

If FRU replacement does 
not fix, return to MAP 

0101, Entry Point B. 

C656 

A-A3S2 

A-A3T2 

A-A1N2 

90 

4 

2 

4237136 

2597763 

4177027 

2597716 

Ctrir cd 64KW 

Ctrir cd 64KW 

WS Adapter card 

CSP Stage 2 

If FRU replacement does 
not fix, go to MAP 0101, 

Entry Point B. 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

C658 

AA3S2 

90 

4237136 

Ctrir cd 64KW 

!f PRU replacement does 




2597763 

Ctrir cd 64KW 

not fix, go to MAP 0101, 


A-A3T2 

4 

4177027 

WS Adapter card 

Entry Point B. 


A-A1N2 

2 

2597716 

CSP Stage 2 


C659 

A-A3S2 

90 

4237136 

Ctrir cd 64KW 

If FRU replacement does 




2597763 

Ctrir cd 64KW 

not fix, go to MAP 0101, 


A-A3T2 

4 

4177027 

WS Adapter card 

Entry Point B. 


A-A1N2 

2 

2597716 

CSP Stage 2 


C660 

A-A3S2 

65 

4237136 

Ctrir cd 64KW 

Tile A3S2 card failed the 




2597763 

Ctrir cd 64KW 

branch instruction test 


A-A3T2 

32 

4177027 

WS Adapter card 

The A3T2 card can cause 
this failure also. 


A-A1N2 

2 

2597716 

CSP Stage 2 

If FRU replacement does 
not fix, return to MAP 

0101, Entry Point B. 

C663 

A-A3S2 


4237136 

Ctrir cd 64KW 

The A3S2 card failed the 



m 

2597763 

Ctrir cd 64KW 

the W/S MDIs. 


A-A3T2 

D 

4177027 

WS Adapter card 


C800 

A-A3S2 

90 

4177036 

Controller card 16 KW 

Bus coupler TUs to comm 




4177037 

Controller card 32 KW 

controller failed. Ignore 




4237136 

Ctrir cd 64KW stage 2 

any other C8XX SRCs fur TU 
Select MLCA controller 




2597763 

Ctrir cd 64KW stage 2 

option. 


A-A1N2 

5 

2597716 

CSP Stage 2 

NOTE: A32KW or 64KW 


Channel 

5 



controller is required 


Cables 




for X.2'1 Switched or X.25. 

C801 

A-A1K2 

90 

4177000 

SLCA Comm card 

Internal wrap of control 


A-A1G2 

5 

5864683 

X.21 card 

output register. 




5864668 

EIA card 





8527032 

DDSA card 





8564508 

1200 Sw (US) card 





6173448 

1200 NonSw (US) card 





5167246 

1200 Sw (WT) card 





5167248 

1200 NonSw (WT) card 



A-A1N2 

5 

2597716 

CSP Stage 2 
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SERVICE COMMENTS 


SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

C802 

A-A1K2 

90 

4177000 

SLCA Comm card 


Charnel 

Cables 

10 



C803 

A-A1K2 

90 

4177000 

SLCA Comm card 


A-A1G2 

5 

5864683 

X.21 card 




5864668 

El A card 




8527032 

DDSA card 




8564508 

1200 Sw(US) card 




6173448 

1200 NonSw (US) card 




5167246 

1200 Sw (WT) card 




5167248 

1200 NonSw (WT) card 


A-A1L2 

5 

4234069 

CSP Channel card 

C804 

A-A1K2 

75 

4177000 

SLCA Comm card 


A-A1L2 

20 

4234069 

CSP Channel card 


A-A1B3/ 

AA2U3 

3 

4234073 

Channel terminator 

C805 

A-A1K2 

95 

4177000 

SLCA Comm card 

C807 

A-A1B2 



Internal Clock card 


A-A1K2 

10 

4177000 

SLCA Comm card 

C808 

A-A1K2 

90 

4177000 

SLCA Comm card 


A-A1L2 

5 

4234069 

CSP Channel card 

C809 

A-A1G2 

95 

5864683 

X.21 card 


A-A1K2 

5 

4177000 

SLCA Comm card 


If new installation, check 
device adr switches on 
comm adapter card (SW 5 & 
6) should be on/off). 


Internal wrap of control 
output register 


Timer test failed, . ysiem 
clocks possibly bad to 
comm board. A-A1B3/A-A2U 
terminates system clock 
lines. 

A-A1L2 is source for 
system clocks 


If new installation, check 
NRZ switch (SW 4) on 
A-A1K2 card must be set 
to off. 


If new installation. 

Verify 'Configuration is 
ok. MDI TU T8119 runs only 
when internal clock is 
configured. 


MDI TU T8107, T8110 
through T8118 and T8120 
through T8128 can cause 
this SRC. 


X.21 (SW) internal wrap 
TU failed. 


t 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

C80b 

A-A1K2 
A-A1N2 
A-A1B3/ 
A-A2U3 

75 

20 

3 

4177000 

2597716 

4234073 

SLCA Comm card 

CSP Stage 2 

Channel terminator 

Timer test failed, system 
clocks possibly bad to 
comm board. A-A1B3/A-A2U 
terminates system clock 
lines. 

A-A1N2 is source for 
system clocks. 

C80C 

A A1G2 

A-A1K2 

95 

5 

5167248 

8564508 

6173448 

5167246 

4177000 

1200 NonSw (WT) card 
1200 Sw (US) card 

1200 NonSw (US) card 
1200 Sw (WT) card 

SLCA Comm card 

1200 I.M. internal wrap 

TU failed. 

C80d 

A-A1G2 
A-A1K2 

95 

5 

8527032 

4177000 

DDSA card 

SLCA Comm card 

DDSA internal wrap TU 
failed. 

C80E 

A-A1K2 
A-A1N2 

90 

5 

4177000 

2597716 

SLCA Comm card 

CSP Stage 2 

MDI TU T8107, T8110 
through T8118 and T8120 
through T8128 can cause 
this SRC. 

C810 

A-A3S2 

A-A1L2 

Channel 

Cables 

90 

5 

5 

4177036 

4177037 

4237136 

2597763 

4234069 

Controller card 16 KW 
Controller card 32 KW 
Ctrir cd 64KW stage 2 

Ctrir cd 64KW stage 2 

CSP Channel card 

Bus coupler TUs to 
communications controller 
failed. Ignore any other 

C8xx SRCs. 

ForTU Select, select MLCA 
controller option. 

NOTE: A32KW or 64KW 
controller is required 
for X.21 Switched or X.25. 

C811 

A-A3S2 

95 

4177036 

4177037 

4237136 

2597763 

i- 

Controller card 16 KW 
Controller card 32 KW 
Ctrir cd 64KW stage 2 
Ctrir cd 54KW stage 2 

Controller TUs to 
communications controller 
failed TUs 6106, 6108 
through 61OC, 61 OF, 6110 
through 6116 and 6118. 

Ignore any other C8xx SRCs 
NOTE; A32KWor 64KW 
controller is required 
for X.21 Switched or X.25. 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

C812 

A-A3R2 

95 

4177000 

Comm card Line 1 


A-A3S2 

5 

4177036 

Controller card 16 KW 




4177037 

Controller card 32 KW 




4237136 

Ctrir cd 64KW stage 2 




2597763 

Ctrir cd 64KW stage 2 

C813 

A-A3R2 

95 

4177000 

Comm card Line 1 


A-A3M2 

5 

5864683 

X.21 card 




5864668 

El A card 




8527032 

DDSA card 




6173448 

1200 NonSw US card 




8564508 

1200 Sw US card 




5167246 

1200 Sw WT card 




5167248 

1200 NonSw wt card 

C814 

A-A3R2 

75 

4177000 

Comm card Line 1 


A-A1L2 

20 

4234069 

CSP Channel card 


A-A3U3 

3 

4234073 

Terminator card 


Channel 

Cables 

2 



C815 

A-A3R2 

95 

4177000 

Comm card Line 1 

C817 

A-A3U2 

90 

4177019 

Clock card 


A-A3R2 

10 

4177000 

Comm card Line 1 

C818 

A-A3R2 

95 

4177000 

Comm card Line 1 

C819 

A-A3M2 

95 

5864683 

X.21 card 


A-A3R2 

5 

4177000 

Comm card Line 1 


SERVICE COMMENTS 

If all comm lines fail 
with C8x2, suspect A-A3S2 
(50 %). 

NOTE: A 32KW or 64KW 
controller is required 
for X.21 Switched or X.25. 


Internal wrap of control 
output register. 


Timer test failed. If only 
one line fails with C8x4, 
rule out A-A i L2, A-A3U3, 
channel cables. This is 
common logic to all MLCA 
lines. 


If new installation, check 
NRZ switch (SW 4) on 
A-A3R2 card. Must be off. 


If new installation, 
verify configuration is 
ok. MDI TU T8119 runs only 
when configured for 
internal clock. 


MDI TU T8107, T8110 
through T8118 and T8120 
through T8128 can cause 
this SRC. 


X.21 (SW) internal wrap 1 U 
failed. 
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FRU DESCRIPTION 


SERVIC’i COMMENTS 


SRC 


C81b 


FRU 


A-A3R2 

A-A1N2 

A-A3U3 

Channel 

Cables 


% 


75 

20 

3 

2 


P/N 


4177000 

2597716 

4234073 


C81C 


C81d 


A-A3M2 


A-A3R2 


95 


6173448 

8564508 

5167246 

5167248 

4177000 


A-A3M2 

A-A3R2 


95 

5 


8527032 

4177000 


C822 


C823 


A-A3Q2 

A-A3S2 


95 

5 


4177000 

4177036 

4177037 

4237136 

2597763 


A-A3Q2 

A-A3L2 


95 

5 


4177000 

5864683 

5864668 

8527032 

8564508 

6173448 

5167246 

5167248 


C824 


A-A3Q2 
A-A1L2 
A-A3U3 
Channel 
Cables 


75 

20 

3 

2 


4177000 

4234069 

4234073 


C825 


A-A3Q2 


95 


4177000 


Comm card Line 1 
CSP Stage 2 
Terminator card 


1200 NonSw US card 
1200 Sw US card 
1200 Sw WT card 
1200 NonSw wt card 
Comm card Line 1 

DDSA card 
Comm card Line 1 

Comm card Line 2 
Controller card IS KW 
Controller card 32 KW 
Ctrir cd 64KW stage 2 
Ctrir cd 64KW stage 2 


Comm card Line 2 
X.21 card 
EIA card 
DDSA card 
1200 Sw US card 
1200 NonSw US card 
1200 Sw WT card 
1200 NonSw wt card 

Comm card Line 2 
CSP Channel card 
Terminator card 


Comm card Line 2 


Timer test failed. If only 
one line fails with C8x4, 
rule out A-A1N2, A-A3U3, 
channel cables. This is 
common logic to all MLCA 
lines. 


1200 I.M. internal wrap TU 
failed. 


DDSA internal wrap TU 
failed. 


If all comm lines fail 
with C8x2, suspect A-A3S2 
(50 %). 

NOTE: A32KW or 64KW 
controller is required 
for X.21 Switched orX.25. 


Interna! wrap of control 
output register. 


Timer test failed. If only 
one line fails with C8x4, 
rule out A-A1L2, A-A3U3, 
channel cables. This is 
common logic to all MLCA 
lines. 


If new installation, check 
NflZ switch (SW 4) on 
A-A3Q2 card. Must be off. 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

C827 

A-A3U2 

90 

4177019 

Clock card 


A-A3Q2 

10 

4177000 

Comm card Line 2 

C828 

A A3Q2 

95 

_ 

4177000 

Comm card Line 2 

C829 

A-A3L2 

95 

5864683 

X.21 card 


A-A3Q2 

5 


Comm card Line 2 

C82b 

A-A3Q2 

75 

4177000 

Comm card Line 2 


A-A1N2 

20 

2597716 

CSP Stage 2 


A-A3U3 

3 

4234073 

Terminator card 


Channel 

Cables 

2 



C82C 

A-A3L2 

95 

8564508 

1200 Sw US card 




6173448 

1200 NonSw US card 




5167246 

1200 Sw WT card 




5167248 

1200 NonSw wt card 


A-A3Q2 

5 

4177000 

Comm card Line 2 

C82d 

A-A3L2 

95 

8527032 

DDSA card 


A-A3Q2 

5 

4177000 

Comm card Line 2 

C832 

A-A3P2 


4177000 

Comm card Line 3 


A-A3S2 


4177036 

Controller card 16 KW 




4177037 

Controller card 32 KW 




4237136 

Ctrir cd 64KVV stage 2 




2597763 

Ctrir cd 64KW stage 2 


SERVICE COMMENTS 

If new installation 
verify configuration is 
ok. MDI T J T8119 runs only 
when configured for 
internal clock. 


MDI TU T8107, T8110 
through 18118 and T8120 
through T81 28 can cause 
this SRC. 


X.21 (SW) in'ernai wrap TU 
failed. 


Timer test failed. If only 
one line fails with C8x4, 
rule out A-A1N2, A-A3U3, 
channel cables. This is 
common logic to all MLCA 
lines. 


1200 I.M. internal wrap 1 U 
failed. 


DDSA internal wrap TU 
failed. 


If all comm lines fail 
with C8x2, suspect A-A3S2 
(50 %). 

NOTE; A 32KW or 64KW 
controller is required 
for X.21 Switched or X.25. 
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% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


C833 

A-A3P2 

A-A3M4 

95 1 
5 

4177000 

5864683 

5864668 

8527032 

6173448 

8564508 

5167246 

5167248 

Comm card Line 3 

X.21 card 

EIA card 

DDSA card 

1200 NonSw US card 

1200 Sw US card 

1200 Sw WT card 

1200 NonSw wt card 

Internal wrap of control 
output register. 

C834 

A-A3P2 
A-A1L2 
A-A3U3 
Channel 
Cables 

75 

20 

3 

2 

4177000 

4234069 

4234073 

Comm card Line 3 

CSP Channel card 
Terminator card 

Timer test failed. If only 
one line fails with C8x4, 
rule out A-A1 L2, A-A3U3, 
channel cables. This is 
common logic to all MLCA 
linos. 

C835 

A-A3P2 

95 

4177000 

Comm card Line 3 

If new installation, check 

NRZ switcfi (.SW 4) on 

A-A3P2 card. Must be off. 

C837 

A-A3U2 

A-A3P2 

90 

10 

4177019 

4177000 

Clock card 

Comm card Line 3 

If new installation, 
verify configuration is 
ok. MDI TU T8119 runs only 
when configured for 
internal clock. 

C838 

A-A3P2 

95 

4177000 

Comm card Line 3 

MDI TU T8107, T8110 
through T8118 and T8120 
through T8128 can cause 
this SRC. 

C839 

A-A3M4 

A-A3P2 

95 

5 

5864683 

4177000 

X.21 card 

Comm card Line 3 

X.21 (SW) internal wrap TU 
failed. 

C83b 

A-A3P2 

A-A1N2 

A-A3U3 

Channel 

Cables 

75 

20 

3 

2 

4177000 

2597716 

4234073 

Comm card Line 3 

CSP Stage 2 

Terminator card 

Timer test failed. If only 
one line fails with C8x4, 
rule out A-A1N2, A-A3U3, 
channel cables. This is 
common logic to all MLCA 
lines. 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

C83C 

A-A3M4 

95 

6173448 

1200 NonSw US card 

1200 I.M. internal wrap TU 




8564508 

1200 Sw US card 

failed. 




5167246 

1200 Sw WT card 





5167248 

1200 NonSw wt card 



A-A3P2 

5 

4177000 

Comm card Line 3 


C83d 

A-A3M4 

95 

8527032 

DDSA card 

DDSA internal wrap TU 


A-A3P2 

5 

4177000 

Comm card Line 3 

failed. 

C842 

A-A3N2 

95 

4177000 

Comm card Line 4 

If all comm ' nes fail 


A-A3S2 

5 

4177036 

Controller card 16 KW 

with Cf;x2, suspect A-A3S2 




4177037 

Controller card 32 KW 

(bC) %). 

NOTE: A32KW or 64KW 




4237136 

Ctrir cd 64KW stage 2 

controller is required 




2597763 

Ctrir cd 64KW stage 2 

for X.21 Switched or X.25. 

C843 

A-A3N2 

95 

4177000 

Comm card Line 4 

Internal wrap of control 


A-A3L4 

5 

4176994 

V.35 card 

output register. 




5864683 

X.21 card 





5864668 

EIA card 





8527032 

DDSA card 





8564508 

1200 Sw US card 





6173448 

1200 NonSw US card 





5167246 

1200 Sw WT card 





5167248 

1200 NonSw wt card 


C844 

A-A3N2 

75 

4177000 

Comm card Line 4 

Timer test failed. If only 


A-A1L2 

20 

4234069 

CSP Channel card 

one line fails with C8x4, 
rule out A-A1L2, A-A3U3, 
channel cables. This is 


A-A3U3 

3 

4234073 

Terminator card 


Channel 

2 



common logic to all MLCA 


Cables 




lines. 

C845 

A-A3N2 

95 

4177000 

Comm card Line 4 

If new installation, check 

NRZ switch (SW 4) on 

A-A3N2 card. Must be off. 


C847 A-A3U2 90 4177019 Clock card if new installation, 

A-A3N2 10 4177000 Comm card Line 4 ''' 

ok. MDI TU T8119 runs only 

when configured for 
internal clock. 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

C848 

A-A3N2 

95 

4177000 

Comm card Line 4 

MDI TU T8107, T8110 
through T8118 and T8120 
through T8128 can cause 
this SRC. 

C849 

A-A3L4 

A-A3N2 


5864683 

4177000 

X.21 card 

Comm card Line 4 

X.21 (SW) internal wrap TU 
failed. 

C84b 

A-A3N2 

A-A1N2 

A-A3U3 

Channel 

Cobles 

75 

20 

3 

2 

4177000 

2597716 

4234073 

Comm card Line 4 

CSP Stage 2 

Terminator card 

Timer test failed. If only 
ooG line fails with C8x4, 
rule out A-A1N2, A-A3U3, 
channel cables. This is 
common logic to all MLCA 
lines. 

C84C 

A-A3L4 

A-A3N2 

95 

5 

8564508 

6173448 

5167246 

5167248 

4177000 

1200 Sw US card 

1200 NonSw US card 

1200 Sw WT card 

1200 NonSw wt card 
Comm card Li e 4 

1200 I.M. internal wrap TU 
failed. 

C84d 

A-A3L4 

A-A3N2 

95 

5 

8527032 

4177000 

— 

DDSA card 

Comm card Line 4 

DDSA internal wrcp TU 
failed. 

C851 

A-A3F2 

A-A3P2 

96 

1 

2597759 

4237136 

2597763 

ElA/CCITT/auto call 

ELCA control card 

ELCA control card 

ElA/CCITT communications 
adapter failure line 1. 

Note: If more than one 
comm SRC appears, suspect 
A-A3P2 (50%). 

CSIPL failure. 

C852 

A-A3G2 

A-A3P2 

96 

1 

2597759 

4237136 

2597763 

ElA/CCITT/auto call 

ELCA control card 

ELCA control card 

ElA/CCrrr communications 
adapter failure line 2. 

Note: If more than one 
comm SRC appears, suspect 
A-A3P2 (50%). 

CSIPL failure. 
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% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


IRC 


C353 


FRU 


A-A3H2 

A-A3P2 


96 

1 


2597759 

4237136 

2597763 


ElA/CCITT/auto call 
ELCA control card 
ELCA control card 


C854 


A-A3J2 

A-A3P2 


96 

1 


2597759 

4237136 

2597763 


ElA/CCITT/auto call 
ELCA control card 
ELCA control card 


C855 


C856 


A-A3K2 

A-A3P2 


96 

1 


2597759 

4237136 

2597763 


ElA/CCITT/auto call 
ELCA control card 
ELCA control card 


A-A3L2 

A-A3P2 


96 

1 


2597759 

4237136 

2597763 


ElA/CCITT/auto call 
ELCA control card 
ELCA control card 


C857 


C858 


A-A3M2 

A-A3P2 


96 

1 


2597759 

4237136 

2597763 


ElA/CCITT/auto call 
ELCA control card 
ELCA control card 


A-A3N2 

A-A3P2 


96 

1 


2597759 

4237136 

2597763 


F.IA/CCITT/auto call 
ELCA control card 
ELCA control card 


EIA/CCITT communications 
adapter failure line 3. 

Note: If more- than one 
comm SRC appears, suspect 
A-A3P2 (50%). 

CSIPL failure. 


EIA/CCITT communications 
adapter failure line 4. 

Note: If more than one 
comm SRC appears, suspect 
A-A3P2 (50%). 

CSIPL failure. 


FlA/CCin communications 
adapter failure line 5. 

Note: If more than one 
comm SRC appears, susper;t 
A-A3P2 (50%). 

CSIPL failure. 


EIA/CCITT communications 
adapter failure line 6. 

Note: If more than one 
comm SRC appears, suspect 
A-A3P2 (50%). 

CSIPL failure. 


EIA/CCITT comrn’jniuations 
adapter tailure line 7. 

Note: If more than one 
comm SRC appears, suspect 
A-A3P2 (50%). 

CSIPL failure. 


EIA/CCITT communications 
adapter failure line 8. 

Note: If more than one 
comm SRC appears, suspect 
A-A3P2 (50%). 

CSIPL failure. 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

C861 

A-A3F2 

A-A3P2 

96 

1 

2597761 

4237136 

2597763 

ODSA card 

ELCA coritiol card 

ELCA control card 

DDSA communications 
adapter failure line 1. 

Note; If more than one 
comm SRC appears, suspect 
A-A3P2 (50%), 

CSIPL failure. 

C862 

A-A3G2 

A-A3P2 

96 

1 

2597761 

4237136 

2597763 

DDSA card 

ELCA control card 

ELCA control card 

DDSA communications 
adapter failure line 2. 

Note: If more than one 
comm SRC appears, suspect 
A-A3P2 (50%). 

CSIPL failure. 

C863 

A-A3H2 

A-A3P2 

96 

1 

2597761 

4237136 

2597763 

DDSA card 

ELCA control card 

ELCA control card 

DDSA communications 
adapter failure line 3. 

Note: If more than one 
comm SRC appears, suspect 
A-A3P2 (50%). 

CSIPL failure. 

C864 

A-A3J2 

A-A3P2 

96 

1 

2597761 

4237136 

2597763 

DDSA card 

ELCA control card 

ELCA control card 

DDSA communications 
adapter failure line 4. 

Note: If more than one 
comm SRC appears, suspect 
A-A3P2 (50%). 

CSIPL failure. 

C865 

A-A3K2 

A-A3P2 

96 

1 

2597761 

4237136 

2597763 

DDSA card 

ELCA control card 

ELCA control card 

DDSA communications 
adapter failure line 5. 

Note: If more than one 
comm SRC appears, suspect 
A-A3P2 (50%). 

CSIPL failure. 

C866 

i 

A-A3L2 

A-A3P2 

96 

1 

2597761 

4237136 

2597763 

DDSA card 

ELCA control card 

ELCA control card 

DDSA communications 
adapter failure line 6. 

Note: If more than one 
comm SRC appears, suspect 
A-A3P2 (50%). 

CSIPL failure. 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

C867 

A-A3IVI2 

A-A3P2 

96 

1 

2597761 

4237136 

2597763 

DDSA card 

ELCA control card 

ELCA control card 

DDSA coinniunii;ations 
adapter failure line 7, 

Note: If more than one 
comm SRC appears, suspeci 
A-A3P2 (50'V ). 

CSIPL failure. 

C868 

A-A3N2 

A-A3P2 

96 

1 

2597761 

4237136 

2597763 

DDSA card 

ELCA control card 

ELCA control card 

DDSA communicatiorvi 
adapter failure line 8. 

Note: If more than oi.e 
comm SRC appears suspect 
A-A3P2 (50%). 

CSIPL failure. 

C871 

A-A3F2 

A-A3P2 

96 

1 

2597762 

4237136 

2597763 

X.21 card 

ELCA control card 

ELCA control card 

X.21 communications 
adapter failure line 1. 

Note: If more than one 
comm SRC appears suspect 
A-A3P2 (50%). 

CSIPL failure. 

C872 

A-A3G2 

A-A3P2 

96 

1 

2597762 

4237136 

2597763 

X.21 card 

ELCA control card 

ELCA control card 

.X.21 communications 
adapter failure line 2 

Note; If more than one 
con,-in SRC appears, suspect 
A-.A3P2(50%). 

CSiPL failure. 

C873 

A-A3H2 

A-A3P2 

96 

1 

2597762 

4237136 

2597763 

X.21 card 

ELCA control card 

ELCA corrtrol card 

X.21 communications 
adapter failure line 3. 

Note: If more than one 
comm SRC appears, suspect 
A-A3P2 (50%). 

CSIPL failure. 

C874 

A-A3J2 

A-A3P2 

96 

1 

2597762 

4237136 

2597763 

X.21 card 

ELCA control card 

ELCA control card 

X.21 commun,cations 
adapter failure line 4. 

Note: If more than one 
comm SRC appears, suspect 
A-A3P2 (50%). 

CSIPL failure. 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

C875 

A-A3K2 

A-A3P2 

96 

1 

2597762 

4237136 

2597763 

X.21 card 

ELCA control card 

ELCA control card 

X,21 communications 
ad'jpte" failure line 5. 

Note. If more than one 
comm SRC appears, suspect 
A-A3P2 (50%) 

CSIPL failure. 

C876 

yVA3L2 

A-A3P2 

96 

1 

2597762 

4237136 

2597763 

X.21 card 

ELCA control card 

ELCA control card 

X.21 communications 
adapter failure line 6 

Note: If more than one 
comm SRC appears, suspect 
A-A3P2 (50%). 

CSIPL failure. 

C877 

A-A3M2 

A-A3P2 

96 

1 

2597762 

4237136 

2597763 

X.21 card 

ELCA control card 

ELCA control card 

X.21 communications 
adapter failure line 7. 

Note: If more than one 
comm SRC appears, suspect 
A-A3P2(50%). 

CSIPL failure. 

C878 

A-A3N2 

A-A3P2 

96 

1 

2597762 

4237136 

2597763 

X.21 card 

ELCA control card 

ELCA control card 

X.21 communications 
adapter failure line 8. 

Note: If more than one 
comm SRC appears, suspect 
A-A3P2 (50%). 

CSIPL failure. 

C881 

A-A3F2 

A-A3P2 

96 

*! 

2597760 

4237136 

2597763 

V.35 card 

ELCA control card 

ELCA control card 

V.35 communications 
adapter failure line 1. 

Note: If more than one 
comm SRC appears, suspect 
A-A3P2 (50%). 

CSIPL failure. 

C882 

, 

A-A3G2 

A-A3P2 

96 

1 

2597760 

4237136 

2597763 

V.35 card 

ELCA control card 

ELCA control card 

V.35 communications 
adapter failure line 2. 

Note: If more than one 
comm SRC appears, suspect 
A-A3P2 (50%). 

CSIPL failure. 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

C883 

A-A3H2 

A-A3P2 

96 

1 

2597760 

4237136 

2597763 

V.35 card 

ELCA control card 

ELCA control card 

v.35 communicationr 
adapter failure line 3. 

Note; If more than one 
comm SRC appear?, suspect 
A-A3P2 (50%). 

CSIPL failure. 

C884 

A-A3J2 

A-A3P2 

96 

1 

2597760 

4237136 

2597763 

V.35 card 

ELCA control card 

ELCA control card 

V.3u communications 
adapter failure iine 4. 

Note: If more than one 
comm SRC appears, suspect 
A-A3P2 (50 ^). 

CSIPL failure. 

C885 

A-A3K2 

A-A3P2 

96 

1 

2597760 

4237136 

2597763 

V.35 card 

ELCA control card 

ELCA control card 

V.35 cor imunications 
adapter 'allure line 5. 

Note: 1' more than one 
comm SRC appears, suspect 

A-A3'"2 (50%). 

CSlFu failure. 

C886 

A-A3L2 

A-A3P2 

96 

1 

2597760 

4237136 

2597763 

V.35 card 

ELCA concrol card 

ELCA control card 

V 35 communications 
adapter failure line 6. 

Note: If more than one 
comm SRC appears, suspect 
A-A3P2 (50%). 

CSIPL failure. 

C887 

A-A3M2 

A-A3P2 

96 

1 

2537760 

4237136 

2597763 

V.35 card 

ELCA control card 

ELCA control card 

V.35 communications 
adapter failure line 7. 

Note: If more than one 
comm SRC appears, suspect 
A-A3P2 (50%). 

CSIPL failure. 

C888 

A-A3N2 

A-A3P2 

96 

1 

2597760 

4237136 

2597763 

V.35 card 

ELCA control card 

ELCA control card 

_ 

V.35 communications 
adapter failure line 8. 

Note: If more than one 
comm SRC appears, suspect 
A-A3P2 (50%), 

CSIPL failure. 
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SRC 

FRU 

% 

P/IM 

FRU DESCRIPTION 

SERVICE COMMENTS 

C8AA 

A-A3P2 

90 

4237136 

ELCA control card 

Bus coupler TUs to Comm 




2597763 

ELCA control card 

controller failed, 


A-A1N2 

2 

8248087 

CSP stor card 32 KW 

Note: CSIPL failure. 




4234097 

CSP stor card 32 kw Ec 

(Ignore any other CBxx 


Channel 

2 



SRC',.) 


cables 






A-A3U4 

2 

4234073 

Terminator card 



A-A 
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SRC FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

C8Ab A-A3P2 

90 

4237136 

ELCA control card 

Controller TUs to comm 



2597763 

ELCA control card 

controller failed. 

A-A3F2 

1 

2597759 

ElA/CCITT/auto call 

(Ignore any other C8xx 

SRCs ) 



2597761 

DDSA card 




2597762 

X.21 card 




2597760 

V.35 card 


A-A3G2 

1 

2597759 

ElA/CCITT/auto call 




2597761 

DDSA card 




2597732 

X.21 card 




2597760 

V.35 card 


A-A3H2 

1 

2597759 

ElA/CCITT/auto call 




2597761 

DDSA card 




2597762 

X.21 card 




2597760 

V.35 card 


A-A3J2 

1 

2597759 

ElA/CCITT/auto call 




2597761 

DDSA card 




2597762 

X.21 card 




2597760 

V.35 card 


A-A3K2 

1 

2597759 

ElA/CCITT/auto call 




2597761 

DDSA card 




2597762 

X.21 card 




2597760 

V.35 card 


A-A3L2 

1 

2597759 

ElA/CCITT/auto call 




2597761 

DDSA card 




2597762 

X.21 card 




2597760 

V.35 card 


A-A3M2 

1 

2597759 

ElA/CCITT/auto call 




2597761 

DDSA card 




2597762 

X.21 card 




2597760 

V.35 card 


A-A3N2 

1 

2597759 

ElA/CCITT/auto call 




2597761 

DDSA card 




2597762 

X.21 card 




2597760 

V.35 card 


A-A3U4 

i 

1 

.j 

4234073 

Terminator card 

_1 


EI4 
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SRC 

FRU 

% 

F/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

C8AC 

A-A3P2 

90 

4237136 

ELCA control card 

Bus coupler TUs to comm 




2597763 

ELCA control card 

controller failed. 


A-A1L2 

2 

4234069 

CSP Channel card 

Note. CSIPL failure 
(Ignore any other C8xx 


Channel 

2 



SRCs.) 


Cables 

A-A3U4 

2 

4234073 

Terminator card 


C911 

A A1C2/ 
A-A2C2 

60 

259770?. 

adapter A card 21 ED 

Adapter reg wrap failed. 


A-AIE2/ 

A~A2E2 

lb 

2462228 

Data stor adapter 1 cd 



A-A1A2/ 

A-A2A2 

4 

xxxxxxx 

Signal cable 


C912 

A-A1C2/ 

ISM 

2597702 

adapter A card 21 ED 

Set interrupt req failed. 


A-A2C2 



Run Drive A MDIs. 


A-A1E2/ 

A-A2E2 

i 

2462228 

Data stor adapter 1 cd 



A-A1A2/ 

A-A2A2 

D 

XXXXXXX 

Signal cable 

... 


C913 

A-A1C2/ 

RSI 

2597702 

adaptci A card 21 ED 

Adapter/Disk interface 


A-A2C2 

HI 


wrap failed. Run MDIs for 


F-A1A2 

m 

1616312 

Digital card 21 ED 

Drive A 


A-A1A2/ 

A-A2A2 

I 

xxxxxxx 

Signal cable 


C914 

Drive A 

95 



Motor Stop/FOR test failed 


A-A1C2/ 

A-A2C2 

5 

2597702 

adapter A card 21 ED 

Run Disk MDIs for Drive 

C915 

F-A1A2 

75 

1616312 

Digital card 21 ED 

Disk interface register 


A-A1C2/ 

A-A2C2 

20 

2597702 

adapter A card 21 ED 

wrap failed. Run MDIs for 

Drive A. 


A-A1A2/ 

A-A2A2 

5 

xxxxxxx 

Signal cable 


C917 





Motor Start test failed. 

Run Disk MDIs for Drive A. 

C918 


■ 

HI 


Recalibrate Head 0 failec. 

Run Disk MDIs for Drive A. 
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SRC FRU 


FRU DESCRIPTION 


SERVICE COMMENTS 


C919 


C91A 


C91b 


C91C 


C91d 


C91E 


C91F 


C920 



2597702 adapter A card 21 ED 


C921 A-A1C2/ 80 2597702 

A-A2C2 

A-A1E2/ 10 2462228 

A-A2E2 

Drive A 10 


C922 


C923 A-A1C2/ 80 2597702 

A-A2C2 
Drive A 20 


C924 A-A1C2/ 60 2597702 

A-A2C2 
Drive A 20 


adapter A card 21 ED 
Data stor adapter 1 cd 


adapter A card 21 ED 


adapter A card 21 ED 


Recalibrate Head 1 failed. 
Run Disk MDIs for Drive A 


Multi-cylinder Seek failed 
Run Disk MDIs for Drive A. 


Multi-cylinder seek failed 
Run Disk MDIs for Drive A. 


Diagnostic Seek i ed. 

Run Disk MDIs for Drive A. 


Servo Surface Analysis 
Heads 0 & 1 failed. 

Run Disk MDIs for Drive A. 


Data time interval timing 
test failed. 

Run Disk MDIs for Drive A. 


Sector/Index timing test 
failed. 

Run Disk MDIs for Drive A. 


Adapter access test failed 
Run Disk MDIs for Drive A. 


Loop VFO test failed. 

Run Disk MDIs for Drive A. 



Read ID all heads failed. 
Run Disk MDIs for Drive A. 


Read ID Head 0 failed. 

Run Disk MDIs for Drive A. 


Read Data Head 0 failed. 
Run Disk MDIs for Drive A. 













































SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

C925 

A-A1C2/ 

80 

2597702 

adapter A card 21 ED 

Read Verify faileu 


A-A2C2 
Drive A 

20 


Run Disk MDIs for Drive A. 


C926 





Write Data all heads 
failed Run Disk MDIs for 

Drive A. 

C927 

A-A1C2/ 

60 

2597702 

adapter A card 21 ED 

Write Data Head 0 failed. 


A-A2C2 
Drive A 

40 


Run Disk MDIs for Drive A. 


C928 

A-A1C2/ 

60 

2597702 

adapter A card 21 ED 

Rear* Diagnostic failed. 


A-A2C2 
Drive A 

40 


Run Disk MDIs for Drive A. 


C929 

A-A1C2/ 

60 

2597702 

adapter A card 21 ED 

Correct ECC failed. 


A-A2C2 
Drive A 

40 


Run Disk MDIs for Drive A. 


C92A 





Servo Surface Analysis 

Heads 2 & 3 failed. 

Run Disk MDIs for Drive A. 

C931 

A-A1D2/ 

m 

2597702 

adapter B card 21 ED 

Adapter reg wrap failed. 


A-A2D2 

II 


Run Disk MDIs for Drive B. 


A-A1E2/ 

A-A2E2 

B 

2462228 

Data stor adapter 1 cd 



A-A1A3/ 
A A2A3 

B 

xxxxxxx 

Signal cable 


C932 

A-A1D2/ 

80 

2597702 

adapter B card 21 ED 

Set interrupt req failed. 

1 

A-A2D2 



Run Disk MDIs for Drive B. 


A-A1E2/ 

A-A2E2 

15 

2462228 

Data stor adapter 1 cd 



A-A1A3/ 

A-A2A3 

4 

1 

xxxxxxx 

Signal cable 


C933 

A-A1D2/ 


2597702 

adapter B card 21 ED 

Adapter/Disk interface 


A-A2D2 



wrap failed. 


G-A1A2 

45 

1616312 

Digital card 21 ED 

Run Disk MDIs for Drive B. 


A-A1A3/ 

A-A2A3 

4 

xxxxxxx 

Signal cable 
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SRC 

FRU 

% 

P/N 

r' 1 

FRU DESCRIPTION 

SERVICE COMMENTS 

C934 

Drive S 

A-A1D2/ 

A-A2D2 

95 

S 

2597702 

adapter B card 21 ED 

Motor Stop/POR test failed 

Run Disk MDIs for Drive B. 

C935 

G-A1A2 

A-A1D2/ 

A-A2D2 

A-A1A3/ 

A-A2A3 

75 

20 

5 

1616312 

2597702 

xxxxxxx 

Digital card 21 ED 
adapter B caid 21 ED 

Signal cable 

- — 

Disk interface register 
wrap failed. 

Run Disk MDIs for Drive B. 



C937 


C938 


C939 


C93A 


C93b 


C93C 


C93d 


C93E 


C93F 


C940 A-A1D2/ 60 2597702 

A-A2D2 
Drive B 40 


adapter B card 21 ED 


Motor Start test failed. 

Run Dif k MDIs for Drive B. 


Recalibrate Head 0 failed. 
Run Disk MDIs for Drive B. 


Recalibrate Head 1 failed. 
Run Disk MDIs for Drive B. 


Multitrack Seek 1 failed. 
Run Disk MDIs for Drive B. 


Multitrack Seek 2 failed. 
Run Disk MDIs for Drive B. 


Diagnostic Seek failed. 

Run Disk MDI for Drive B 


Servo Surface Analysis 
Heads 0 & 1 failed. 

Run Disk MDIs for Drive B. 


Data time interval timing 
test failed. 

Run Disk MDIs for Drive B. 


Sector/Index timing test 
failed. 

Run Disk MDIs for Drive B. 


Adapter access test failed 
Run Disk MDIs for Drive B. 


CONTINUED ON 
FRAME A01 
CARD 05 


EI6 
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P/N 

2597702 


SRC 

FRU 

% 

P/N 

C941 

AA1D2/ 

A-A2D2 

80 

2597702 


AA1E2/ 

A-A2E2 

10 

2462228 


Drive B 

10 


C942 


■ 


C943 

A-A1D2/ 

A-A2D2 

80 

2597702 


Drive B 

20 


C944 


60 

2597702 


Drive B 

40 

_ 


C945 

A-ASD2/ 

A-A2D2 


2597702 


Drive B 



C946 


1 


C947 

A-A1D2/ 

A-A2D2 

60 

2597702 


Drive B 

40 


C948 

A-A1D2/ 

A-A2D2 

60 

2597702 


Drive B 

40 


C949 

A-A1D2/ 

A-A2D2 

60 

2597702 


Drive B 

40 



FRU DESCRIPTION SERVICE COMMENTS 

adapter B card 21 ED Loop VFO test failed. 

Run Disk MDIs for Drive B. 


Data stor adapter 1 cd 


adapter B card 21 ED 


Read ID all heads failed. 
Run Disk MDIs for Drive B. 


Read ID Head 0 failed. 

Run Disk MDIs for Drive B. 


adapter B card 21 ED 


Read Data Head 0 failed. 
Run Disk MDIs for Drive B. 


adapter B card 21 ED 


Read Verify failed. 

Run Disk MDIs for Drive B. 


adapter B card 21 ED 


adapter B card 21 ED 


Write Data all heads 
failed. 

Run Disk MDIs for Drive B. 


Write Data Head 0 failed. 
Run Disk MDIs for Drive B. 


Read Diagnostic failed. 

Run Disk MDIs for Drive B. 


adapter B card 21 ED 


Correct ECC failed. 

Run Disk MDIs for Drive B. 


Servo Surface Analysis 
Heads 2 & 3 failed. 

Run Disk MDIs for Drive B. 


Run MDIs against Drive A. 
Run MDIs against Drive A. 


AOI 

























































SRC FRU 


CA14 


% P/N 


FRU DESCRIPTION 


CA16 


CA17 


CA18 



SERVICE COMMENTS 


Run MDIs against Drive A. 


Run MDIs against Drive A. 


Run MDIs against Drive A. 


Disk configuration may be 
incorrect, checi; 10SR 
model numbers. 

Run MDIs against Drive A. 


Run MDIs against Drive A. 


Run MDIs against Drive A. 


Disk configuration may be 
incorrect, check 10SR 
model numbers. 

Run MDIs agains*: Drive A. 


Run MDIs against Drive A. 


Run MDIs against Drive A. 


Run MDIs against Drive B. 


Run MDIs against Drive B. 


Run MDIs against Drive B. 


Run MDIs against Drive B. 


Run MDIs against Drive B. 


Disk configuration may be 
incorrect, check 10SR 
model numbers. 

Run MDIs oqainst Drive B. 


Run MDIs against Drive B. 


Run MDIs against Drive B. 


Disk configuration may be 
incorrect, check 10SR 
model numbers. 

Run MDIs against Drive B. 
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SERVICE COMMENTS 

Run MDIs against Drive B. 

Run MDIs against Drive B. 

Run MDIs against Drive C. 

Run MDIs against Drive C. 

Run MDIs against Drive C. 

Run MDIs against Drive C. 

Run MDIs against Drive C. 

Disk configuration may be 
incorrect, check 10SR 
model numbers. 

Run MDIs against Drive C. 


Run MDIs against Drive C. 

Run MDIs against Drive C. 

Disk configuration may be 
incorrect, check 10SR 
model numbers. 

Run MDIs against Drive C. 


Run MDIs against Drive C. 

Run MDIs against Drive C. 

Run MDIs against Drive D. 

Run MDIs against Drive D. 

Run MDIs against Drive D. 

Run MDIs against Drive D. 

Run MDIs against Drive D. 

Disk configuration may be 
incorrect, check 10SR 
model numbers. 

Run MDIs against Drive D. 


Run MDIs against Drive D. 
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SRC FRU 


CA4C 


% P/N 


FRU DESCRIPTION 


CA4D 


CA4E 


CA4F 


Cb20 


Cb21 



Cb22 


Cb23 


Cb24 


Cb25 


Cb26 


AA2L2 

A-A2K2 


A-A2L2 

A-A2K2 

A-A2U5 

8809-C2 


A-A2L2 

A-A2K2 


A-A2L2 

A-A2K2 


A-A2L2 

A~A2K2 


AA2L2 

A-A2K2 


A-A2L2 

A-A2K2 


60 2597725 

40 2462228 


50 2597725 

30 2462228 

10 8636630 
10 4733758 


80 2597725 

20 2462228 


80 2597725 

20 2462228 


80 2597725 

20 2462228 


80 2597725 

20 2462228 


80 2597725 

20 2462228 


Tape adapter card 
Data Stor Adapter 2 cd 


Tape adapter card 
Data Stor Adapter 2 cd 
Cable 

8809 logic card 


Tape adapter card 
Data Stor Adapter 2 cd 


Tape adapter card 
Data Stor Adapter 2 cd 


Tape adapter card 
Data Stor Adapter 2 cd 


Tape adapter card 
Data Stor Adapter 2 cd 


Tape adapter card 
Data Stor Adapter 2 cd 


Cb27 A-A2L2 99 2597725 Tape adapter card 


Cb28 A-A2L2 99 2597725 Tape adapter card 


Cb29 A-A2L2 
A-A2K2 


80 2597725 

20 2462228 


Cb2A A-A2L2 99 2597725 


Cb2b A-A2L2 99 2597725 


Cb2C A-A2L2 99 2597725 


Tape adapter card 
Data Stor Adapter 2 cd 


Tape adapter card 


Tape adapter card 


Tape adapter card 


SERVICE COMMENTS 


Run MDIs against Drive D. 


Disk configuration may be 
incorrect, check 10SR 
model numbers. 

Run MDIs against Drive D. 


Run MDIs against Drive D. 


Run MDIs against Drive D. 


Check tape attach ID. 


Check all latches after 
reset. 


Check status register. 


Check control out 
register. 


Check tag bus out 
register. 


Check cmd/cnti in 
register. 


Check data out/in 
register. 


Check data out/in 
register. 


Degate tape parity check. 


Check recycle latch. 


Seq read chk/xfer inactive 


Seq read chk/xfer active. 


Seq read err/xfer active. 


A04 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

Cb2d 

A-A2L2 

99 

2597725 

Tape adapter card 

Seq write chk/xfer 
inactive. 

Cb2E 

A-A2L2 

99 

2597725 

Tape adapter card 

Seq write chk/xfer active. 

Cb2F 

A-A2L2 

99 

2597725 

Tape adapter card 

Seq write err/xfer active. 

Cb31 

A-A2L2 

80 

2597725 

Tape adapter card 

Seq alert intr check. 


A-A2K2 

10 

2462228 

Data Stor Adapter 2 cd 



A-A2J2 

5 

4237136 

Data stor Ctrl card 





2597763 

Data stor Ctrl card 





2597727 

DS Pans-Thru card 


Cb32 

A-A2L2 

99 

2597725 

Tape adapter card 

Check end intr check. 

Cb33 

A-A2L2 

99 

2597725 

Tape adapter ccrd 

Normal end intr check. 

Cb34 

A-A2L2 

99 

2597725 

Tape adapter card 

Buffer xfer rdy check. 

Cb35 

A-A2L2 

99 

2597725 

Tape adapter card 

Data in parity intr check. 

Cb36 

A-A2L2 

99 

2597725 

Tape adapter card 

Data out parity intr check 

Cb81 

A-A2K2 

90 

2462228 

Data Stor Adapter 2 cd 

Test buffer reset command. 


A-A2J2 

7 

4237136 

Data stor Ctrl card 





2597763 

Data stor Ctrl card 





2597727 

DS Pass-Thru card 



A-A2L2 

1 

2597725 

Tape adapter card 



A-A2E2 

1 

2462228 

Data stor adapter 1 cd 


Cb82 

A-A2K2 

90 

2462228 

Data Stor Adapter 2 cd 

Test DLC address load. 


A-A2J2 

■1 

4237136 

Data stor Ctrl card 





2597763 

Data stor Ctrl card 



A-A2L2 

1 

2597725 

Tape adapter card 



A-A2E2 

1 

2462228 

Data stor adapter 1 cd 


Cb83 

A-A2K2 

90 

2462228 

Data Stor Adapter 2 cd 

Buffer latch test. 


A-A2J2 

7 

4237136 

Data stor Ctrl card 





2597763 

Data stor Ctrl card 



A-A2L2 

1 

2597725 

Tape adapter card 



A-A2E2 

1 

2462228 

Data stor adapter 1 cd 
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SRC FRU % P/N FRU DESCRIPTION SERVICE COMMENTS 

Cb84 A-A2K2 80 2462228 Data Stor Adapter 2 cd Enable DLC interrupt. 

A-A2J2 10 4237136 Data stor Ctrl card 

2597763 Data stor Ctrl card 

A-A2L2 5 2597725 Tape adapter card 

A-A2E2 1 2462228 Data stor adapter 1 cd 

8809-C2 1 4733758 8809 logic card 

Cb85 A-A2K2 80 2462228 Data Stor Adapter 2 cd Disab e DLC interrupt. 

A-A2J2 10 4237136 Data stc Ctrl card 

2597763 Data stor Ctrl card 

A-A2L2 5 2597725 Tape adapter card 

A-A2E2 1 2462228 Data stor adapter 1 cd 

Cb86 A-A2K2 90 2462228 Data Stor Adapter 2 cd Enable/disable timer test. 

A-A2J2 7 4237136 Data stor Ctrl card 

2597763 Data stor Ctrl card 

A-A2L2 1 2597725 Tape adapter card 

A-A2E2 1 2462228 Data stor adapter 1 cd 

Cb87 A'A2K2 80 2462228 Data Stor Adapter 2 cd Buffer m addressing test 

A-A2J2 10 4237136 Data stor Ctrl card 

2597763 Data stor Ctrl card 

A-A2L? 5 2597725 Tape adapter card 

A-A2E2 1 2462228 Data stor adapter 1 cd 

Cb88 A-A2K2 80 2462228 Data Stor Adapter 2 cd Buffer #2 addressing test. 

A-A2J2 10 4237136 Data stor Ctrl card 

2597763 Data stor Ctrl card 

A-A2L2 5 2597725 Tape adapter card 

A-A2E2 1 2462228 Data stor adapter 1 cd 

CbCS A'A2K2 75 2462228 Data Stor Adapter 2 cd Wrap buffer 1 to buffer 2. 

A-A2J2 10 4237136 Data stor Ctrl card 

2597763 Data stor Ctrl card 

A-A2L2 10 2597725 Tape adapter card 

A-A2E2 1 2462228 Data stor adapter 1 cd 

Cb8A A-A2K2 75 2462228 Data Stor Adapter 2 cd Wrap buffer 1 to buffer 2 

A-A2J2 10 4237136 Data stor Ctrl card 

2597763 Data stor Ctrl card 

A-A2L2 10 2597725 Tape adapter card 

A-A2E2 1 2462228 Data stor adapter 1 cd 


1 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

Cb8b 

A-A2K2 

75 

2462228 

Data Stor Adapter 2 cd 

Buffer 1 scan test. 


A-A2J2 

10 

4237136 

Data stor Ctrl card 





2597763 

Data stor Ctrl card 



A-A2L2 

10 

2597725 

Tape adapter card 



A-A2E2 

1 

2462228 

Data stor adapter 1 cd 


o 

O’ 

00 

O 

A-A2K2 

75 

2462228 

Data Stor Adapter 2 cd 

Buffer 2 scan test. 


A-A2J2 

10 

4237136 

Data stor Ctrl card 





2597763 

Data stor Ctrl card 



A-A2L2 

10 

2597725 

Tape adapter card 



AA2E2 

1 

2462228 

Data stor adapter 1 cd 


Cb8d 

A-A2J2 

80 

4237136 

Data stor Ctrl card 

Base cycle steal test. 




2597763 

Data stor Ctrl card 



A-A2K2 

15 

2462228 

Data Stor Adapter 2 cd 



A-A2E2 

2 

2462228 

Data stor adapter 1 cd 



A-A2L2 

1 

2597725 

Tape adapter card 


Cb8F 

A-A2K2 

75 

2462228 

Data Stor Adapter 2 cd 

Extended wrap. 


A-A2J2 

10 

4237136 

Data stor Ctrl card 





2597763 

Data stor Ctrl card 



A-A2L2 

10 

2597725 

Tape adapter card 



A-A2E2 

1 

2462228 

Data stor adapter 1 cd 


CC2A 

A-A1J2 

90 

4177027 

WS adapter card 

The A1J2 card failed the 


A-A1H2 

6 

4177036 

4237136 

2597763 

WSC Base card 16 KW 
WSC card 64 KW 

WSC card 64 KW 

interrupt structure 
test. Replace FRUs first. 

If FRUs fail to fix, go to 

MAP 0101, Entry Point B. 


A-/\1N2 

1 

2597716 

CSP Stage 2 


CC35 

A-A1J2 

60 

4177027 

WS adapter card 

The A1J2 card failed the 


A-A1H2 

37 

4177036 

4177038 

4237136 

WSC Base card 16 KW 
WSC card 48 KW 

WSC card 64 KW 

controller set up test. 

A1H2 carJ can cause this 
also. Replace FRUs first. 

If FRUs fail to fix, go to 




2597763 

WSC card 64 KW 

MAP 0101, Entry Point B. 
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SRC FRU 


CC36 A A1J2 
A-A1H2 


% P/N 


FRU DESCRIPTION 


CC37 A-A1J2 
A-A1H2 


GC38 A-A1J2 
A-A1H2 


CC39 A-A1J2 
A-A1H2 


CC3A A-A1J2 
A-A1H2 


A-A1L2 


CC3b A-A1J2 
A-A1H2 


I 





4177027 

4177036 

4177038 

4237136 

2597763 


4177027 

4177036 

4177038 

4237136 

2597763 


4177027 

4177036 

4177038 

4237136 

2597763 


90 4177027 

6 4177036 

4177038 
4237136 
2597763 
1 4234069 


50 4177027 

47 4177036 

4177038 
4237136 
2597763 



WS adapter card 
WSC Base card 16 KW 
WSC card 48 KW 
WSC card 64 KW 
WSC card 64 KW 


WS adapter card 
WSC Base card 16 KW 
WSC card 48 KW 
WSC card 64 KW 
WSC card 64 KW 


WS adapter card 
WSC Base card 16 KW 
WSC card 48 KW 
WSC card 64 KW 
WSC card 64 KW 

WS adapter card 
WSC Base card 16 KW 
WSC card 48 KW 
WSC card 64 KW 
WSC card 64 KW 
CSP Channel card 


WS adapter card 
WSC Base card 16 KW 
WSC card 48 KW 
WSC card 64 KW 
WSC card 64 KW 


SERVICE COMMENTS 


The A1J2 card failed the 
adapter wrap test. The 
A1H2 card can cause this 
also. Replace FRUs first. 
If FRUs fail to fix, go to 
MAP 0101, Entry Point B. 


The A1J2 card failed the 
adapter reset test. 
Replace FRUs first. 

If FRUs fail to fix, go to 
MAP 0101, Entry Point B. 


The A1J2 card failed the 
set/reset latch test. 
Replace FRUs first. 

If FRUs fail to fix, go to 
MAP 0101, Entry Point B. 


The A1J2 card failed the 
diagnostic serdes test. 
Replace FRUs first. 

If FRUs fail to fix, go to 
MAP 0101, Entry Point B. 


The A1J2 card faiied the 
interrupt structure 
test. Replace FRUs first. 

If FRUs fail to fix, go to 
MAP 0101, Entry Point B. 


TheA1J2orA1H2card 
failed the cycle steal 
(SICB) test. Replace FRUs 
first. 

If FRUs fail to fix, go to 
MAP 0101, Entry Point B. 
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SRC 

FRU 

% 

P/N 

FRU descript:on 

SERVICE COMMENTS 

CC3C 

A-A1J2 

A A1H2 

1 

4177027 

4177036 

4177038 

4237136 

2597763 

WS adapter card 

WSC Base card 16 KW 
WSC card 48 KW 

WSC card 64 KW 

WSC card 64 KW 

The A1J2 card failed the 
cycle steal byte counter 
test. Replace FRUs first. 

If FRUs fail to fix. go to 

MAP 0101, Entry Point B. 

CC3d 

A-A1J2 

A-A1H2 

1 

4177027 

4177036 

4177038 

4237136 

2597763 

WS adapter card 

WSC Base card 1i3 KW 
WSC card 48 KW 

WSC card 64 KW 

WSC card 64 KW 

The A1J2 card failed the 
hardware interrupt test. 

Replace FRUs first. 

If FRUs fail to fix, go to 

MAP 0101, Entry Point B. 

CC3E 

A-A1J2 

A-A1H2 

90 

2 

4177027 

4177036 

4177038 

4237136 

2597763 

WS adapter card 

WSC Base card 16 KW 
WSC card 48 KW 

WSC card 64 KW 

WSC card 64 KW 

The A1J2 card failed the 
receive mode test. 

Replace FRUs first. 

If FRUs fail to fix. go to 

MAP 0101, Entry Point B. 

CC3F 

AA1J2 
A-A1V4 
WS cbl 
Display 
A-A1H2 

48 

17 

20 

10 

2 

4177027 

8636624 

4177036 

4177038 

4237136 

2597763 

WS adapter card 

WS cable assembly 

WSC Base card 16 KW 
WSC card 48 KW 

WSC card 64 KW 

WSC card 64 KW 

Port 0 problem. 

The A1J2 failed the 
driver and receiver test. 

Replace FRUs first. 

If FURs fail to fix, go to 

MAP 0101, Entry Point B. 
Twinax/IBM cabling system 

CC40 

A-A1J2 

M-A1H2 

90 

7 

4177027 

4177036 

4177038 

4237136 

2597763 

WS adapter card 

WSC Base card 16 KW 
WSC card 48 KW 

WSC card 64 KW 

WSC card 64 KW 

The A1J2 card failed the 
poll system console test. 

Replace FRUs first. 

If FRUs fail to fix, go to 

MAP 0101, Entry Point B. 

CC41 

A-A1J2 
Display 
WS cbl 
A-A1H2 

A-A1V4 

60 

25 

8 

2 

2 

i 

4177027 

4177036 

4177038 

4237136 

2597763 

8636624 

WS adapter card 

WSC Base card 16 KW 
WSC card 48 KW 

WSC card 64 KW 

WSC card 64 KW 

WS cable assembly 

The A1J2 card failed the 
adapter checks test. The 
work station display can 
cause this. Replace FRUs 
first. If FRUs fail to fix 
the problem, go to MAP 

0101, Entry Point B. 

Twinax/IBM cabling system 

J_ 


366 

A09 





































SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

CC42 

A-A1J2 

80 

4177027 

WS adapter card 

The A1J2 card failed the 


A-A1H2 

12 

4177036 

WSC Base card 16 KW 

cycle steal register 




4177038 

WSC card 48 KW 

select test. The A1H2 
card can cause this. 




4237136 

WSC card 64 KW 

Replace FRUs first 




2597763 

WSC card 64 KW 

If FRUs fail to fix, go to 






MAP 0101, Entry Point B, 

CC43 

AAig2 

85 

4177027 

WS adapter card 

The A1J2 card failed the 


A-A1H2 

12 

4177036 

WSC Base card 16 KW 

controller interrupt 




4177038 

WSC card 48 KW 

test. The Al HZ card can 
also cause this. 




4237136 

WSC card 64 KW 

Replace FRUs first. 




2597763 

WSC card 64 KW 

If FRUs fail to fix, go tn 






MAP 0101, Entry Point B. 

CC44 

A-A1J2 

50 

4177027 

WS adapter card 

The A1J2 card failed the 


Display' 

35 



controller poll system 






console test. The work 


WS cbl 

8 



station display can also 


A-A1H2 

2 

4177036 

WSC Base card 16 KW 

cause this. Replace FRUs 




4177038 

WSC card 48 KW 

first. If FRUs fail to fix 




4237136 

WSC card 64 KW 

the problem, go to MAP 




2597763 

WSC card 64 KW 

0101, Entry Point B. 


A-A1V4 

2 

8636624 

WS cable assembly 

Twinax/IBM cabling system 

CC46 

A-A1J2 

50 

4177027 

WS adapter card 

The Al H2 card failed the 


A-A1H2 

47 

4177036 

WSC Base card 16 KW 

controller set up test. 




4177038 

WSC card 48 KW 

A1J2 card can cause this 
also. Replace FRUs first. 




4237136 

WSC card 64 KW 

If FRUs fail to fix, go to 




2597763 

WSC card 64 KW 

MAP 0101, Entry Point B. 

CC47 

A-A1H2 

97 

4177036 

WSC Base card 16 KW 

The 1st work station 




4177038 

WSC card 48 KW 

controller storage size 




4237136 

WSC card 64 KW 

does not match the 
configuration. 




2597763 

WSC card 64 KW 


CC48 

A-A1H2 

99 

4177036 

WSC Base card 16 KW 

Install a 64K controller 




4177038 

WSC card 48 KW 

card in 1 st controller. 




4237136 

WSC card 64 KW 





2597763 

WSC card 64 KW 







































SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

CC49 

A-A3S2 

97 

4177036 

Controller card 16 KW 

Program error. 




4177037 

Controller card 32 KW 

The 2nd work station 




4237136 

Ctrir cd 64KW stage 2 

controller storage size 
does not match the 




2597763 

Ctrir cd 64KW stage 2 

configuration. 

CC4F 

A-A1J2 

48 

4177027 

WS adapter card 

Port 1 problem. 


A-A1V4 

17 

8636624 

WS cable assembly 

The A1J2 card failed the 


WS cbl 

20 



driver i.nd receiver test. 

Replace FRUs first. 


Display 

10 



If FRUs fail to fix, go to 


A-A1H2 

2 

4177036 

WSC Base card 16 KW 

MAP 0101, Entry Point B. 




4177038 

WSC card 48 KW 

Twinax/IBM cabling system 




4237136 

WSC card 64 KW 





2597763 

WSC card 64 KW 


CC5F 

A-A1J2 

48 

4177027 

WS adapter card 

Port 2 problem. 


A-A1V4 

17 

8636624 

WS cable assembly 

The A1J2 card failed the 


WS cbl 

20 



urlvOr anQ lOColVBi 1651. 

Replace FRUs f-'-st. 


Display 

10 



If FRUs fail to fix, go to 


A-A1H2 

2 

4177036 

WSC Base card 16 KW 

MAP 0101, Entry Point B. 




4177038 

WSC card 48 KW 

Twinax/IBM cabling system 




4237136 

WSC card 6 KW 





2597763 

WSC card 64 KW 


CC6F 

A-A1J2 

48 

4177027 

WS adapter card 

Port 3 problem. 


A-A1V4 

17 

8636624 

WS cable assembly 

The A1J2 card failed the 


WS cbl 

20 



urivui anci r6C6iV6r i6Si. 

Replace FRUs first. 


Display 

10 



If FRUs fail to fix, go to 


A-A1H2 

2 

4177036 

WSC Base card 16 KW 

MAP 0101, Entry Point B 




4177038 

WSC card 48 KW 

Twinax/IBM cabling system 




4237136 

WSC card 64 KW 





2597763 

WSC card 64 KW 


CC7F 

A-A1J2 

48 

4177027 

WS adapter card 

Port 4 problem. 


A-A1V4 

17 

8636624 

WS cable assembly 

The A1vJ2 card failed the 


WS cbl 

20 



Replace FRUs first. 


Display 

10 



If FRUs fail to fix, go to 


A-A1H2 

2 

4177036 

WSC Base card 16 KW 

MAP 0101, Entry Point B. 




4177038 

WSC card 48 KW 

Twinax/IBM cabling system 




4237T36 

WSC card 64 KW 





2597763 

WSC card 64 KW 
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All 




% 


FRU DESCRIPTION 


SERVICE COMMENTS 


SRC 


FRU 


P/N 


CC8F 


A-A1J2 
A-A1V4 
WS cbl 
Display 
A-A1H2 


48 

17 

20 

10 

2 


4177027 

8636624 


WS adapter card 
WS cable assembly 


4177036 

4177038 

4237136 

2597763 


WSC Base card 16 KW 
WSC card 48 KW 
WSC card 64 KW 
WSC card 64 KW 


CC91 


CC94 


A-A1J2 
Display 
WS cbl 
A-A1H2 


60 

25 

8 

2 


4177027 


WS adapter card 


A-A1V4 


4177036 

4177038 

4237136 

2597763 

8636624 


WSC Base card 16 KW 
WSC card 48 KW 
WSC card 64 KW 
WSC card 64 KW 
WS cable assembly 


AA1J2 
Display 
WS cbl 
A-A1H2 


50 

35 

8 

2 


4177027 


WS adapter card 


A-A1V4 


4177036 

4177038 

4237136 

2597763 

8636624 


WSC Base card 16 KW 
WSC card 48 KW 
WSC card 64 KW 
WSC card 64 KW 
WS cable assembly 


CCAA 


A-A3T2 

A-A3S2 


90 

6 


4177027 

4237136 

2597763 


WS Adapter card 
Ctrir cd 64KW 
Ctrir cd 64KW 


A-A1N2 


2597716 


CSP Stage 2 


CCA5 


A-A3T2 

A-A3S2 


60 

37 


4177027 

4237136 

2597763 


WS Adapter card 
Ctrir cd 64KW 
Ctrir cd 64KW 


Port 5 problem. 

The A1J2 card failed the 
driver and receiver test. 
Replace FRUs first. 

If FRUs fail to fix, go to 
MAP 0101, Entry Point B. 
Twinax/IBM cabling system 


The A1J2 card failed the 
adapter checks test. The 
work station display can 
cause this. Replace the 
FRUs first. If FRUs fail 
to fix tne problem, go to 
MAP 0101, Entry Point B. 
Twinax/IBM cabling system 


The A1J2 card failed the 
controller poll system 
test. The work station 
display can also cause 
this. Replace the FRUs 
first. If FRUs fail to 
fix the problem, go to 
MAP 0101, Entry Point B. 
Twinax/IBM cabling system 


The A3T2 card failed the 
interrupt structure 
test. Replace FRUs first. 
If FRUs fail to fix, go to 
MAP 0101, Entry Point B 


The A3T2 card failed the 
controller set up test. 
A3S2 card can cause this 
also. Replace FRUs first. 
If FRUs fail to fix, gc to 
MAP 0101, Entry Point B. 


AI2 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

CCA6 

A-A3T2 

AA3S2 


4177027 

4237136 

2597763 

WS Adapter card 

Ctrir cd 64KW 

Ctrir cd 64KW 

The A3T2 card failed the 
adapter wrap test. The 

A3S2 card can cause this 
also. Replace FRUs first. 

If FRUs fail to fix, go to 

MAP 0101, Entry Point B. 

CCA7 

A-A3T2 

A-A3S2 

95 

2 

4177027 

4237136 

2597763 

WS Adapter card 

Ctrir cd 64KW 

Ctrir cd 64KW 

The A3T2 card failed the 
adapter reset test. 

Replace FRUs first. 

If FRUs fail to fix, go to 

MAP 0101, Entry Point B. 

CCA8 

A-A3T2 

A-A3S2 

1 

4177027 

4237136 

2597763 

WS Adapter card 

Ctrir cd 64KW 

Ctrir cd 64KW 

The A3T2 card failed the 
set/reset latch test. 

Replace FRUs first. 

If FRUs fail to fix, go to 

MAP 0101, Entry Point B. 

CCA9 

A-A3T2 

AA3S2 

1 

4177027 

4237136 

2597763 

WS Adapter card 

Ctrir cd 64KW 

Ctrir cd 64KW 

The A3T2 card failed the 
diagnostic serdes test. 

Replace FRUs first. 

If FRUs fail to fix, go to 

MAP 0101, Entry Point B. 

CCAb 

A-A3T2 

AA3S2 

50 

47 

4177027 

4237136 

2597763 

WS Adapter card 

Ctrir cd 64KW 

Ctrir cd 64KW 

The A3T2 or A3S2 card 
failed the cycle steal 
(SICB) test. 

Replace FRUs first. 

If FRUs fail to fix, go to 

MAP 0101, Entry Point B. 


A-A3T2 

A-A3S2 

1 

4177027 

4237136 

2o97763 

WS Adapter card 

Ctrir cd 64KW 

C*r|r cd 64KW 

The A3T2 card failed the 
cycle steal byte counter 
test. Replace FRUs first. 

If FRUs fail to fix, go to 

MAP 0101, Entry Point B. 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

CCAd 

A-A3T2 

AA3S2 

1 

4177027 

4237136 

2597763 

WS Adapter card 

Ctrir cd 64KW 

Ctrir cd 64KW 

The A3T2 card failed the 
hardware interrupt test. 

Replace FRUs first. 

If FRUs fail to fix, go to 

MAP 0101, Entry Point B. 

CCAE 

A-A3T2 

AA3S2 

90 

2 

4177027 

4237136 

2597763 

WS Adapter card 

Ctrir cd 64KW 

Ctrir cd 64;(W 

The A3T2 card failed the 
receive mode test. 

Replace FRUs first. 

If FRUs fail to fix, go to 

MAP 0101, Entry Point B. 

CCAF 

A-A3T2 
WS cbl 
A-A3V4 
Display 
A-A3S2 

48 

20 

17 

10 

2 

4177027 

2597431 

4237136 

2597763 

WS Adapter card 

WS cable asm 

Ctrir cd 64KW 

Ctrir cd 64KW 

Port 6 problem. 

The A3T2 card failed the 
driver and receiver test. 

Replace FRUs first. 

If FRUs ^ail to fix, go to 

MAP 0101, Entry Point B. 
Twinax/IBM cabling system 

CCbO 

A-A3T2 

A-A3S2 


4177027 

4237136 

2597763 

WS Adapter card 

Ctrir cd 64KW 

Ctrir cd 64KW 

The A3T2 card failed the 
poll system console test. 

Replace FRUs first. 

If FRUs fail to fix, go to 

MAP 0101, Entry Point B. 

Note; There must be a 
display station on port 6 
address 0 (and powered on) 
or the 2nd controller MDIs 
will fall here. 

CCbl 

A-A3T2 
Display 
WS cbl 
A-A3S2 

A-A3V4 

60 

25 

8 

2 

2 

4177027 

4237136 

2597763 

2597431 

WS Adapter card 

Ctrir cd 64KW 

Ctrir cd 64KW 

WS cable asm 

The A3T2 card failed the 
adapter checks test. The 
work station display can 
cause this. Replace FRUs 
first. If FRUs fail to fix 
the problem, go to MAP 

0101, Entry Point B. 

Twinax/IBM cabling system 


371 

AI4 
































SRC 

FRU 

% 

[ 

P/N 

CCb2 

A-A3T2 

AA3S2 

80 

12 

4177027 

4237136 

2597763 

CCb3 

A-A3T2 

A-A3S2 

85 

12 

4177027 

4237136 

2597763 

CCb4 

A-A3T2 
Display 
WS cbl 
A-A3S2 

A-A3V4 

50 

35 

8 

2 

2 

4177027 

4237136 

2597763 

2597431 

CCb6 

A-A3T2 

A-A3S2 

50 

47 

4177027 

4237136 

2597763 

CCb7 

AA3S2 

99 

4177036 

4177037 

4237136 

2597763 

CCb8 




CCb9 

A-A3S2 

99 

4237136 

2597763 


FRU DESCRIPTION 

WS Adapter card 
Ctrir cd 64KW 
Ctrir cd 64KW 


WS Adapter card 
Ctrir cd 64KW 
Ctrir cd 64KW 


WS Adapter card 


Ctrir cd 64KW 
Ctrir cd 64KW 
WS cable asm 


WS Adapter card 
Ctrir cd 64KW 
Ctrir cd 64KW 


Controller card 16 KW 
Controller card 32 KW 
Ctrir cd 64KW stage 2 
Ctrir cd 64KW stage 2 


SERVICE COMMENTS 

The A3T2 card failed the 
cycle steal register 
select test. The A3S2 
card can cause this. 

Replace FRUs first. 

If FRUs fail to fix, go to 
MAP 0101, Entry Point B. 


The A3T2 card failed the 
controller interrupt 
test. The A3S2 card can 
also cause this. 

Replace FRUs first. 

If FRUs fail to fix, go to 
MAP 0101, Entry Point B. 


The A3T2 card failed the 
controller poll system 
console test. The work 
station display can also 
cause this. Replace FRUs 
first. If FRUs fail to fix 
the problem, go to MAP 
0101, Entry Point B. 
Twinax/IBM cabling system 


The A3S2 card failed the 
controller set up test. 
A3T2 card can cause this 
also. Replace FRUs first. 
If FRUs fail to fix, po to 
MAP 0101, Entry t oint B. 

Install a 64K controller 
card in 2nd controller. 


Program error. 

Ctrir cd 64KW I..stall A 64K controller 

Ctrir cd 64KW controller 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

CCbF 

A-A3T2 

Ea 

4177027 

WS Adapter card 

Port 7 problem. 


WS cbi 

tSm 



The AJT2 card failed the 


A-A3V4 

a 

2597431 

WS cable asm 

driver and receiver test. 

Replace FRUs first. 


Display 

10 



If FRUs fail to fix, go to 


A-A3S2 

2 

4237136 

Ctrir cd 64KW 

MAP 0101, Entry Point B. 




2597763 

CtrIr cd 64KW 

Twinax/IBM cabling system 

CCCF 

A-A3T2 

48 

4177027 

WS Adapter card 

Port 8 problem. 


WS cbl 

20 



The A3T2 card failed the 


A-A3V4 

17 

2597431 

WS cable asm 

driver and receiver test. 

Replace FRUs first. 


Display 

10 



If FRUs fail to fix, go to 


A-A3S2 

2 

4237136 

Ctrir cd 64KW 

MAP 0101, Entry Point B. 




2597763 

Ctrir cd 64KW 

Twinax/IBM cabling system 

CCdF 

A A3T2 

48 

4177027 

WS Adapter card 

Port 9 problem. 


WS cbl 

20 



The A3T2 card failed the 


A-A3V4 

17 

2597431 

WS cable asm 

driver and receiver test. 

Replace FRUs first. 


Display 

10 



If FRUs fail to fix, go to 


AA3S2 

2 

4237136 

Ctrir cd 64KW 

MAP 0101, Entry Point B. 




2597763 

Ctrir cd 64KW 

Twinax/IBM cabling system 

CCEF 

A-A3T2 

48 

4177027 

WS Adapter card 

Port 10 problem. 


WS cbl 

20 



The A3T2 card failed the 


A-A3V4 

17 

2597431 

WS cable asm 

driver and receiver test. 

Replace FRUs first. 


Display 

10 



If FRUs fail to fix, go to 


AA3S2 

2 

4237136 

Ctrir cd 64KW 

MAP 0101, Entry Point B. 




2597763 

Ctrir cd 64KW 

Twinax/IBM cabling system 

CCFF 

A-A3T2 


4177027 

WS Adapter card 

Port 11 problem. 


WS cbl 




The A3T2 card failed the 


A-A3V4 


2597431 

WS cable asm 

driver and receiver test. 

Replace FRUs first. 


Display 

10 



If FRUs fail to fix, go to 


A-A3S2 


4237136 

Ctrir cd 64KW 

MAP 0101, Entry Point B. 



1 

2597763 

Ctrir cd 64KW 

Twinax/IBM cabling system 
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SERVICE COMMENTS 


SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

Cd01 

A-A1E2/ 

A-A2E2 

55 

2462228 

Data 'itor adapter 1 cd 


A-A1F2/ 

A-A2F2 

40 

4247739 

4247740 

Diskette adapter card 
Diskette adapter card 


A-A1G4/ 

A'A2G4 

5 

2462692 

8562S49 

Diskette VFO card 72M 
Diskette VFO card 51TD 

Cd02 

A-A1F2/ 

A-A2F2 


4247739 

4247740 

Diskette adapter card 
Diskette adapter card 


A-A1E2/ 

A-A2E2 

40 

2462228 

Data stor adapter 1 cd 

Cd03 

A-A1F2/ 

A-A2F2 

Other 


4247739 

4247740 

Diskette adapter card 
Diskette adapter card 

Cd04 

A-A1F2/ 

A-A2F2 

80 

4247739 

4247740 

Diskette adaptor card 
Diskette adapter card 


DCC 

15 

Drive Co 

trol card 


A*A1G4/ 

A-A2G4 


2462692 

8562949 

Diskette VFO card 72M 
Diskette VFO card 51 TD 

Cd10 

A-A1F2/ 

A-A2F2 

50 

4247739 

4247740 

Diskette adapter card 
Diskette adapter card 


DCC 

15 

Drive Co 

trot card 


TU TD201 failed during 
wrap. 


TU TD202 failed during 
wrap. 


TU TD203 failed during 
wrap. 


TU TD204 failed during 
wrap. 

DCC = drive control card. 


TU TD210 failed during 
wrap. 

DCC = drive control card. 


AI7 

/ 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

Cd81 

A-A1E2/ 

AA2E2 

A-A2J2 

A-A2K2 

90 

4 

4 

2462228 

4237136 

2597763 

2597727 

2462228 

Data stor adaptor 1 cd 

Data stor Ctrl card 

Data stor Ctrl card 

DS Pass-Thru card 

Data Stor Adapter 2 cd 

C9xx(21ED), CAxxdCSR), 
and CdOx - Cdix (Diskette) 
system reference codes, 
if present, shOL(ld be used 
before usiny this code. 

The UDT may be wrong. 
Reconfigure the system, 
then RelPL. 

If SRC was obtained from 

Mode 0 CSIPL then go to 

MAP 0179, A. 

If SRC was obtained from 

Mode E CSIPL tfien go to 
MAP9500,A(21ED) or 

MAP 97C0,A(10SR). 

Replace FRU(s) listed only 
if MAPs do not isolate 
failure. 

Cd82 

A-A1E2/ 

A A2E2 
A-A2J2 

A-A2K2 

98 

4 

4 

2462228 

4237136 

2597763 

2597727 

2462228 

Data stor adapter 1 cd 

Data stor Ctrl card 

Data stor Ctrl card 

DS Pass-Thru card 

Data Stor Adapter 2 cd 

C9xx(2’'=D). CAxx(IOSR), 
and Cc'*^' - Cdix (Diskette) 
system reference codes, 
if present, should be used 
before using this code. 

If SRC was obtained from 

Mode 0 CSIPL then 
goto MAP0179, A. 

If SRC was obtained from 

Mode E CSIPL then go to 

MAP 9500,A (21 ED) or 
MAP9700,A(10SR). 

Replace FRU(s) listed only 
if MAPs do not isolate 
failure. 


AI8 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

Cd83 

A-A1E2/ 

A-A2E2 

A-A2J2 

A-A2K2 

90 

4 

4 

2462228 

4237136 

2597763 

2597727 

2462228 

Data stor adapter 1 cd 

Data stor Ctrl card 

Data stor Ctrl card 

DS Pass-Thru card 

Data Stor Adapter 2 cd 

C9xx(21ED), CAxx(IOSR), 
and CdOx - Cdix (Diskette) 
system reference codes, 
if present, should be used 
before using this code. 

If SRC was obtained from 
ModeOCSIPL '.hen 
go to MAP 0179, A. 

If SRC was obtained from 

Mode E CSIPL then go to 

MAP 9500,A (21 ED) or 
MAP9700.A(10SR). 

Replace FRU(s) listed only 
if MAPs do not isolate 
failure. 

Cd84 

A A1E2/ 

A-A2E2 

A-A1F2/ 

A-A2F2 

A-A1C2/ 

A-A2C2 

A-A1D2/ 

A-A2D2 

A-A2J2 

A-A2C4 

A-A2D4 

A-A2K2 

70 

5 

5 

5 

1 

1 

1 

1 

2462228 

4247739 

4247740 

2597702 

2597702 

2437374 

2597702 

2597702 

2437374 

4237136 

2597763 

2597727 

2437374 

2437374 

2462228 

Data stor adapter 1 cd 

Diskette adapter card 
Diskette adapter card 

adapter A card 21 ED 
adapter A card 21 ED 
adapter A card 10SR 
adapter B card 21 ED 
adapter B card 21 ED 
adapter B card 10SR 

Data stor Ctrl card 

Data stor Ctrl card 

DS Pass-Thru card 
adapter C card 10SR 
adapter D card 10SR 

Data Stor Adapter 2 cd 

C9xx(21ED), CAxx(IOSR), 
and CdOx - Cdix (Diskette) 
system reference codes, 
if present, should be used 
before using this code. 

If SRC was obtained from 

Mode 0 CSIPL then 
go to MAP 0179, A. 

If SRC was obtained from 

Mode E CSIPL then go to 

MAP 9500,A (21 ED) or 
MAP9700,A(10SR). 

Replace FRU(s) listed only 
if MAPs do not isolate 
failure. 


376 

BOI 

















SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

Cd85 

A-A1E2/ 

AA2E2 

70 

2462228 

Data stor adapter 1 cd 

C9xx(21ED), CAxx(IOSR), 
and CdOx - Cdix (Diskette) 


A-A1F2/ 

A-/K2f2 

5 

4247739 

4247740 

Diskette adapter card 
Diskette adapter card 

system reference codes, 
if present, should be used 
before using this code. 


A-A1C2/ 

A-A2C2 

5 

2597702 

2597702 

2437374 

adapter A card 21 ED 
adapter A card 21 ED 
adapter A card 10SR 

If SRC was obtained from 

Mode 0 CSIPL then 
go to MAP 0179, A. 


A-A1D2/ 

A-A2D2 

5 

2597702 

2597702 

2437374 

adapter B card 21 ED 
adapter B card 21 ED 
adapter B card 10SR 

If SRC was obtained from 

Mode E CSIPL then go to 
MAP9500,A(21ED) or 


A-A2J2 

1 

4237136 

2597763 

2597727 

Data stor Ctrl card 

Data stor Ctrl card 

DS Pass-Thru card 

MAP9700,A(10SR). 

Replace FRU(s) listed only 
if MAPs do not isolate 


A-A2C4 

A-A2D4 

1 

1 

2437374 

2437374 

adapter C card 10SR 
adapter D card 10SR 

failure. 


A-A2K2 

1 

2462228 

Data Stor Adapter 2 cd 


Cd86 

A-A1E2/ 

A-A2E2 

■ 

2462228 

Data stor adapter 1 cd 

C9xx(21ED), CAxxdOSR), 
and CdOx - Cdix (Diskette) 


AA2J2 

R 

4237136 

2597763 

2597727 

Data stor Ctrl card 

Data stor Ctrl card 

DS Pass-Thru card 

system reference codes, 
if present, should be used 
before using this code. 


A-A2K2 


2462228 

Data Stor Adapter 2 cd 

If SRC was obtained from 


A-A1L2 

1 

4234069 

CSP Channel card 

Mode 0 CSIPL then 
go to MAP 0179, A. 

If SRC was obtained from 

Mode E CSIPL then go to 
MAP9500,A (21 ED) or 

MAP 9700,A(103R). 

Replace FRU(f; listed only 
if MAPs do not isolate 
failure. 


B02 


377 













SRC 

FRU 

% 

- ■ ■ 1 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

Cd87 

A-A1E2/ 

A-A2E2 

A-A1F2/ 

A-A2F2 

A-A1C2/ 

A-A2C2 

A-A1D2/ 

A-A2D2 

A-A2J2 

A-A2C4 

A-A2D4 

A-A2K2 

70 

5 

5 

5 

1 

1 

1 

1 

2462228 

4247739 

4247740 

2597702 

2597702 

2437374 

2597702 

2597702 

2437374 

4237136 

2597763 

2597727 

2437374 

2437374 

2462228 

Data stor adapter 1 cd 

Diskette adapter card 
Diskette adapter card 

adapter A card 21 ED 
adapter A card 21 ED 
adapter A card 10SR 
adapter B card 21 ED 
adapter B card 21 ED 
adapter B card 10SR 

Data stor Ctrl card 

Data stor Ctrl card 

DS Pass-Thru card 
adapter C card 10SR 
adapter D card 10SR 

Data Stor Adapter 2 cd 

C9xx(21ED), CAxx(IOSR), 
and CdOx - Cdix (Diskette) 
system reference codes, 
if present, should be used 
before using this code. 

If SRC was obtained from 

Mode 0 CSIPL then 
go to MAP 0179, A. 

If SRC was obtained from 

Mode E CSIPL then go to 
MAP9500,A (21 ED) or 

MAP 9700,A(10SR). 

Replace FRU(s) listed only 
if MAPs do not isolate 
failure. 

Cd88 

A-A1E2/ 

70 

2462228 

Data stor adapter 1 cd 

C9xx(21ED), CAxx(IOSR), 


A-A2E2 




and CdOx - Cdix (Diskette) 


A-A1F2/ 

5 

4247739 

Diskette adapter card 

system reference codes, 
if present, should be used 




4247740 

Diskette adapter card 

before using this coie. 


A-A2F2 






A-A1C2/ 

5 

2597702 

adapter A card 21 ED 

If SRC was obtained from 


A-A2C2 


2597702 

adapter A card 21 ED 

Mode 0 CSIPL then 




2437374 

adapter A card 10SR 

go to MAP 0179, A. 


A-A1D2/ 

5 

2597702 

adapter B card 21 ED 

If SRC was obtained from 


A-A2D2 


2597702 

adapter B card 21 ED 

Mode E CSIPL then go to 




2437374 

adapter B card 10SR 

MAP 9500,A (21 ED) or 


A-A2J2 

1 

4237136 

Data stor Ctrl card 

MAP 9700,A(10SR). 




2597763 

Data stor Ctrl card 

Replace FRL)(s) listed only 




2597727 

DS Pass-Thru card 

if MAPs do not isolate 


A-A2C4 

1 

2437374 

adapter C card 10SR 

failure. 


A-A2D4 

1 

2437374 

adapter D card 10SR 



A-A2K2 

1 

2462228 

Data Stor Adapter 2 cd 



378 


BOS 

















SRC 

FRU 

% 

P/N 

FRU DESCRIPTIOfSI 

SERVICE COMMENTS 

Cd89 

A-A1E2/ 

50 

2462228 

Data stor adapter 1 cd 

C9xx(21ED), CAxx(IOSR), 


A-A2E2 




and CdOx - Cdix (Diskette) 


A-MF2/ 

10 

4247739 

Diskette adapter card 

system reference codes, 
if present, should be used 




4247740 

Diskette adapter card 

before using this code. 


A-A2F2 






A-A1C2/ 

10 

2597702 

adapter A card 21 ED 

If SRC was obtained from 


A-A2C2 


2597702 

adapter A card 21 ED 

Mode 0 CSIPL then 




2437374 

adapter A card 10SR 

go to MAP 0179, A. 


A-A1D2/ 

10 

2597702 

adapter B card 21 ED 

If SRC was obtained from 


A-A2D2 


2597702 

adapter B card 21 ED 

Mode E CSIPL then go to 




2437374 

adapter B card 10SR 

MAP 9500,A (21 ED) or 


A-A2J2 

1 

4237136 

Data stor Ctrl card 

MAP9700,A(10SR). 




2597763 

Data stor Ctrl card 

Replace FRU(s) listed only 




2597727 

DS Pass-Thru card 

if MAPs do not isolate 


A-A2C4 

1 

2437374 

adapter C card 10SR 

failure. 


A-A2D4 

1 

2437374 

adapter D card 10SR 



A-A2K2 

1 

2462228 

Data Stor Adapter 2 cd 


Cd8A 

A-A1E2/ 

50 

2462228 

Data stor adapter 1 cd 

C9xx(21ED), CAxxdOSR), 


A-A2E2 




and CdOx - Cdix (Diskette) 


A-A1F2/ , 

10 

4247739 

Diskette adapter card 

system reference codes, 
if present, should be used 




4247740 

Diskette adapter card 

before using this code. 


A-A2F2 






A-A1C2/ 

10 

2597702 

adapter A card 21 ED 

If SRC was obtained from 


A-A2C2 


2597702 

adapter A card 21 ED 

Mode 0 CSIPL then 




2437374 

adapter A card 10SR 

go to MAP 0179, A. 


A-A1D2/ 

10 

2597702 

adapter B card 21 ED 

If SRC was obtained from 


A-A2D2 


2597702 

adapter B card 21 ED 

Mode E CSIPL then go to 




2437374 

adapter B card 10SR 

MAP 9500,A (21 ED) or 


A-A2J2 

1 

4237136 

Data stor Ctrl card 

MAP9700,A(10SR). 




2597763 

Data stor Ctrl card 

Replace FRU(s) listed only 




2597727 

DS Pass-Thru card 

if MAPs do not isolate 


A-A2C4 

1 

2437374 

adapter C card 10SR 

failure. 


A-A2D4 

1 

2437374 

adapter D card 10SR 



A-A2K2 

1 

2462228 

Data Stor Adapter 2 cd 



379 

B04 
















SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

Cd8b 

A-A1E2/ 

50 

2462228 

Data stor adapter 1 cd 

C9xx(21ED), CAxxdOSR), 


A-A2E2 




and CdOx - Cdix (Diskette) 


A-A1F2/ 

10 

4247739 

Diskette adapter card 

system reference codes, 
if present, should be used 




4247740 

Diskette adapter card 

before using this code. 


A-A2F2 






A-A1C2/ 

10 

2597702 

adapter A card 21 ED 

If SRC was obtained from 


A-A2C2 


2597702 

adapter A card 21 ED 

Mode 0 CSIPL then 




2437374 

adapter A card 10SR 

go to MAP 0179, A. 


A-A1D2/ 

10 

2597702 

adapter B card 21 ED 

If SRC was obtained from 


A-A2D2 


2597702 

adapter B card 21 ED 

Mode E CSIPL then go to 




2437374 

adapter B card 10SR 

MAP 9500,A (21 ED) or 


A-A2J2 

1 

4237136 

Data stor Ctrl card 

MAP 9700,A (10SR). 




2597763 

Data stor Ctrl card 

Replace FRU(s) listed only 




2597727 

DS Pass-Thru card 

if MAPs do not isolate 


A-A2C4 

1 

2437374 

adapter C card 10SR 

failure. 


A-A2D4 

1 

2437374 

adapter D card 10SR 



A-A2K2 

1 

2462228 

Data Stor Adapter 2 cd 


Cd8C 

A-A1E2/ 

50 

2462228 

Data stor adapter 1 cd 

C9xx(21ED), CAxx(IOSR), 


A-A2E2 




and CdOx - Cdix (Diskette) 


A-A1F2/ 

10 

4247739 

Diskette adapter card 

system reference codes, 
if present, should be used 




4247740 

Diskette adapter card 

before using this code. 


A-A2F2 






A-A1C2/ 

10 

2597702 

adapter A card 21 ED 

If SRC was obtained from 


A-A2C2 


2597702 

adapter A card 21 ED 

Mode 0 CSIPL then 




2437374 

adapter A card 10SR 

go to MAP 0179, A. 


A-A1D2/ 

10 

2597702 

adapter B card 21 ED 

If SRC was obtained from 


A-A2D2 


2597702 

adapter B card 21 ED 

Mode E CSIPL then go to 




2437374 

adapter B card 10SR 

MAP 9500,A (21 ED) or 


A-A2J2 

1 

4237136 

Data stor Ctrl card 

MAP 9700,A(10SR). 




2597763 

Data stor Ctrl card 

Replace FRU(s) listed only 




2597727 

DS Pass-Thru card 

if MAPs do not isolate 


A-A2C4 

1 

2437374 

adapter C card 10SR 

failure. 


A-A2D4 

1 

2437374 

adapter D card 10SR 



A-A2K2 

1 

2462228 

Data Stor Adapter 2 cd 



380 


B05 

















SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

Cd8d 

A-A2J2 

80 

4237136 

2597763 

2597727 

Data stor Ctrl card 

Data stor Ctrl card 

DS Pass-Thru card 

C9xx(21ED), CAxx(IOSR), 
and CdOx - Cd1x (Diskette) 
system reference codes, 


A-A2E2 

15 

2462228 

Data stor adapter 1 cd 

if present, should be used 
before using this code. 


A-A2K2 

2 

2462228 

Data Stor Adapter 2 cd 

If SRC was obtained from 

Mode 0 CSIPL then 
go to MAP 0179, A. 

If SRC was obtained from 

Mode E CSIPL then go to 

MAP 9500,A(21ED) or 

MAP 9700,A (10SR). 

Replace FRU(s) listed only 
if MAPs do not isolate 
failure. 

Cd8E 

A-A1E2/ 

A-A2E2 

i 

2462228 

Data stor adapter 1 cd 

C9xx(21ED), CAxx(IOSR), 
and CdOx - Cdix (Diskette) 


A-A2J2 

1 

4237136 

2597763 

2597727 

Data stor Ctrl card 

Data stor Ctrl card 

DS Pass-Thru card 

system reference codes, 
if present, -^hould be used 
before using this code. 


A-A2K2 


2462228 

Data Stor Adapter 2 cd 

If SRC was obtained from 


A-A1N2 

1 

2597716 

CSP Stage 2 

Mode 0 CSIPL then 
go to MAP 0179, A. 

If SRC was obtained from 

Mode E CSIPL then go to 
MAP9500,A(21ED) or 
MAP9700,A(10SR). 

Replace FRU(s) listed only 
if MAPs do not isolate 
failure. 


I 


i 


B06 


381 














SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

Cd8F 

AA1E2/ 

50 

2462228 

Data stor adapter 1 cd 

C9xx(21ED), CAxx(lOSR), 


A-A2E2 



and CdOx - Cdl x (Diskette) 


A-A1F2/ 

10 

4247739 

Diskette adapter card 

system reference codes, 
if present, should be used 




4247740 

Diskette adapter card 

before using this code. 


A-A2F2 





A-A1C2/ 

10 

2597702 

adapter A card 21 ED 

If 3RC was obtained from 


A-A2C2 


2597702 

adapter A card 21 ED 

Mode 0 CSIPL then 




2437374 

adapter A card 10SR 

go to MAP 0179, A. 


A-A1D2/ 

10 

2597702 

adapter B card 21 ED 

If SRC was obtained from 


A-A2D2 


2597702 

adapter B card 21 ED 

Mode E CSIPL then go to 




2437374 

adapter B card 10SR 

MAP9500,A(21ED) or 


A-A2J2 

1 

4237136 

Data stor Ctrl card 

MAP9700,A (10SR). 




2597763 

Data stor Ctrl card 

Replace FRU(s) listed only 




2597727 

DS Pass-Thru card 

if MAPs do not isolate 


A-A2C4 

1 

2437374 

adapter C card 10SR 

failure. 


AA2D4 

1 

2437374 

adapter D card 10SR 



A-A2K2 

1 

2462228 

Data Stor Adapter 2 cd 


CE01 

3262 

70 



Hardware problem with 3262 
printer is indicated. You 
may either run the 3262 
printer exerciser "ripple 
print" or the 3262 
printer MDI diagnostics to 
further define the 
problem. 

One of these TUs failed 


A-A2S2 

20 

4177002 

Print adapter cd 3262 

during IPL wrap: TE262, 

TE265, TE296. 


VO cbl 

5 



Note: Ensure the printer 


A-A2R2 

4 

4238420 

Printer Ctrl card 3262 

Unit Emergency switch is 


TCC/ 

1 



in the Power Enable 


A-A2 




position. 


382 


B07 
















SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

CE02 

3262 

A.A2T2 

A-A2S2 

A-A2R2 

TCC/ 

A-A2 

70 

18 

18 

3 

1 

4177009 

4177002 

4238420 

Print State Seq card 

Print adapter cd 3262 
Printer Ctrl card 3262 

Hardware problem with 3262 
printer is indicated. You 
may either run the 3262 
printer exerciser "ripple 
print" or the 3262 
printer MDI diagnostics to 
further define the 
problem. 

One of these TUs failed 
during IPL wrap: TE263, 

TE266. 

CE03 

A-A2R2 

A-A2S2 

A-A2T2 

TCC/ 

A'A2 


4238420 

4177002 

4177009 

Printer Ctrl card 3262 

Print adapter cd 3262 

Print State Seq card 

One of these TUs failed 
during IPL wrap: TE230, 

TE231, TE232. 

CE04 

AA2R2 

A-A2S2 

A-A2T2 

TCC/ 

A-A2 

95 

2 

2 

1 

4238420 

4177002 

4177009 

Printer Ctrl card 3262 

Print adapter cd 3262 

Print State Seq card 

One of these TUs failed 
during IPL wrap: TE220, 

TE221, TE222, TE223, 

TE224, TE225, TE226, 

TE227, TE228, TE229, 

TE22A, TE22B, TE238, 

TE239, TE23A, TE23B, 

TE23C. TE23D, TE23E, 

TE23F, TE240, TE241, 

TE242, TE243, TE244, 

TE245, TE246, TE247, 

TE248, TE249, TE24A, 

TE24B, TE24C, TE24D, 

TE24E, TE24F 

CEOS 

A-A2S2 

A-A2R2 

A-A2T2 

A-A1L2 

TCC/ 

A-A2 


4177002 

4238420 

4177009 

4234069 

Print adapter cd 3262 
Printer Ctrl card 3262 

Print State Seq card 

CSP Channel card 

One of these TUs failed 
during IPL wrap: TE206, 

TE208, TE20A. 


BOS 


383 


























SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

CE06 

A-A2S2 

A-A2T2 

A-A2R2 

TCC/ 

A-A2 

90 

8 

1 

1 

4177002 

4177009 

4238420 

Print adapter cd 3262 

Print State Seq card 
Printer Ctrl card 3262 

One of these TUs failed 
during IPL wrap: TE201, 

TE205, Tl-209, 

CE07 

AA2S2 

A-A2T2 

TCC/ 

AA2 

94 

5 

1 

4177002 

4177009 

Print adapter cd 3262 

Print State Seq card 

One of these TUs failed 
during IPL wrap: TE203, 

TE203. 

CEOS 

A-A2R2 

A-A2T2 

AA2S2 

TCC/ 

A-A2 


4238420 

4177009 

4177002 

Printer Ctrl caf 3262 

Print State Seq card 

Print adapter cd 3262 

One of these TUs failed 
during IPL wrap: TE21E, 

TE22E. 

CEOS 

A-A2S2 

A-A2R2 

TCC/ 

A-A2 

80 

19 

1 

4177002 

4238420 

Print adapter cd 3262 
Printer Ctrl card 3262 

One of these TUs failed 
during IPL wrap. TE207, 

TE267, TE236, TE237, 

TE273, TE275, TE27A. 

CE10 

A-A2S2 

A-A2T2 

3262 

I/O cbl 
A-A2R2 
TCC/ 
A-A2 

78 

10 

8 

2 

1 

1 

4177002 

4177009 

4238420 

Print adapter cd 3262 

Print State Seq card 

Printer Ctrl card 3262 

One of these TUs failed 
during IPL wrap: TE267, 

TE26A, TE26B, TE26C, 

TE276, TE277, TE279, 

TE27B, TE27C. 

Hardware problem with 3262 
printer is indicated. You 
may either run the 3262 
printer exerciser "ripple 
print” or the 3262 
printer i\/1DI diagnostics to 
further define the 
problem. 


384 


B09 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

CE11 

A-A2S2 

80 

4177002 

Print adapter cd 3262 

One of these TUs failed 
during IPL wrap: TE264, 

TE26F. TE278. 

1 

3262 

15 



Hardware problenn with 3262 
printer is indicated. You 
may either run the 3262 
printer exerciser 'ripple 


I/O cbl 

3 



print" or the 3262 


A-A2R2 

1 

4238420 

Printer Ctrl card 3262 

printer MDI diagnostics to 
further define the 


TCC/ 

A-A2 

1 



problerr! 

CE12 

A-A2S2 

70 

4177002 

Print adapter cd 3262 

TU TE210 failed during 


A-A2T2 

20 

4177009 

Print State Seq card 

IPL wrap. 


A-A2R2 

9 

4238420 

Printer Ctrl card 3262 



TCC/ 

A-A2 

1 




CE13 

A-A2S2 

80 

4177002 

Print adapter cd 3262 

TU TE272 failed during 


A<A2R2 

12 

4238420 

Printer Ctrl card 3262 

IPL wrap. 


3262 

C 

Hardware problem with 3262 


0 



printer is indicated. You 
may either run the 3262 
printer exerciser "ripple 
print" or the 3262 



I/O cbl 

TCC/ 

A-A2 

2 

1 



printer MDI diagnostics to 
further define the 
problem. 

CE14 

A-A2S2 

70 

4177002 

Print adapter cd 3262 

One of these TUs failed 


A-A2T2 

15 

4177009 

Print State Seq card 

during IPL wrap: TE261, 

TE26B, TE270. 


3262 

10 



Hardware problem with 3262 
printer is indicated. You 
may either run the 3262 
printer exerciser "ripple 


I/O cbl 

3 



print" or the 3262 


A-A2R2 

1 

4238420 

Printer Ctrl card 3262 

printer MDI diagnostics to 
further define the 


TCC/ 

A-A2 

1 



problem. 


385 

BIO 


























SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

CE15 

A-A2T2 

A-A2R2 

TCC/ 

A-A2 

96 

3 

1 

4177009 

4238420 

Print State Soq card 
Printer Ctrl card 3262 

One of these TUs failed 
during IPL wrap; TE286, 

TE287, TE288, TE289, 

TE28A, TE28B, TE2A1, 

TE2A2, TE2A3, TE2A4, 

TF.2A6, TE2A7, TE2A8, 

TC2A9, TE2AA. 

CE16 

A-A2T2 

A-A2S2 

A-A2R2 

TCC/ 

A-A2 

80 

10 

9 

1 

4177009 

4177002 

4238420 

Print State Seq card 

Print adapter cd 3262 
Printer Ctrl card 3262 

Ona of these TUs failed 
during IPL wrap: TE21F, 

TE28D. 

CE17 

A-A2T2 

A-A2S2 

A-A2R2 

TCC/ 

A-A2 

80 

15 

4 

1 

4177009 

4177002 

4238420 

Print State Seq card 

Print adapter cd 3262 
Printer Ctrl card 3262 

One of these TUs failed 
during IPL wrap: TE280, 

TE281, TE282, TE284, 

TE285, TE28D, TE28F, 

TE2A0. 

CE18 

A-A2S2 
I/O cbl 
A'A2R2 
TCC/ 
A-A2 

77 

20 

2 

1 

4177002 

4238420 

Print adapter cd 3262 

Printer Ctrl card 3262 

One of these TUs failed 
during IPL wrap; TE2D0, 

TE2D1, TE2Dk, TE2D4, 

TE2D6, TE2D7, TE2ED, 

TE2EE. 

CE19 

A-A2T2 

A-A2S2 

I/O cbl 

A-A2R2 

TCC/ 

A-A2 

42 

35 

20 

2 

1 

4177009 

4177002 

4238420 

Print State Seq card 

Print adapter cd 3262 

Printer Ctrl card 3262 

One of these TUs failed 
during IPL wrap: TE2D5, 

TE2E4, TE2E5, TE2E6, 

TE2E7, TE2E8, TE2EA, 

TE2EC. 

CE20 

L 

A-A2S2 

I/O cbl 

A-A2T2 

A-A2R2 

TCC/ 

A-A2 

70 

20 

7 

2 

1 

4177002 

4177009 

4238420 

Print adapter cd 3262 

Print Sttate Seq card 
Printer Ctrl card 3262 

One of these TUs failed 
during IPL wrap: TE2D3, 

TE2EB. 


386 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

CE21 

I/O cbl 

90 



TU TE2E9 failed during 


AA2S2 

7 

4177002 

Print adapter cd 3262 

IPL wrap. C'^ble interlock 


AA2R2 

2 

4238420 

Printer Ctrl card 3262 

IS open 


TCC/ 

AA2 

1 




CE22 

A-A2S2 

77 

4177002 

Print adapter cd 3262 

One of these TUs failed 


I/O cbl 

20 


during IPL wrap: TE2D8, 


A-A2R2 

2 

4238420 

Printer Ctrl card 3262 

TE2D9, TE2DA, TE2DB, 

TE2DC, TE2DD 


TCC/ 

A-A2 

1 




CE23 

A-A2S2 

77 

4177002 

Print adapter cd 3262 

One of these TUs failed 


I/O cbl 

20 


during IPL wrap: TE2DE, 


A-A2R2 

2 

4238420 

Printer Ctrl card 3262 

TE2DF, TE2E0, TE2E1, 

TE2E2, TE2E3 


TCC/ 

A-A2 

1 




CE24 

AA2S2 

H 

4177002 

Print adapter cd 3262 

One of these TUs failed 


AA2R2 


4238420 

Printer Ctrl card 3262 

during IPL wrap: TE206, 


A-A2T2 

iH 

4177009 

Print State Seq card 

Tc208, Tt2UA. 

Unexpected IPL wrap error 


A'A1N2 


2597716 

CSP Stage 2 

or CSU wrap error. 


TCC/ 

A-A2 

y 




CF01 


■ 



Initialization wrap error. 

CF40 


■ 



CF40 - 1255 MCR 

CF61 

A-A2K2/ 

A-A2J2 

10 

4237136 

Data stor Ctrl card 

CF61 - tape controller 

CF61 - wrkstn controller 

CF61 - MLCA controller 




2597763 

Data stor Ctrl card 


A-A1H2 

10 

4177036 

WSC Base card 16 KW 





4177038 

WSC card 48 KW 





4237136 

WSC card 64 KW 





2597763 

WSC card 64 KW 



A-A3S2/ 

10 

4177036 

Controller card 16 KW 





4177037 

Controller card 32 KW 





4237136 

Ctrir cd 64KW stage 2 





2597763 

Ctrir cd 64KW stage 2 



A-A3P2 


4177000 

Comm card Line 3 
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SRC FRU 


% P/N 


FRU DESCRIPTION 


CF65 


A-A1E2/ 

AA2E2 



162228 Data stor adapter 1 cd 


2462228 Data Stor Adapter 2 cd 


CF81 


CF82 


CFA2 


CFA3 


CFb1 A-A2K2 
AA2J2 


CFC2 


CFd2 A-A2J2 


CFE2 



10 I 2462228 
4237136 
2597763 


Data Stor Adapter 2 cd 
Data stor Ctrl card 
Data stor Ctrl card 



10 4237136 

2597763 
2597727 


Data stor Ctrl card 
Data stor Ctrl card 
DS Pass-Thru card 



d074 MS 


A-A1Q2 

A-A1P2 


70 4233694 

2597704 
2597584 
25 2597706 

4233686 



MSP stor card 128 KB 
MSP stor card 256 KB 
MSP stor card 512 KB 
MSP Data Flow card 
MSP Control card 


SERVICE COMMENTS 


CF65 - disk/diskette DSA-1 

21ED 

10SR 

Diskette 

Tape DSA-2 


CF81 - communications 
(3003,A) 


CF82 - communicauons 
(3003,A) 


CFA2 - 21EDdisk (9500,A) 


CFA3 - 10SR disk (9700, A) 


CFbl - tape (9900,A) 


CFC2 - work station 
(7001, A) 


CFD2 - diskette (0179,A) 


CFE2 - printer (5001,A) 
Unexpected wrap error. 
The last 2 characters of 
the SRC is the failing 
device ID. 


CSIPL3rd load. 

Main storage cards are 
512Kb, 256Kb and 128Kb. 
MS = ma>n storage 
Autoconfigure Failed. 

Go to MAP 1179 Entry 
point A. 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

d079 

MS 

73 

4233694 

MSP stor card 128 KB 

CSiPL 3rd load. 




2597704 

MSP stor card 256 KB 

Mam storage cards are 




2597584 

MSP stor card 512 KB 

512Kb, 256Kb and 128Kb. 

M.S s nriAin AtnrAnA 


A-A1Q2 

20 

2597706 

MSP Data Flow card 

Go to MAP 1179 to isolate 


A-A1P2 

r, 

4233686 

MSP Control card 

the failing card 

d083 

MS 

74 

4233694 

MSP stor card 128 KB 

CSIPL 3rd load. 




2597704 

MSP stor card 256 KB 

Main storage cards are 




2597584 

MSP stor card 512 KB 

128Kb, 256Kb and 512Kb. 

* mflin RtnrAriA 


A-A1Q2 

24 

2597706 

MSP Data Flow card 

Go to MAP 1183 to isolate 






the failing card. 

d084 

MS 

74 

4233694 

MSP stor card 128 KB 

CSIPL 3rd load. 




2597704 

MSP stor card 256 KB 

Main st(.{rage cards are 




2597584 

MSP stor card 512 KB 

512Kb, 4!^56Kb and 128Kb. 

MS = miiin storage 


AA1Q2 

24 

2597706 

MSP Data Flow card 

Go to M/VP 1184 to isolate 


A-A1 

1 



the failing card. 

d085 

MS 

74 

4233694 

MSP stor card 128 KB 

CSIPL 3r(l load. 




2597704 

MSP stor card 256 KB 

If MS is the problem, MS 




2597584 

MSP stor card 512 KB 

card MS card sizes are: 

128Kb, 2E6Kb and 512Kb. 


A-Aia2 

25 

2597706 

MSP Data Flow card 

MS = main storage 






Go to MAP 1185 to isolate 






the failing oard. 

d087 

MS 

74 

4233694 

MSP stor card 128 KB 

CSIPL 3rd bad. 




2597704 

MSP stor card 256 KB 

Main storage ccrds are 




2597584 

MSP stor card 512 KB 

512Kb, 256<b and 128Kb. 

MS = main r.torage 


A A1Q2 

24 

2597706 

MSP Data Flow card 

Go to MAP 1187 to isolate 






the failing card. 

d144 

A-A1Q2 

60 

2597706 

MSP Data Flow card 

CSIPL 3rd load. 


A-A1U2 

30 

2597584 

MSP stor card 512 KB 

A-A1U2 is a 512Kb storage 


A-A1P2 

B 

4233686 

MSP Control card 

Go to MAP 1144 to isolate 



■ 



the failing card. 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

d146 

A-A1P2 

AA1Q2 

A-A1U2 

60 

30 

7 

4233686 

2597706 

2597584 

MSP Control card 

MSP Data Flow card 

MSP stor card 512 KB 

CSIPL 3rd load. 

A'AI U2 is a 512Kb storage 
card. 

Go to MAP 1146 to isolate 
the failing card. 

d175 

AA1U2 

AA1Q2 

60 

2’ 

2597584 

2597706 

MSP stor card 512 KB 
MSP Data Flow card 

CSIPL 3rd load. 

Main storage cards are 

512Kb storage cards. 

MS main storage 

Go to MAP 1175 to isolate 
the failing card. 

d179 

MS 

A-A1Q2 

A-A1P2 

73 

20 

5 

2597584 

2597706 

4233686 

MSP stor card 512 KB 
MSP Data Flow card 

MSP Control card 

CSIPL 3rd load. 

Main storage cards are 

512Kb storage cards. 

MS = mam storage 

Go to MAP 1179 to isolate 
the failing card. 

d183 

MS 

A-A1Q2 

74 

24 

2597584 

2597706 

MSP stor card 512 KB 
MSP Data Flow card 

CSIPL 3rd load. 

Main storage cards are 

512Kb storage cards. 

MS = main storage 

Go to MAP 1183 to isolate 
the failing card. 

d184 

MS 

A-A1Q2 

74 

24 

4233694 

2597704 

2597584 

2597706 

MSP stor card 128 KB 
MSP stor card 256 KB 
MSP stor card 512 KB 
MSP Data Flow card 

CSIPL 3rd load. If MS is 
the problem , MS card 
sizes are 128Kb , 256Kb 
and 512Kb. 

MS = main storage 

Go to MAP 1184 to isolate 
the failing card. 

_ 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

d185 

MS 

A-A1Q2 

74 

24 

4233694 

2597704 

2597584 

2597706 

MSP stor card 128 KB 
MSP stor card 256 KB 
MSP stor card 512 KB 
MSP Data Flow card 

CSIPL 3rd load. If MS is 
the problem , MS card 
sizes are 128Kb , 256Kb 
and 512KL\ 

MS ■ main storage 

Go to MAP 1185 to isolate 
the failing card. 

d186 

MS 

A-A1Q2 

74 

24 

4233694 

2597704 

2597584 

2597706 

MSP stor card 128 KB 
MSP stor card 256 KB 
MSP stor card 512 KB 
MSP Data Flow card 

CSIPL 3rd load. 

Main storage cards are 

512Kb storage cards. 

MS * main storage 

Go to MAP 1186 to isolate 
the failing card. 

d187 

MS 

AA1Q2 

74 

24 

2597584 

2597706 

MSP stor card 512 KB 
MSP Data Flow card 

CSIPL 3rd load. 

Main storage cards are 

512Kb storage cards. 

MS = main storage 

Go to MAP 1187 to isolate 
the failing card. 

d188 

A-A1U2 

A<A1Q2 

A-A1 

74 

24 

1 

2597704 

2597706 

MSP stor card 256 KB 
MSP Data Flow card 

CSIPL 3rd load. 

A1LI2 is a 256Kb storage 
card. 

Go to MAP 1188 to isolate 
the failing card. 

d189 

A-A1Q2 

A-A1U2 

55 

43 

2597706 

2597584 

MSP Data Flow card 

MSP stor card 512 KB 

CSIPL 3rd load. * 

A-A1U2 is a 512Kb storage 

Go to MAP 1189 to isolate 
the failing card. 

d193 

A-A1U2 

A-A1Q2 

75 

24 

2597584 

2597706 

MSP stor card 512 KB 
MSP Data Flow card 

CSIPL 3rd load. 

A-A1U2 is a 512Kb storage 
card. 

Go to MAP 1193 to isolate 
the failing card. 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

d197 

AA1U2 

AA1Q2 

74 

25 

2597584 

2597706 

MSP stor card 512 KB 
MSP Data Flow card 

CSIPL 3rd load 

A-A1U2 is a 512Kb storage 
card. 

Go to MAP 1197 to isolate 
the failing card. 

d198 

A-A1U2 

AA1Q2 

59 

40 

2597584 

2597706 

MSP stor card 512 KB 
MSP Data Flow card 

CSIPL 3rd load. 

A-A1U2 is a 512Kb storage 
card. 

Go to MAP ■* 198 to isolate 
the failing card. 

d199 

A-A1U2 

A-A1Q2 

59 

40 

2597584 

2597706 

MSP stor card 512 KB 
MSP Data Flow card 

CSIPL 3rd load. 

A-A1U2 is a 512Kb storage 
card. 

Go to MAP 1199 to isolate 
the failing card. 

d201 

A-A1U2 

99 

2597584 

MSP stor card 512 KB 

CSIPL 3rd load. 

A-A1T2 is a 512Kb storage 
card. 

d202 

A-A1T2 

99 

2597584 

MSP stor card 512 KB 

CSIPL 3rd load. 

A-A1T2 is a 512Kb storage 
card. 

d204 

A-A1S2 

99 

2597584 

MSP stor card 512 KB 

CSIPL 3rd loao. 

A-A1S2 is a 512Kb storage 
card. 

d208 

A-A1R2 

99 

2597584 

MSP stor card 512 KB 

CSIPL 3rd load. 

A-A1R2 is a 512Kb storage 
card. 

d211 

AA1U2 

A-A1Q2 

55 

45 

2597584 

2597706 

MSP stor card 512 KB 
MSP Data Flow card 

CSIPL 3rd load. 

A-A1LI2 is a 512Kb storage 
card. 

d346 

A-A1P2 

A-A1Q2 

A-A1U2 

A-A1N2 

A-A1 

50 

30 

10 

j 

1 

4233686 

2597706 

2597704 

2597716 

MSP Control d 

MSP Data Flow card 

MSP stor card 256 KB 

CSP Stage 2 

CSIPL 3rd load. 

A1U2 is a 256Kb storage 
card. 

A1N2 is the CSP.SS card. 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

d444 

AA1Q2 

A-A1U2 

A-A1P2 

A-A1 


2597706 

2597704 

4233686 

MSP Data Flow card 

MSP »tor card 256 KB 
MSP Control "lard 

CSIPL 3rd load. 

A1U2 IS a 256Kb storage 
card. 

Go to MAP 1144 to isolate 
the failing card. 

d446 

A-A1P2 

A-A1Q2 

A-A1U2 

A-A1N2 

A-A1 

50 

30 

10 

7 

1 

4233686 

2597706 

2597704 

2E97716 

MSP Control card 

MSP Data Flow card 

MSP stor card 256 KB 

CSP Stage 2 

CSIPL 3rd load. 

A1U2 is a 256Kb storage 
card. 

Go to MAP 1146 to isolate 
the failing card. 

d475 

A-A1U2 

AAia2 

A-A1 

60 

39 

1 

2597704 

2597706 

MSP stor card 256 KB 
MSP Data Flow card 

CSIPL 3rd load. 

A1U2 is a 256Kb storage 
card. 

Go to MAP 1175 to isolate 
the failing card. 

d476 

AA1U2 

A-A1Q2 

A-A1 

60 

38 

1 

2597704 

2597706 

MSP stor card 256 KB 
MSP Data Flow card 

CSiPI. 3rd load. 

A1U2 is a 2Fi6Kb storage 
card. 

Go to MAP 1176 to isolate 
the failing card. 

d477 

MS 

A-A1Q2 

A-A1P2 

A-A1 

73 

20 

5 

1 

2597704 

2597706 

4233686 

MSP stor card 256 KB 
MSP Data Flow card 

MSP Control card 

CSIPL 3rd load. 

Main storage cards are 

256Kb cards. 

MS = main storage 

Go to MAP 1177 to isolate 
the failing card. 

d479 

MS 

AA1Q2 

A-A1P2 

73 

20 

5 

2597704 

2597706 

4233686 

MSP stor card 256 KB 
MSP Data Flow card 

MSP Control card 

CSIPL 3rd load. 

Main storage cards are 

256Kb cards. 

MS = main storage 

Go to MAP 1179 to isolate 
tho failing card. 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

d480 

A-A1U2 

A-A1Q2 

A-A1P2 

A-A1 

73 

20 

5 

1 

2597704 

2597706 

4233686 

MSP stor card 256 KB 

MSP Data Flow card 

MSP Control card 

CSIPL 3rd load. 

A1U2 is a 256Kb siorage 
card." 

Go to MAP 1180 to isolate 
the failing card. 

/3 

MS 

A-A1Q2 

A-A1 


2597704 

2597706 

MSP stor card 256 KB 
MSP Data Flow card 

CSIPL 3rd load. 

A1U2 is a 256Kb storage 
card. 

MS = main storage. 

Go to MAP 1183 to isolate 
the failing card. 

d484 

MS 

A-A1Q2 

A-A1 

74 

24 

1 

2597704 

2597706 

MSP stor card 256 KB 
MSP Data Flow card 

CSIPL 3rd load. 

MS is a 256Kb storage 
card. 

MS = main storage. 

Go to MAP 1184 to isolate 
the failing card. 

d485 

MS 

A-A1Q2 

74 

25 

2597704 

2597706 

MSP stor card 256 KB 
MSP Data Flow card 

CSIPL 3rd load. 

A1U2 is a 256Kb storage 
card. 

MS = main storage. 

Go to MAP 1185 to isolate 
the failing card. 

d486 

A-A1U2 

A-A1Q2 

A-A1 

74 

24 

1 

2597704 

2597706 

MSP stor card 256 KB 
MSP Data Flow card 

CSIPL 3rd load. 

A1U2 is a 256Kb storage 
card. 

Go to MAP 1186 to isolate 
the failing card. 

d487 

MS 

A-A1Q2 

74 

25 

2597704 

2597706 

MSP stor card 256 KB 
MSP Data Flow card 

CSIPL 3rd load. 

All main storage cards are 

256Kb. 

MS = main storage. 

Go to MAP 1187 to isolate 
the failing card. 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

d488 

A-A1U2 

A-A1Q2 

A-A1 

74 

24 

1 

25977C4 

2597706 

MSP stor card 256 KB 

MSP Data Flow card 

CSIPL 3rd load. 

A1U? is a 256Kb storage 
card. 

Go to MAP 1188 to isolate 
the failing card. 

d489 

A-A1Q2 

A-A1U2 

A-A1 

55 

43 

1 

2597706 

2597704 

MSP Data Flow card 

MSP stor card 256 KB 

CSIPL 3rd load. 

A1U2 is a 256Kb storage 
card. 

Go to MAP 1189 to isolate 
the failing card. 

d492 

A-A1Q2 

A-A1U2 

A-A1P2 

A-A1 

60 

20 

19 

1 

2597706 

2597704 

4233686 

MSP Data Flow card 

MSP stor card 256 KB 
MSP Control card 

CSIPL 3rd load. 

A1U2 is a 256Kb storage 
card. 

Go to MAP 1192 to isolate 
the failing card. 

d493 

A-A1U2 

A-A1Q2 

75 

24 

2597704 

2597706 

MSP stor card 256 KB 
MSP Data Flow card 

CSIPL 3rd load. 

A1U2 'S a 256Kb storage 
card. 

Go to MAP 1193 to isolate 
the failing card. 

d494 

MS 

A-A1Q2 

A-A1 

74 

24 

1 

2597704 

2597706 

MSP stor card 256 KB 
MSP Data Flow card 

CSIPL o o load. 

All main storage cards are 

256Kb. 

MS = main storage. 

Go to MAP 1194 to isolate 
the failing card. 

d497 

A-A1U2 

A-A1Q2 

A-A1 

74 

25 

1 

2597704 

2597706 

MSP stor card 256 KB 
MSP Data Flow card 

CSIPL 3rd load. 

A1U2 is a 256Kb storage 
card. 

Go to MAP 1197 to isolate 
the failing card. 

d498 

A-A1U2 

A-A1Q2 

A-A1 

60 

38 

1 

2597704 

2597706 

MSP stor card 256 KB 
MSP Data Flow card 

CSIPL 3rd load. 

A1U2 is a 256Kb storage 
card. 

Go to MAP 1198 to isolate 
the failing card. 


C02 


395 


















































FRU 


% 


FRU DESCRIPTION 


SERVICE COMMENTS 


SRC 

d499 A-A1U2 59 2597704 MSP stor card 256 KB 

A-A1Q2 40 2597706 MSP Data Flow card 

A-A1 1 


d501 A-A1U2 99 2597704 MSP stor card 256 KB 


d502 A-A1T2 99 2597704 MSP stor card 256 KB 


d504 A-A1S2 99 2597704 MSP stor card 256 KB 


d508 A A1R2 99 2597704 MSP stor card 256 KB 


d511 A-A1U2 55 2597704 MSP stor card 256 KB 

A-A1Q2 45 2597706 MSP Data Flow card 

d678 MS 73 4234098 MSP stor card 128 KB 

2597704 MSP stor card 256 KB 
A-A1Q2 20 2597706 MSP Data Flow card 

A-A1P2 5 4233686 MSP Control card 

A-A1 1 


d679 MS 73 4233694 MSP stor card 128 KB 

2597704 MSP stor card 256 KB 
A-A1Q2 20 2597706 MSP Data Flow card 

A-A1P2 5 4233686 MSP Control card 


d683 MS 74 4233694 MSP stor card 128 KB 

2597704 MSP stor card 256 KB 
A-A1Q2 24 2597706 MSP Data Flow card 


CSIPL 3rd load. 

A1U2 IS a 256Kb storage 
card. 

Go to MAP 1199 to isolate 
the failing card. 


CSIPL 3rd load. A1U2 is a 
256Kb storage card. 


CSIPL 3rd load. A1T2 is a 
256Kb storage card. 


CSIPL 3rd load. A1S2 is a 
256Kb storage card. 


CSIPL 3rd load. A1R2 is a 
256Kb storage card. 


CSIPL 3id load. A1U2 is a 
256Kb storage card. 


CSIPL 3rd load. 

Main storage cards are 
256Kb and 128Kb cards. 
MS = main storage 
Go to MAP 1178 to isolate 
the failing card. 


CSIPL 3rd load. 

Main storage cards are 
256Kb and 128Kb cards. 
MS = main storage 
Go to MAP 1178 to isolate 
the failing card. 


CSIPL 3rd load. 

Main storage cards are 
256Kb and 128Kh cards. 
MS = main storage 
Go to MAP 1183 to isolate 
the failing card. 
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SRC 

FRU 

% 

P/N 

FRU DF IPTION 

SERVICE COMMENTS 

d684 

MS 

1 

4234098 

2597704 

MSP stor card 128 KB 

MSP stor card 256 KB 

Go to MAP 1184 to isolate 
the failing card. 

d685 

MS 

A-A1Q2 

74 

24 

4234098 

2597704 

2597706 

MSP stor ca; d 128 KB 
MSP stor card 256 KB 

MSF Data Flow card 

CSIPL 3rd load. If MS is 
the problem , MS card 
sizes are 128Kb , 256Kb 
and 512Kb. 

MS = main storage 

Go to MAP 1185 to isolate 
the failing card. 

d687 

MS 

A-A1Q2 

74 

24 

4233694 

2597704 

2597706 

MSP stor card 128 KB 
MSP stor card 256 KB 
MSP Data Flow card 

CSIPL 3ru load. 

Main storage cards are 

256Kb and 128Kb cards. 

MS = main storage 

Go to MAP 1187 to isolate 
the failing card. 

d695 

MS 

A-A1Q2 

A-A1 

74 

24 

1 

4234098 

2597704 

2597706 

MSP stor card 128 KB 
MSP stor card 256 KB 
MSP Data Flow card 

CSIPL 3rd load. 

Main storage cards are 

256Kb and 128Kb cards. 

MS = main storage. 

Go to MAP 1155 to isolate 
the failing card. 

d779 

MS 

A-A1Q2 
A-A1P2 

73 

20 

5 

4233694 

2597584 

2597706 

4233686 

MSP stor card 128 KB 
MSP stor card 512 KB 
MSP Data Flow card 

MSP Control card 

CSIPL 3rd load. 

Main storage cards are 

512Kb and 128Kb. 

MS = main storage 

Go to MAP 1179 to isolate 
the failing card. 

d783 

MS 

A-A1Q2 

74 

25 

4233694 

2597584 

2597706 

MSP stor card 128 KB 
MSP stor card 512 KB 
MSP Data Flow card 

CSIPL 3rd load. 

Main storage cards are 

512Kb and 128Kb. 

MS = main storage 

Go to MAP 1183 to isolate 
the failing card. 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

d784 

MS 

A-A1Q2 

A-A1 

74 

24 

1 

4233694 

2597584 

2597706 

MSP stor card 128 KB 
MSPstor card 512 KB 
MSP Data Flow card 

CSIPL 3rd load. 

Main storage cards are 

512Kb and 128Kb. 

MS = main storage 

Go to MAP 1184 to isolate 
the failing card 

d785 

MS 

A-A1Q2 

74 

24 

4233694 

2597584 

2597706 

MSP stor card 128 KB 
MSP stor card 512 KB 
MSP Data Flow card 

CSIPL 3rd load. If MS is 
the problem , MS card 
sizes are 128Kb , 256Kb 
and 512Kb. 

MS - main storage 

Go to MAP 1185 to isolate 
the failing card. 

d787 

MS 

A-A1Q2 

74 

25 

4233694 

2597584 

2597706 

MSP stor card 128 KB 
MSP stor card 512 KB 
MSP Data Flow card 

CSIPL 3rd load. 

Main storage cards are 

512Kb and 128Kb. 

MS = main storage 

Go to MAP 1187 to isolate 
the failing card. 

d879 

MS 

A-A1Q2 
A-A1P2 

73 

20 

5 

2597704 

2597584 

2597706 

4233686 

MSP stor card 256 KB 
MSPstor card 512 KB 
MSP Data Flow card 

MSP Control card 

CSIPL 3rd load. 

Main storage cards are 

512Kb and 256Kb. 

MS = main storage 

Go to MAP 1179 to isolate 
the failing card. 

d883 

MS 

A-A1Q2 

74 

24 

2597704 

2597584 

2597706 

MSP stor card 256 KB 
MSP stor card 512 KB 
MSP Data Flow card 

CSIPL 3rd load. 

Main storage cards are 

256Kb and 512Kb 

MS = main storage 

Go to MAP 1183 to isolate 
the failing caid. 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

d884 

MS 

A-A1Q2 

74 

24 

2597704 

2597584 

2597706 

MSP stor card 256 KB 
MSP stor card 512 KB 
MSP Data Flow card 

CSIPl 3rd load. 

Main storage cards are 

512Kb and 256Kb. 

MS = main storage 

Go to MAP 1184 to Isolate 
the failing card. 

d885 

MS 

A-A1Q2 

74 

24 

2597704 

2597584 

2597706 

MSP stor card 256 KB 
MSP stor card 512 KB 
MSP Data Flow card 

CSIPL 3rd load. If MS is 
the problem , MS card 
sizes are 128Kb , 256Kb 
and 512Kb. 

MS = main storage 

Go to MAP 1185 to isolate 
the failing card. 

d887 

MS 

A-A1Q2 

74 

24 

2597704 

2597584 

2597706 

MSP stor card 256 KB 
MSP stor card 512 KB 
MSP Data Flow card 

CSIPL 3rd load. 

Main storage cards are 

512Kb and 256Kb. 

MS = main storage 

Go to MAP 1187 to isolate 
the failing card. 

d940 

A-A1N2 

98 

2597716 

CSP Stage 2 

CSIPL 3rd load. 

A-A1N2 is a CSP/SS card. 

d950 

A-A1N2 

A-A1Q2 

33 

33 

2597716 

2597706 

CSP Stage 2 

MSP Data Flow card 

CSIPL 3rd load. 

The A1N2 IS a CSP/SS card. 

d970 

A-A1N2 
A-A1P2 
A-A1Q2 

33 

33 

33 

2597716 

4233686 

2597706 

CSP Stage 2 

MSP Control card 

MSP Data Flow card 

CSIPL 3rd load. 

The A1N2 is a CSP/SS card. 

dAXX 





CSIPL 3rd load. 
dAXX will only appear in 
stop mode (EEOO) or stop 
on error mode (Fb03). 

XX indicates the TU just 
executed. XX may be 00 - 
9F, 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 


A-A1Q2 


2597706 

MSP Data Flow card 

mu 

A-A1P2 


4233650 

MSP Control card 


A-A1N2 


2597716 

CSP Stage 2 

■ 

A-A1 

1 



db02 

A-A1N2 


2597716 

CSP Stage 2 


A-A1Q2 


2597706 

MSP Data Flow card 


A-A1P2 


4233686 

MSP Control card 


A-A1M2 

1 

2597736 

CSP Panel Ctrl Cd Stg 2 


A-A1 

1 



db03 

A-A1Q2 

77 

2597706 

MSP Data Flow card 


A-A1N2 

11 

2597716 

CSP Stage 2 


A-A1P2 

10 

4233686 

MSP Control card 


A-A1 

1 



db06 

A-A1Q2 

El 

2597706 

MSP Data Flow card 


A-A1P2 


4233686 

MSP Control card 


A-A1N2 


2597716 

CSP Stage 2 


A-A1 

1 



db07 

A-A1Q2 

Bl 

2597706 

MSP Data Flow card 


A-A1N2 

11 

2597716 

CSP Stage 2 


A-A1P2 

10 

4233686 

MSP Control card 


A-A1 

1 



db08 

A-A1Q2 

50 

2597706 

MSP Data Flo> / card 


A-A1P2 

30 

4233686 

MSP Control card 


A-A1N2 

17 

2597716 

CSP Stage 2 


A-A1 

1 



db09 

A-A1Q2 

50 

2597706 

MSP Data Flow card 


A-A1P2 

40 

4233686 

MSP Control card 


A-A1N2 

8 

2597716 

CSP Stage 2 


A-A1 

1 



db10 

A-A1Q2 


2597706 

MSP Data Flow card 


A-A1P2 


4233686 

MSP Control card 


A-A1N2 


2597716 

CSP Stage 2 


A-A1 

1 




SERVICE COMMENTS 

CSIPL 3rd load. 

Go to MAP 1100 to isolate 
the failing card. 

A1N2 is a CSP/SS card. 


CSIPL 3rd load. 

Go to MAP 1102 to isolate 
the failing card. 

.A1N2 is a CSP/SS card. 


CSIPL 3rd load. 

Go to MAP 1103 to isolate 
the failing card. 

A1N2 is a CSP/SS card. 


CSIPL 3rd load. 

Go to MAP 1106 to isolate 
the failing card. 

A1N2 is c3 CSP/SS card. 


CSIPL 3rd load. 

Go to MAP 1107 to isolate 
the failing card. 

A1N2 is a CSP/SS card. 


CSIPL 3rd load. 

Go to MAP 1108 to isolate 
the failing card. 
A1N2isaCSP/SS card. 


CSIPL 3rd load. 

Go to MAP 1109 to isolate 
the failing card. 

A1N2 is a CSP/SS card. 


CSIPL 3rd load. 

Go to MAP 1110 to isolate 
the failing card. 

A1N2 is a CSP/SS card. 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

db12 

A-A1P2 

50 

4233686 

MSP Control card 

CSIPL 3rd load. 


A-A1Q2 

48 

2597706 

MSP Data Flow card 

Go to MAP 1112 to isolate 


A-A1N2 

2 

2597716 

CSP Stage 2 

the failing card. 

A1N2 is a CSP/SS card. 

db14 

A-A1P2 

60 

4233686 

MSP Control card 

CSIPL 3rd load. 


A-A1Q2 

30 

2597706 

MSP Data Flow card 

Go to MAP 1114 to isolate 


A-A1N2 

B 

2597716 

CSP Stage 2 

the failing card. 

A1N2 is a CSP/SS card. 


A-A1 

1 




db22 

A-A1P2 

50 

4233686 

MSP Control card 

CSIPL 3rd load. 


A-A1Q2 

40 

2597706 

MSP Data Flow card 

Go to MAP 1122 to isolate 


A-A1N2 

B 

2597716 

CSP Stage 2 

the failing card. 

A1N2 is a CSP/SS card. 


A-A1 

1 




db24 

A-A1Q2 

60 

2597706 

MSP Data Flow card 

CSIPL 3rd load. 


A-A1P2 

30 

4233686 

MSP Control card 

Go to MAP 1124 to isolate 


A-A1N2 

7 

2597716 

CSP Stage 2 

the failing card. 

A1N2 is a CSP/SS card. 


A-A1 

1 




db28 

A-A1Q2 

70 

2597706 

MSP Data Flow card 

CSIPL 3rd load. 


A-A1P2 

24 

4233686 

MSP Control card 

Go to MAP 1128 to isolate 


A-A1N2 

3 

2597716 

CSP Stage 2 

the failing card. 
A1N2isaCSP/SS card. 


A-A1 

1 




db29 

A-A1Q2 

44 

2597706 

MSP Data Flow card 

CSIPL 3rd load. 


A-A1P2 

34 

4233686 

MSP Control card 

Go to MAP 1129 to isolate 


A-A1N2 

20 

2597716 

CSP Stage 2 

the failing card. 

A1N2 is a CSP/SS card. 


A-A1 

1 




db30 

A-A1N2 

70 

2597716 

CSP Stage 2 

CSIPL 3rd load. 


A-A1P2 

28 

4233686 

MSP Control card 

Go to MAP 1130 to isolate 


A-A1 

1 



the failing card. 

A1N2 is a CSP/SS card. 

db33 

A-A1P2 

40 

4233686 

MSP Control card 

CSIPL 3rd load. 


A-A1Q2 

40 

2597706 

MSP Data Flow card 

Go to MAP 1133 to isolate 


A-A1N2 

17 

2597716 

CSP Stage 2 

the failing card. 

The system co tains a 


A-A1 

1 



CSP/SS. 


401 

COS 
















































SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

db34 

A-A1Q2 

50 

2597706 

MSP Data Flow card 

CSIPL3rd load. 


A-A1P2 

30 

4233686 

MSP Control card 

Go to MAP 1134 to isolatP 


A-A1N2 

17 

2597716 

CSP Stage 2 

the failing card. 

A1N2 is a CSP/SS card 


A-A1 

1 




db35 

A-A1N2 

69 

2597716 

CSP Stage 2 

CSIPL 3rd load. 


A-A1P2 

30 

4233686 

MSP Control card 

Go to MAP 1135 to isolate 






the failing card. 






A1N2 is a CSP/SS card. 

db37 

AA1Q2 

45 

2597706 

MSP Data Flow card 

CSIPL 3rd load. 


A-A1P2 

35 

4233686 

MSP Control card 

Go to MAP 1137 to isolate 


A-A1N2 

18 

2597716 

CSP Stage 2 

the failing card. 

A1N2 is a CSP/SS card. 


A-A1 

1 




db46 

A-A1P2 

50 

4233686 

MSP Control card 

CSIPL 3rd load. 


A-A1Q2 

30 

2597706 

MSP Data Flow card 

Go to MAP 1146 to isolate 


A-A1U2 

10 

4233694 

MSPstor card 128 KB 

the failing card. 

A1N2isaCSP/SS card. 


AA1N2 

7 

2597716 

CSP Stage 2 



A-A1 

1 




db48 

A-A1P2 

60 

4233686 

MSP Control card 

CSIPL 3rd load. 


A-A1Q2 

36 

2597706 

MSP Data Flow card 

Go to MAP 1148 to isolate 


A-A1N2 

1 

2597716 

CSP Stage 2 

the failing card 

A1N2 is a CSP/SS card. 


A-A1 

1 




db82 

A-A1Q2 

60 

2597706 

MSP Data Flow card 

CSIPL 3rd load. 


A-A1P2 

27 

4233686 

MSP Control card 

Go to MAP 1182 to isolate 


A-A1N2 

10 

2597716 

CSP Stage 2 

the failing card. 

A1N2 is a CSP/SS card. 


A-A1 

1 




dCOO 

A-A1Q2 

50 

2597706 

MSP Data Flow card 

CSIPL 3rd load. 


A-A1P2 

30 

4233686 

MSP Control card 

Go to MAP 1100 to isolate 


A-A1 M2 

15 

4234080 

CSP Data Flow card 

the failing card. 


A-A1L2 

3 

4234069 

CSP Channel card 



A-Al 

1 




dC06 

A-A1Q2 

m 

2597706 

MSP Data Flow card 

CSIPL 3rd load. 


A-A1P2 

El 

4233686 

MSP Control card 

Go to MAP 1106 to isolate 


A-A1M2 

il 

4234080 

CSP Data Flow card 

the failing card. 


A-A1L2 

m 

4234069 

CSP Channel card 



A-A1 

1 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

dC07 

A-A1Q2 

77 

2597706 

MSP Data Flow card 

CSIPL 3rd load. 


A-A1P2 

10 

4233686 

MSP Control card 

Go to MAP 1107 to isolate 


A-A1M2 

8 

4234080 

CSP Data Flow card 

the failing card. 


A-A1L2 

3 

4234069 

CSP Channel card 



A-A1 

1 




dC08 

A-A1Q2 

50 

2597706 

MSP Data Flow card 

CSIPL 3rd load. 


A-A1P2 

30 

4233686 

MSP Control card 

Go to MAP 1108 to isolate 


A-A1M2 

14 

4234080 

CSP Data Flow card 

the failing card. 


A-A1L2 

3 

4234069 

CSP Channel card 



A-A1 

1 




dC09 

A-A1Q2 

50 

2597706 

MSP Data Flow card 

CSIPL 3rd load. 


A-A1P2 

40 

4233686 

MSP Control card 

Go to MAP 1109 to isolate 


A-A1M2 

8 

4234080 

CSP Data Flow card 

the failing card. 


A-A1 

1 




dC10 

A-A1P2 

^9 

4233686 

MSP Control card 

CSIPL 3rd load. 


A*A1Q2 

Em 

2597706 

MSP Data Flow card 

Go to MAP 1110 to isolate 


A-A1M2 

la 

4234080 

CSP Data Flow card 

the failing card. 


A-A1L2 

1 

4234069 

CSP Channel card 



A-A1 

1 




dC12 

A-A1P2 

50 

4233686 

MSP Control card 

CSIPL 3rd load. 


A-A1Q2 

48 

2597706 

MSP Data Flow card 



A-A1M2 

2 

4234080 

CSP Data Flow card 


dC14 

A-A1P2 

60 

4233686 

MSP Control card 

CSIPL 3rd load. 


A-A1Q2 

30 

2597706 

MSP Data Flow card 

Go to MAP 1114 to isolate 


A-A1M2 


4234080 

CSP Data Flow card 

the failing card. 


A-A1 

1 




dC16 

A-A1P2 

60 

4233686 

MSP Control card 

CSIPL 3rd load. 


A-A1Q2 

38 

2597706 

MSP Data Flow card 


dC18 

A-A1P2 

50 

4233686 

MSP Control card 

CSIPL 3rd load. 


A-A1Q2 

48 

2597706 

MSP Data Flow card 


dC20 

A-A1P2 

55 

4233686 

MSP Control card 

CSIPL 3rd load. 


A-A1Q2 

43 

2597706 

MSP Data Flow card 



CIO 


403 


















































SRC 

FRU 

% 

dC22 

A-A1P2 

50 


A-A1Q2 

40 


A-A1M2 

m 


A-A1 

1 

dC24 

A A1Q2 

60 


A-A1P2 

30 


A-A1M2 

7 


A-A1 

1 

dC26 

A-A1P2 

60 


A-A1Q2 

38 

dC28 

AA1Q2 

70 


A-A1P2 

24 


A-A1M2 

3 


A-A1 

1 

dC29 

A-A1Q2 

44 


A-A1P2 

34 


A-A1M2 

20 


A-A1 

1 


dC30 



4234080 


2597706 

4233686 

4234080 


4233686 

2597706 


2597706 

4233686 

4234080 


2597706 

4233686 

4234080 


40 4234069 

30 4234080 

28 4233686 

1 


FRU DESCRIPTION 


MSP Control card 
MSP Data Flow card 
CSP Data Flow card 


MSP Data Flow card 
MSP Control card 
CSP Data Flow card 


MSP Control card 
MSP Data Flow card 


MSP Data Flow card 
MSP Control card 
CSP Data Flow card 


MSP Data Flow card 
MSP Control card 
CSP Data Flow card 


CSP Channel card 
CSP Data Flow card 
MSP Control card 


SERVICE COMMENTS 


CSIPL 3rd load. 

Go to MAP 1122 to isolate 
the failing card. 


CSIPL 3rd loa .1. 

Go to MAP 1 124 to isolate 
the failing card 


CSIPL 3rd load. 


CSIPL 3rd load. 

Go to MAP 1128 to isolate 
the failing card. 


CSIPL 3rd load. 

Go to MAP 1129 to isolate 
the failing card. 


CSIPL 3rd load. 

Go to MAP 1130 to isolate 
the failing card. 


dC31 

A-A1Q2 

A-A1P2 

70 

28 

2597706 

4233686 

MSP Data Flow card 

MSP Control card 

CSIPL 3rd load. 

dC32 

A-A1Q2 

A-A1P2 

70 

28 

2597706 

4233686 

MSP Data Flow card 

MSP Control card 

CSIPL 3rd load. 

dC33 

A-A1P2 
A-A1Q2 
A-A1B4 
A-A1 

40 

40 

17 

1 

4233686 

2597706 

4177025 

MSP Control card 

MSP Data Flow card 

Ctrl Panel Interface cd 

CSIPL 3rd load. 

Go to MAP 1133 to isolate 
the failing card. 

dC34 

A-A1Q2 

A-A1P2 

A-A1M2 

A-A1 

50 

30 

17 

1 

2597706 

4233686 

4234080 

MSP Data Flow card 

MSP Control card 

CSP Data Flow card 

CSIPL 3rd load. 

Go to MAP 1134 to isolate 
the failing card. 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

dC35 

A-A1L2 


4234069 

CSP Channel card 

CSIPL 3rd load. 


A-A1P2 

30 

4233686 

MSP Control card 

Go to MAP 1135 to isolate 


AA1M2 

29 

4234080 

CSP Data Flow card 

the failing card. 

dC36 

A-A1Q2 

70 

2597706 

MSP Data Flow card 

CSIPL 3rd load. 


A-A1P2 

28 

4233686 

MSP Control card 


dC37 

A-A1Q2 

45 

2597706 

MSP Data Flow card 

CSIPL 3rd load. 


A-A1P2 

35 

4233686 

MSP Control card 

Go to MAP 1137 to isolate 


A-A1M2 

18 

4234080 

CSP Data Flow card 

the failing card. 


A-A1 

1 




dC40 

A-A1Q2 

60 

2597706 

MSP Data Flow card 

CSIPL 3rd load. 


A-A1P2 

38 

4233686 

MSP Control card 


dC42 

A-A1Q2 

60 

2597706 

MSP Data Flow card 

CSIPL 3rd load. 


A-A1P2 

38 

4233686 

MSP Control card 


dC44 

A-A1Q2 

60 

2597706 

MSP Data Flow card 

CSIPL 3rd load. 


AA1U2 

30 

4233694 

MSP stor card 128 KB 

If MS is the problem, the 


A-A1P2 

D 

4233686 

MSP Control card 

failure is a 128Kb card. 


A-A1 

1 




dC46 

A-A1P2 

M 

4233686 

MSP Control card 

CSIPL 3rd load. 


A-A1Q2 

ii 

2597706 

MSP Data Flow card 

If MS is the problem, the 


A-A1U2 

10 

4233694 

MSP stor card 128 KB 

failure Is a 128Kb card. 


A-A1M2 

7 

4234080 

CSP Data Flow card 



A-A1 

1 




dC48 

A-A1P2 

60 

4233686 

MSP Control card 

CSIPL 3rd load. 


A-A1Q2 

36 

2597706 

MSP Data Flow card 



A-A1L2 

1 

4234069 

CSP Channel card 

- 


A-A1 

1 




dC50 

A-A1P2 

70 

4233686 

MSP Control card 

CSIPL 3rd load. 


A-A1Q2 

28 

2597706 

MSP Data Flow card 


dC52 

A-A1P2 

70 

4233686 

MSP Control card 

CSIPL 3rd load. 


A-A1Q2 

28 

2597706 

MSP Data Flow card 


dC54 

A-A1P2 

60 

4233686 

MSP Control card 

CSIPL 3rd load. 


A-A1Q2 

38 

2597706 

MSP Data Flow card 


dC56 

A-A1P2 

60 

4233686 

MSP Control card 

CSIPL 3rd load. 


A-A1Q2 

38 

2597706 

MSP Data Flow card 
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SRC 

FRU 

% 

P/N 

dC58 

A-A1Q2 

60 

2597706 


A-A1P2 

38 

4233686 

dC60 

A-A1P2 

50 

4233686 


A-A1Q2 

48 

2597706 

dC62 

A-A1P2 

60 

4233686 


A-A1Q2 

38 

2597706 

dC63 

A-A1P2 

60 

4233686 


A-A1Q2 

38 

2597706 

dC64 

A-A1Q2 

60 

2597706 


A-A1P2 

28 

4233686 


A-A1U2 

10 

4233694 

dC65 

A-A1P2 

60 

4233686 


A-A1Q2 

38 

2597706 

dC66 

A-A1P2 

60 

4233686 


A-A1Q2 

38 

2597706 

dC67 

A-A1Q2 

60 

2597706 


A-A1P2 

38 

4233686 

dC68 

A-A1Q2 

60 

2597706 


A-A1P2 

30 

4233686 


A-A1N2 

5 

2597716 


A-A1M2 

3 

4234080 

dC75 

MS 

73 

4234098 


A-A1Q2 

20 

2597706 


A-A1P2 

5 

4233686 


A-A1 

1 


dC79 

MS 

73 

4234098 


A-A1Q2 

20 

2597706 


A-A1P2 

5 

4233686 


A-A1 

1 


dC81 

A-A1U2 

73 

4233694 


A-A1Q2 

20 

2597706 


A A1P2 

5 

4233686 


A-A1 

1 



FRU DESCRiPTION 

MSP Data Flow card 
MSP Control card 

MSP Control card 
MSP Data Flow card 

MSP Control card 
MSP Data Flow card 

MSP Control card 
MSP Data Flow card 

MSP Data Flow card 
MSP Control card 
MSP stor card 128 KB 

MSP Control card 
MSP Data Flow card 

MSP Control card 
MSP Data Flow card 

MSP Data Flow card 
MSP Control card 

MSP Data Flow card 
MSP Control card 
CSP Stage 2 
CSP Data Flow card 

MSP stor card 128 KB 
MSP Data Flow card 
MSP Control card 

MSP stor card 128 KB 
MSP Data Flow card 
MSP Control card 

MSP stor card 128 KB 
MSP Data Flow card 
MSP Control card 


SERVICE COMMENTS 

CSIPL 3rd load, 

CSIPL 3rd load. 


CSIPL 3rd load. 


CSIPL 3rd load. 


CSIPL 3rd load. A1U,2 is 
128Kb storage card. 


CSIPL 3rd load. 


CSIPL 3rd load. 


CSIPL 3rd load. 


CSIPL 3rd load. 


A1U2 is 128Kb storage 
card. 

CSIPL 3rd load. 

MS = main storage. 

A1U2 is 128Kb storage 
card. 

CSIPL 3rd load. 

MS = mam storage. 

A1U2 is 128Kb storage 
card. 

CSIPL 3rd load. 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

dC82 

AA1Q2 

A-A1P2 

A-A1L2 

A-A1M2 

A-A1 

60 

27 

5 

5 

1 

2597706 

4233686 

4234069 

4234080 

MSP Data Flow card 

MSP Control card 

CSP Channel card 

CSP Data Flow card 

CSIPL 3rd load. 

Go to MAP 1182 to isolate 
the failing card. 

dC83 

MS 

A-A1Q2 

A-A1T2 

A-A1 

74 

24 

1 

1 

4234098 

2597706 

4233694 

MSP stor card 128 KB 
MSP Data Flow card 

MSP stor card 128 KB 

CSIPL 3rd load. If MS is 
the problem, the failing 
card IS a 128Kb storage 
card. MS = mam storage. 

dC84 

MS 

A-A1Q2 

A-A1 

74 

24 

1 

4234098 

2597706 

MSP stor card 128 KB 
MSP Data Flow card 

CSIPL 3rd load. If MS is 
the problem, the failing 
card is a 128Kb storage 
card. MS = main storage. 

dC85 

MS 

A-A1Q2 

74 

25 

4234098 

2597706 

MSP stor card 128 KB 
MSP Data Flow card 

CSIPL 3rd load. If MS is 
the problem, the failing 
card IS a 128Kb storage 
card. MS = main storage. 

dC86 

AA1U2 

AA1Q2 

A-A1 

74 

24 

1 

4233694 

2597706 

MSP stor card 128 KB 
MSP Data Flow card 

A1U2 is 128Kb storage 
card. CSIPL 3rd load. 

dC87 

MS 

A-A1Q2 

A-A1 

74 

24 

1 

4234098 

2597706 

MSP stor card 128 KB 
MSP Data Flow card 

A1U2 Is 128Kb storage 
card. CSIPL 3rd load. 

MS = main storage. 

dC88 

A-A1U2 

A-A1Q2 

A-A1 

74 

24 

1 

4233694 

2597706 

MSP stor card 128 KB 
MSP Data Flow card 

A1U2 is 128Kb storage 
card. CSIPL 3rd load. 

dC89 

MS 

A-A1Q2 

A-A1P2 

A-A1 

73 

20 

5 

1 

4234098 

2597706 

4233686 

MSP stor card 128 KB 
MSP Data Flow card 

MSP Control card 

A1U2 is 128Kb storage 
card. 

CSIPL 3rd load. 

MS = main storage. 

dC92 

MS 

A-A1Q2 

A-A1P2 

A-A1 

73 

20 

5 

1 

4234098 

2597706 

4233686 

MSP stor card 128 KB 
MSP Data Flow card 

MSP Control card 

A1U2 is 128Kb storage 
card. 

CSIPL 3rd load. 

MS = main storage. 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

dC93 

AA1U2 

A-A1Q2 

75 

24 

4233694 

2597706 

MSP stor card 128 KB 
MSP Data Flow card 

A1U2 IS 128Kb storage 
card. CSIPL 3rd load. 

dC96 

MS 

A-A1Q2 

A-A1P2 

A-A1 

73 

20 

5 

1 

4234998 

2597706 

4233686 

MSP stor card 128 KB 
MSP Data Flow card 

MSP Control card 

A1U2 IS 128Kb storage 
card. 

CSIPL 3rd load. 

MS = mam storage. 

dC97 

MS 

A-A1Q2 

A-A1P2 

A-A1 

73 

20 

5 

1 

4234098 

2597706 

423368G 

MSP stor card 128 KB 
MSP Data Flow card 

MSP Control card 

A1U2 IS 128Kb storage 
card. 

CSIPL 3rd load. 

MS = mam storage. 

dC98 

MS 

A-A1Q2 

A-A1P2 

A-A1 

73 

20 

5 

1 

4234098 

2597706 

4233686 

MSP stor card 128 KB 
MSP Data Flow card 

MSP Control card 

A1U2 IS 128Kb storage 
card. 

CSIPL 3rd load. 

MS = mam storage. 

dC99 

MS 

A-A1Q2 
A-A1P2 
A-A1 

73 

20 

5 

1 

4234098 

2597706 

4233686 

MSP stor card 128 KB 
MSP Data Flow card 

MSP Control card 

A1U2 is 128Kb storage 
card. 

CSIPL 3rd load. 

MS = main storage. 

dd01 

A-A1U2 

A-A1Q2 

90 

9 

4233694 

2597706 

MSP stor card 128 KB 
MSP Data Flow card 

128Kb ECC storage card. 

CSIPL 3rd load. 

dd02 

A-A1T2 

99 

4233694 

MSP stor card 128 KB 

128Kb ECC storage card. 

CSIPL 3rd load. 

dd04 

A-A1S2 

99 

4233694 

MSP stor card 128 KB 

128Kb ECC storage card. 

CSIPL 3rd load. 

dd08 

A-A1R2 

99 

4233694 

MSP stor card 128 KB 

128Kb ECC storage card. 

CSIPL 3rd load. 

ddlO 

A-A1Q2 

98 

2597706 

MSP Data Flow card 

CSIPL 3rd load. 

If replacing FRU does not 
correct the problem, check 
to see that the UDT is 
correct 'see MIM 01 -290). 

dd11 

A-A1U2 

A-A1Q2 

55 

45 

4233694 

2597706 

MSP stor card 128 KB 
MSP Data Flow card 

CSIPL 3rd load. A~A1U2 is 
a 128Kb storage card. 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

dd20 

A-A1P2 

98 

4233686 

MSP Control card 

CSIPL 3rd load. 

dd30 

A-A1P2 

49 

4233686 

MSP Control card 

CSiPL 3rd load. 


A-A1Q2 

49 

25977(Ki 

MSP Data Flow card 


dd31 

A-A1Q2 

60 

2597706 

MSP Data Flow card 

A1U2 IS 128Kb storage 


A-A1P2 

25 

4233686 

MSP Control card 

card. CSIPL 3rd load, 


A-A1U2 

‘!4 

4233694 

MSP stor card 128 KB 

TU 51 failed. 

dd40 

A-A1M2 

98 

4234080 

CSP Data Flow card 

CSIPL 3rd load. 


AA1L2 

55 

4234069 

CSP Channel cr rd 

CSIPL 3rd load. 


A-A1Q2 

45 

2597706 

MSP Data Flow card 


dd70 

A-A1M2 

33 

4234080 

CSP Data Flow card 

CSIPL 3rd load. 


A-A1P2 

33 

4233686 

MSP Control card 



A-A1Q2 

33 

2597706 

MSP Data Flow card 


dEXX 





CSIPL 3rd load. 

Test unit XX is not in 
the load module. 

Go to MAP 0105, Entry 

Point A. 

dF91 

A-A1C2/ 

90 

2597702 

adapter A card 21 ED 

This code is generated 


A-A2C2 


2597702 

adapter A card 21 ED 

when a severe file/adapter 




2437374 

adapter A card 10SR 

error occurs while loading 

DCP from Disk. 

9700A for 10SR Disk; 


Drive A 

10 



9500A for 21 ED Disk. 

dF92 

A-A1E2/ 

A-A2E2 

80 

2462228 

Data stor adapter 1 cd 

This code is generated 
when a DSA error occurs 
when loading DCP from Disk 
970CA for 10SR Disk; 



Drive A 

10 



9500A for21ED Disk. 

dF93 

A-A1C2/ 

90 

2597702 

adapter A card 21 ED 

This code is generated 


A-A2C2 


2597702 

adapter A card 21 ED 

when a Interrupt Timeout 




2437374 

adapter A card 10SR 

occurs while loading DCP 
from disk. 

9700A for 10SR Disk; 


Drive A 

10 



9500A for 21 ED Disk. 
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SRC FRU 


dFFA 


% P/N 


FRU DESCRIPTION 


dFFb 



dFFC A-A1E2/ 
A-A2E2 


1 2462228 Data stor adapter 1 cd 


oFFd 



E002 A-A1M2 5 
A-A1N2 5 


E004 A-A1M2 5 
A-A1N2 5 


2597736 CSP Panel Ctrl Cd Stg 2 


2597736 CSP Panel Ctrl Cd Stg 2 

2597716 CSP Stage 2 


2597736 CSP Panel Ctrl Cd Stg 2 
2597716 CSP Stage 2 


SERVICE COMMENTS 

CSIPL 3rd load. 

MSP cannot be 
initialized w.th input 
option FFOO. 


CSIPL 3rd load. 
Configure error class. 
Co to MAP 0105, Entry 
Point A. 


CSIPL 3rd load. 

This code is generated 
when an erro"" which can 
not be identified occurs 
while loading DCP from 
disk or diskette. 

Go to MAP 0105, Entry 
Point A. 


CSIPL 3rd load. MSP TU CS 
length too much. 

Go to MAP 0105, Entry 
Point A. 


CSIPL 3rd load. Not a 
valid MSP MDI rule found. 
Go to MAP 0105, Entry 
Point A. 


CSIPL 3rd load. 
Unknovjn error condition 
while running MSP IPL 
diagnostics. 


Code problem on panel 
processor card. 


Bad parity from C " ■'SS. 


CSP/SS won'’t stop. 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

E011 

AA1M2 

70 

2597736 

CSP Panel Ctrl Cd Stg 2 

PCB bit (s) or PCB strobe 


A-A1N2 

30 

2597716 

CSP Stage 2 

grounded. 

E012 

A-A1M2 

50 

2597736 

CSP Panel Ctrl Cd Stg 2 

CSP/SS bus bit(s) or 


AA1N2 

50 

2597716 

CSP Stage 2 

parity bit(s) grounded. 

E013 

A-A1M2 

50 

2597736 

CSP Panel Ctrl Cd Stg 2 

CSP/SS bus bids), PCB 


A-A1N2 

50 

2597716 

CSP Stage 2 

bit(s) or parity bit(s) 
floating. 

E014 

A-A1N2 

80 

2597716 

CSP Stage 2 

Storage error at location 


A-A1M2 

20 

2597736 

CSP Panel Ctrl Cd Stg 2 

"0000". 

E015 

A-A1N2 

30 

2597716 

CSP Stage 2 

CSP IS stopped or proc chk 


A-A1M2 

10 

2597736 

CSP Panel Ctrl Cd Stg 2 

IS active or not on mam 


A-A1H2 

10 

4177036 

WSC Base card 16 KW 

pgm level. 




4177038 

WSC card 48 KW 





4237136 

WSC card 64 KW 





2597763 

WSC card 84 KW 



A-A1E2/ 

A-A2E2 

10 

2462228 

Data stor adapter 1 cd 



A-A3S2 

10 

4177036 

Controller card 16 KW 





4177037 

Controller card 32 KW 





4237136 

Ctrir cd 64KW stage 2 





2597763 

Ctrir cd 64KW stage 2 



A-A3P2 

10 

4237136 

ELCA control card 





2597763 

ELCA control card 



A-A1L2 

10 

4234069 

CSP Channel card 



A-A2J2 

10 

4237136 

Data stor Ctrl card 





2597763 

Data stor Ctrl card 





2597727 

DS Pass-Thru card 


E016 

A-A‘3M2 

80 

2597716 

CSP Stage 2 

CSP is active or proc chk 


A-A1M2 

20 

2597736 

CSP Panel Ctrl Cd Stg 2 

is active or MAR is not 
"0000". 

E017 

A-A1N2 

80 

2597716 

CSP Stage 2 

CSP is active or proc chk 


A-A1M2 

20 

2597736 

CSP Panel Ctrl Cd Stg 2 

is active or not on main 
pgm level. 

E018 

A-A1M2 

il 

2597736 

CSP Panel Ctrl Cd Stg 2 

Check/Run is floating. 


A-A1N2 

m 

2597716 

CSP Stage 2 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

E019 

A-A1M2 

A-A1E2/ 

A-A2E2 

Cross¬ 

over 

Cables 

40 

40 

20 

2597736 

2462228 

CSP Panel Ctrl Cd Stg 2 
Data stor adapter 1 cd 

IMPL cycle or IMPL disk/ 
diskette is grounded. 

E020 

A-A1N? 

AA1M2 

80 

20 

2597716 

2597736 

CSP Stage 2 

CSP Panel Ctrl Cd Stg 2 

Unable to load MCMAB. 

E080 

A-A1N2 

99 

2597716 

CSP Stage 2 

Unconditional branch 
failed. 

Module 1. 

E081 

A-A1N2 

99 

2597716 

CSP Stage 2 

Conditional branch failed. 

Module 2. 

E082 

AA1N2 

99 

2597716 

CSP Stage 2 

Branch and link failed. 

Module 3. 

E083 

A-A1N2 

99 

2597716 

CSP Stage 2 

TM instruction failed. 

Module 4. 

E084 

A-A1N2 

99 

2597716 

CSP Stage 2 

HI/LO work register 
selection failed. 

Module 5. 

E085 

A-A1N2 

99 

2597".6 

CSP Stage 2 

Cl instruction failed. 

Module 6. 

E086 

A-A1N2 

99 

2597716 

CSP Stage 2 

SI instruction failed. 

Module 7. 

E087 

A-A1N2 
A-A1 M2 

90 

9 

2597716 

2597736 

CSP Stage 2 

CSP Panel Ctrl Cd Stg 2 

One byte logical 
instruction failed. 

Module 8. 

E088 

A-A1N2 

99 

2597716 

CSP Stage 2 

One byte arithmetic 
instruction failed. 

Module 9. 

E089 

■ 

99 

259771b 

CSP Stage 2 

Two byte logical 
instruction failed. 

Module 10. 
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SRC FRU % P/N FRU DESCRIPTION SERVICE COMMENTS 

E08A A-A1N2 99 2597716 CSP Stage 2 Two byte arithmetic 

instruction failed. 

Module 11. 

r=08C A-A1N2 99 2597716 CSP Stage 2 pTex branch failed. 

Module 12 

E08E A-A1N2 99 2597716 CSP Stage 2 Hex move failed. 

Module 13. 

E08F A-A1N2 99 2597716 CSP Stage 2 I Initialization of ow 32Kb 

of memory failed. 

Module 14. 

E090 A-A1N2 99 2597716 CSP Stage 2 Memory test of high 32Kb 

of memory failed. 

Module 15. 

E091 A-A1N2 99 2597716 CSP Stage 2 Write of low 32Kb of 

memory to high 32Kb of 
memory failed. 

Module 15. 

E092 A-A1N2 190 2597716 CSP Stage 2 Memory test of low 32Kb of 

A-A1M2 10 2597736 CSP Panel Ctrl Cd Stg 2 

Module 15. 

E093 A-A1N2 99 2597716 CSP Stage 2 Vy/rite of high 32Kb of 

memory to low 32Kb of 
memory failed. 

Module 15. 

E094 A-A1N2 99 2597716 CSP Stage 2 Base plus displacement 

instruction failed or bar 
bit wrong. 

Module 16. 

E095 A-A1N2 99 2597716 CSP Stage 2 Read or write of word to 

or from storage failed. 
Module 17. 


D02 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

E096 

A-A1N2 

99 

2597716 

CSP Stage 2 

Read or write of byte to 
or ^rom storage or bar bit 
wrong. 

Module 17. 

E097 

A-A1N2 

99 

2597716 

CSP Stage 2 

Load from control store 
direct area failed. 

Module 17. 


E098 

A-A1N2 

99 

2597716 

CSP Stage 2 

Load or sense of channel 
register failed. 

Module 1b 


E099 

A-A1N2 

10 

2597716 

CSP Stage 2 

Channel DBO/DBI bits 


A-A1H2 

10 

4177036 

WSC Base card 16 KW 

wrong. Go lo MAP 0190, 




4177038 

WSC card 48 KW 

Entry Point A to isolate 

FRU 




4237136 

WSC card 64 KW 

Module 18. 




2597763 

WSC card 64 KW 



A-A1E2/ 

A-A2E2 

10 

2462228 

Data stor adapter 1 cd 



A-A2S2 

10 

4177002 

Print adapter cd 3262 



A-A2T2 

10 

4177009 

Print State Seq card 



A A1K2 

10 

4177000 

SLCA Comm card 



A-A3S2 

10 

4177036 

Controller card 16 KW 





4177037 

Controller card 32 KW 





4237136 

Ctrir cd 64KW stage 2 





2597763 

Ctrir cd 64KW stage 2 



A-A3P2 

10 

4237136 

ELCA control card 





2597763 

ELCA control card 



A-A1L2 

10 

4234069 

CSP Channel card 



A-A2N2 

1 

8528166 

adapter card 1255 



A-A1 M2 

1 

2597736 

CSP Panel Ctrl Cd Stg 2 



X-over 

Term 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

E09A 

A-A1N2 

10 

2597716 

CSP Stage 2 

Channel tag bits or ARS 


A-A1H2 

10 

4177036 

WSC Base card 16 KW 

bits wrong. Go to MAP 




4177038 

WSC card 48 KW 

0190, Entry Point A to 
isolate FRU. 




4237136 

WSC card 64 KW 

Module 18. 




2597763 

WSC card 64 KW 



A-A1E2/ 

A-A2E2 

10 

2462228 

Data stor adapter 1 cd 



A-A3S2 

10 

4177036 

Controller card 16 KW 





4177037 

Controller card 32 KW 





4237136 

Ctrir cd 64KW stage 2 





2597763 

Ctrir cd 64KW stage 2 



A-A3P2 

10 

4237136 

ELCA control card 





2597763 

ELCA control card 



A-A1L2 

10 

4234069 

CSP Channel card 



A-A2J2 

10 

4237136 

Data stor Ctrl card 





2597763 

Data stor Ctrl card 





2597727 

DS Pass-Thru card 



A-A1l\/!2 

1 

2597736 

CSP Panel Ctrl Cd Stg 2 



X-over 

10 




E09C 

A-A1iM2 

99 

2597716 

CSP Stage 2 

Software set mach chk 
interrupt failed. 

Module 18. 


E09E 

A-A1N2 

99 

2597716 

CSP Stage 2 

Disable checks failed. 

Module 18. 


D04 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

E09F 

AA1N2 

20 

2597716 

CSP Stage 2 

Force MC interrupr through 


AA1I\/I2 

10 

2597736 

CSP Panel Ctrl Cd Stg 2 

device addr which is not 


A-A1E2/ 

10 

2462228 

Data stor adapter 1 cd 

valid failed or enable 
checks failed. 


A-A2E2 




Module 18. 


A-A2S2 

10 

4177002 

Print adapter cd 3262 



A-A2T2 

10 

4177009 

Print State Seq card 

The channel terminator 


A-A1K2 

10 

4177000 

SLCA Comm card 

card may be in one of 4 


A-A3S2 

10 

4177036 

Controller cai d 16 KW 

different locations 

riepRnriing nn systRm 




4177037 

Controller card 32 KW 

configuration. A-A1B3, 




4237136 

Ctrir cd 64KW stage 2 

A-A2U3, A-A3U3 or A-a3U4. 




2597763 

Ctrir cd 64KW stage 2 

Term card P/N 4234073. 


A-A3P2 

10 

4237136 

ELCA control card 





2597763 

ELCA control card 



A-A1L2 

10 

4234069 

CSP Channel card 



A-A2N2 

1 

8528166 

adapter card 1255 



A-A1H2 

1 

4177036 

WSC Base card 16 KW 





4177038 

WSC card 48 KW 





4237136 

WSC card 64 KW 





2597763 

WSC card 64 KW 



X-over 






Term 





EOAO 

A-A1N2 

99 

2597716 

CSP Stage 2 

Force MC interrupt through 






LSR parity check failed. 






Module 18. 

EOA1 

A-A1N2 

99 

2597716 

CSP Stage 2 

Force MC interrupt through 






storage parity check 






failed. 






Module 18. 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

E0A2 

A-A1N2 

10 

2597716 

CSP Stage 2 

Channel tag interrupt 


A-A1H2 

10 

4177036 

WSC Base card 16 KW 

requests wrong. Go to 




4177038 

WSC card 48 KW 

MAP 0190, Entry Point A to 
isolate FRU. 




4237136 

WSC card 64 KW 

Module 19. 




2597763 

WSC card 64 KW 



A-A1E2/ 

A-A2E2 

10 

2462228 

Data stor adapter 1 cd 



A-A2S2 

10 

4177002 

Print adapter cd 3262 



A-A2J2 

10 

4237136 

Data stor Ctrl card 

1 




2597763 

Data stor Ctrl card 





2597727 

DS Pass-Thru card 



A-A1K2 

10 

4177000 

SLCA Comm card 



A-A3S2 

10 

4177036 

Controller card 16 KW 





4177037 

Controller card 32 KW 





4237136 

Ctrlr cd 64KW stage 2 





2597763 

Ctrir cd 64KW stage 2 



A-A3P2 

10 

4237136 

ELCA control card 





2597763 

ELCA control card 



A-A1L2 

10 

4234069 

CSP Channel card 



A-A2N2 

1 

8528166 

adapter card 1255 



X-over 

A-A1M2 


2597736 

CSP Panel Ctrl Cd Stg 2 


E0A3 

A-A1N2 

99 

2597716 

CSP Stage 2 

Interrupt level 5 
structure test failed or 
enable interrupts failed. 

Module 19. 

E0A4 

A-A1N2 

99 

2597716 

CSP Stage 2 

Disable interrupts failed. 

Module 20. 

E0A5 

A-A1N2 

99 

2597716 

CSP Stage 2 

One of interrupt 1 through 

4 failed. 

Module 20. 

E0A6 

A-A1N2 

99 

2597716 

CSP Stage 2 

Load/sense of run control 
byte failed. 

Module 21. 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

E0A7 

A-A1N2 

99 

2597716 

CSP Stage 2 

Clearing of LSRs failed 
(move register 
instruction). 

Module 22, 

E0A8 

A-A1N2 

20 

2597716 

CSP Stage 2 

Self test complete in CSP 


A-A1M2 

20 

2597736 

CSP Panel Ctrl Cd Stg 2 

but failure to continue 

IPL. 


A-A1H2/ 

5 

4177036 

WSC Base card 16 KW 




4177038 

WSC card 48 KW 





4237136 

WSC card 64 KW 





2597763 

WSC card 64 KW 



A-A1E2/ 

A-A2E2 

5 

2462228 

Data stor adapter 1 cd 



A-A2S2 

5 

4177002 

Print adapter cd 3262 



A-A2J2 

5 

4237136 

Data stor Ctrl card 





2597763 

Data stor Ctrl card 





2597727 

DS Pass-Thru card 



A-A1K2 

5 

4177000 

SLCA Comm card 



A-A3S2 

5 

4177036 

Controller card 16 KW 





4177037 

Controller card 32 KW 





4237136 

Ctrir cd 64KW stage 2 





2597763 

Ctrir cd 64KW stage 2 



A-A3P2 

5 

4237136 

ELCA control card 





2597763 

ELCA control card 



A-A1L2 

5 

4234069 

CSP Channel card 



A-A2N2 

1 

8528166 

adapter card 1255 


E100 

A-A1M2 

36 

4234080 

CSP Data Flow card 

A failure ocr^urred 


A-A1N2 

25 

8248087 

CSP stor card 32 KW 

before load routine 09. 




4234097 

CSP stor card 32 kw Ec 



A-A1L2 

25 

4234069 

CSP Channel card 



A-A1Q2 

12 

2597706 

MSP Data Flow card 



A-A1P2 

2 

4233686 

MSP Control card 


E109 

A-A1M2 

90 

4234080 

CSP Data Flow card 

CSP diagnostics test 


A-A1N2 

10 

8248087 

CSP stor card 32 KW 

LAI-DEC by 1. 




4234097 

CSP stor card 32 kw Ec 


Elio 

A-A1M2 

90 

4234080 

CSP Data Flow card 

CSP diagnostics test 


A-A1N2 

10 

8^48087 

CSP stor card 32 KW 

LAI-INC by 1. 




4234097 

CSP stor card 32 kw Ec 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

E111 

A-A1M2 

90 

4234080 

CSP Data Flow card 


A-A1N2 

10 

8248087 

4234097 

CSP stor card 32 KW 
CSP stor card 32 kw Ec 

E112 

A-A1M2 

90 

4234080 

CSP Data Flow card 


A-A1N2 

10 

8248087 

4234097 

CSP stor card 32 KW 
CSP stor card 32 kw Ec 

E113 

A-A1 M2 

90 

4234080 

CSP Data Flow card 


A-A1N2 

10 

8248087 

4234097 

CSP stor card 32 KW 
CSP stor card 32 kw Ec 

E114 

A-A1M2 

90 

4234080 

CSP Data Flow card 


A-A1N2 

10 

8248087 

4234097 

CSP stor card 32 KW 
CSP stor card 32 kw Ec 

E115 

A-A1M2 

90 

4234080 

CSP Data Flow card 


A-A1N2 

10 

8248087 

4234097 

CSP stor card 32 KW 
CSP stor card 32 kw Ec 

E116 

A-A1 M2 

80 

4234080 

CSP Data Flow card 


A-A1N2 

20 

8248087 

4234097 

CSP stor card 32 KW 
CSP stor card 32 kw Ec 

E117 

A-A1M2 

90 

4234080 

CSP Data Flow card 


A-A1N2 

10 

8248087 

4234097 

CSP stor card 32 KW 
CSP stor card 32 kw Ec 

E118 

A-A1 M2 

30 

4234080 

CSP Data Flow card 


A-A1N2 

20 

8248087 

4234097 

CSP stor card 32 KW 
CSP stor card 32 kw Ec 

E119 

A-A1L2 

50 

4234069 

CSP Channel card 


A-A1 M2 

50 

4234080 

CSP Data Flow card 

E120 

A-A1 M2 

50 

4234080 

CSP Data Flow card 


A-A1L2 

50 

4234069 

CSP Channel card 

E121 

A-A1M2 

90 

4234080 

CSP Data Flow card 


A-A1N2 

10 

8248087 

4234097 

CSP stor card 32 KW 
CSP stor card 32 kw Ec 


SERVICE COMMENTS 

CSP diagnostics test 
LA2-DEC by 1. 

CSP diagnostics add reg 
LA2 2 bytes 1 byte. 


CSP diagnostics add reg 
LA2 2 bytes. 


CSP diagnostics subtract 
regs - LA2 2 bytes. 


CSP diagnostics storage 
direct - read L. 


CSP diagnostics storage 
direct - write ST. 


CSP diagnostics - 'oad 
register from control 
store. 

CSP diagnostics reg to 
control store STC. 


CSP diagnostics. Sense and 
load channel register, 
sense CEB. 

CSP diagnostics. Reset, 
load, sense PCR. 

CSP diagnostics subtract 
Irnm SI. 


D08 


419 




































































SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

E122 

A-A1M2 

A-A1N2 

90 

10 

4234080 

8248087 

4234097 

CSP Data Flow card 

CSP stor card 32 KW 

CSP stor card 32 kw Ec 

CSP diagnostics inc reg 
by 1 LA2, 2 bytes. 

E123 

A-A1M2 

A-A1N2 

90 

10 

4234080 

8248087 

4234097 

CSP Data Flow card 

CSP stor card 32 KW 

CSP stor card 32 kw Ec 

CSP diagnostics or regs 

LAI, 1 bvte. 

E124 

A-A1IVI2 

A-A1N2 

90 

10 

4234080 

8248087 

4234097 

CSP Data Flow card 

CSP stor card 32 KW 

CSP stor card 32 kw Ec 

CSP diagnostics and regs 

LAI, 1 byte. 

E125 

A-A1M2 

A-A1I\I2 

90 

10 

4234080 

8248087 

4234097 

CSP Data Flow card 

CSP stor card 32 KW 

CSP stor card 32 kw Ec 

CSP diagnostics shift left 
logical LAI, 1 byte. 


420 

D09 






























SRC 

FRU 

% 

1 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

E190 

A-A1L2 

30 

4234069 

CSP Channel card 

A failure occurred while 


AA1H2 

30 

4177036 

WSC Base card 16 KW 

loading the CSIPL load 2 




4177038 

WSC card 48 KW 

tests. 

A bad channel terminator 




4237136 

WSC card 64 KW 

card can cause this 




2597763 

WSC card 64 KW 

problem. Depending on the 


A-A1M2 

20 

4234080 

CSP Data Flow card 

system configuration, the 


A-A1N2 

9 

8248087 

CSP stor card 32 KW 

terminator card can be in 




4234097 

CSP stor card 32 kw Ec 

one of 4 locations -- 
A1B5, A2U3, A3U3 or A3U4 


A-A2K2 

1 

2462228 

Data Stor Adapter 2 cd 

(p/n 4234073). 


A-A2J2 

1 

4237136 

Data stor Ctrl card 





2597763 

Data stor Ctrl card 





2597727 

DS Pass-Thru card 



AA2E2 

1 

2462228 

Data stor adapter 1 cd 



A-A1E2 

1 

2462228 

Data stor adapter 1 cd 



A-A1C2/ 

1 

2597702 

adapter A card 21 ED 



A-A2C2 


2E97702 

adapter A card 21 ED 





2437374 

adapter A card 10SR 



A-A1D2/ 

1 

2597702 

adapter B card 21 ED 



A-A2D2 


2597702 

adapter B card 21 ED 





2437374 

adapter B card 10SR 



A-A2C4 

1 

2437374 

adapter C card 10SR 



A-A2D4 

1 

2437374 

adapter D card 10SR 



A-A2S2 

1 

4177002 

Print adapter cd 3262 



A-A2T2 

1 

4177009 

Print State Seq card 

1 F-xxxx = Disk Drive A 


A A2N2 

1 

8528166 

adapter card 1255 



A-A3S2 

1 

4177036 

Controller card 16 KW 





4177037 

Controller card 32 KW 





4237136 

Ctrir cd 64KW stage 2 





2597763 

Ctrir cd 64KW stage 2 



A-A3P2 

1 

4237136 

ELCA control card 





2597763 

ELCA control card 



A-A1K2 

1 

4177000 

SLCA Comm card 



AA3F2 

1 





A-A3G2 

1 

2777417 

Preload card 



A-A3H2 

1 





A-A3J2 

1 





A-A3K2 

1 





A-A3L2 

1 

5864683 

X.21 card 





5864668 

EIA card 





8527032 

DDSA card 





8564508 

1200 Sw US card 



DIO 


421 













SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

E191 

A-A1C2/ 

A-A2C2 

Drive A 

90 

10 

2597702 

2597702 

2437374 

adapter A card 21 ED 
adapter A card 21 ED 
adapter A card 10SR 

This code is generated 
when a severe file/adapter 
error occurs while 
attempting a CSIPL Load 2 
from disk. 

9700 for 10SR Disk; 

9500 for 21 ED Disk. 

E192 

A-A1E2/ 

A-A2E2 

Drive 

80 

10 

2462228 

Data stor adapter 1 cd 

This code is generated 
when a DSA error occurs 
when attempting a CSIPL 

Load 2 from disk. 

9700 for 10SR Disk: 

9500 for 21 ED Disk. 

El 93 

A-A1C2/ 

A-A2C2 

Drive A 

A-A1D2/ 

A-A2D2 

A-A1E2/ 

A-A2E2 

60 

10 

10 

10 

2597702 

2597702 

2437374 

2597702 

2597702 

2437374 

2462228 

adapter A card 21 ED 
adapter A card 21 ED 
adapter A card 10SR 

adapter B card 21 ED 
adapter B card 21 ED 
adapter B card 10SR 

Data stor adapter 1 cd 

This code is generated 
wnen an Interrupt Timeout 
occurs when attempting a 

CSIPL Load 2 from disk. 

9700 for 10SR Disk; 

9500 for 21 ED Disk. 

E226 

A-A1M2 

A-A1N2 

90 

10 

4234080 

8248087 

4234097 

CSP Data Flow card 

CSP stor card 32 KW 

CSP stor card 32 kw Ec 

CSP diagnostics X or LAI, 

1 byte. 

E227 

A-A1 M2 
A-A1N2 

90 

10 

4234080 

8248087 

4234097 

CSP Data Flow card 

CSP stor card 32 KW 

CSP stor card 32 kw Ec 

CSP diagnostics and comp- 
NCR LAI, 1 byte. 

E228 

A-A1 M2 
A-A1N2 

90 

10 

4234080 

8248087 

4234097 

CSP Data Flow card 

CSP stor card 32 KW 

CSP stor card 32 kw Ec 

CSP diagnostics or comp- 
OCR LAI, 1 byte. 

E229 

A-A1 M2 
A-A1N2 

90 

10 

4234080 

8248087 

4234097 

CSP Data Flow card 

CSP stor card 32 KW 

CSP stor card 32 kw Ec 

CSP diagnostics add reg - 
AR LAI, 1 byte. 


422 


Dll 










































SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

E230 

A-A1M2 

90 

4234080 

CSP Data Flow card 

CSP diagnostics sub reg - 


AA1N2 

in 

8248087 

4234097 

CSP stor card 32 KW 

CSP stor card 32 kw Ec 

SR LAI. 1 byte. 

E231 

A-A1IVi2 

90 

4234080 

CSP Data Flow card 

CSP diagnostics add reg 


A-A1N2 

10 

8248087 

4234097 

CSP stor card 32 KW 

CSP stor card 32 kw Ec 

with carry - ACYR LAI, 1 
byte. 

E232 

A-A1M2 

90 

4234080 

CSP Data Flow card 

CSP diagnostics, sub reg 


A-A1N2 

10 

8248087 

4234097 

CSP stor card 32 KW 

CSP stor card 32 kw Ec 

with borrow - SCYR LAI, 1 
byte. 

E236 

A-A1M2 

90 

4234080 

CSP Data Flow card 

CSP diagrnstics XR LA2, 


A-A1N2 

10 

8248087 

4234097 

CSP stor card 32 KW 

CSP stor card 32 kw Ec 

2 byte. 

E237 

A-A1IVI2 

90 

4234080 

CSP Data Flow card 

CSP diagnostics or LA2, 


A-A1N2 

10 

8248087 

4234097 

CSP stor card 32 KW 

CSP stor card 32 kw Ec 

2 byte. 

E238 

A-A1M2 

90 

4234080 

CSP Data Flow card 

CSP diagnostics and reg 


A-A1N2 

10 

8248087 

4234097 

CSP stor card 32 KW 

CSP stor card 32 kw Ec 

LA2, 2 byte. 

E239 

A-A1M2 

90 

4234080 

CSP Data Flow card 

CSP diagnostics NCR LA2, 


A-A1N2 

10 

8248087 

4234097 

CSP stor card 32 KW 

CSP stor card 32 kw Ec 

2 byte. 

E240 

A-A1M2 

90 

4234080 

CSP Data Flow card 

CSP diagnostics OCR LA2, 


A-A1N2 

10 

8248087 

4234097 

CSP stor card 32 KW 

CSP stor card 32 kw Ec 

2 byte. 

E241 

A-A1M2 

90 

4234080 

CSP Data Flow card 

CSP diagnostics SLLD LA2, 


A-A1N2 

10 

8248087 

4234097 

CSP stor card 32 KW 

CSP stor card 32 kw Ec 

2 byte. 

E242 

A-A1M2 

90 

4234080 

CSP Data Flow card 

CSP diagnostics sub reg - 


A-A1N2 

10 

8248087 

4234097 

CSP stor card 32 KW 

CSP stor card 32 kw Ec 

SR LA2, 2 byte. 


E243 A-A1IVI2 
A-A1N2 


90 

10 


4234080 

8248087 

4234097 


CSP Data Flow card 
CSP stor card 32 KW 
CSP stor card 32 kw Ec 


CSP diagnostics SCYR LA2, 
2 byte. 

























































SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

E244 

A-A1M2 

90 

4234080 

CSP Data Flow card 

CSP diagnostics ACYR LA2, 


A-A1N2 

10 

8248087 

CSP stor card 32 KW 

2 byte. 




4234097 

CSP stor card 32 kw Ec 


E245 

A-A1M2 

90 

4234080 

CSP Data Flow card 

CSP diagnostics hex move. 


A<A1N2 

10 

8248087 

CSP stor card 32 KW 





4234097 

CSP stor card 32 kw Ec 


E246 

A-A1N2 

50 

8248087 

CSP stor card 32 KW 

CSP diagnostics hex branch 




4234097 

CSP stor card 32 kw Ec 

using numeric & zone field 


A-A1M2 

50 

4234080 

CSP Data Flow card 

or register. 

E247 

A-A1M2 

90 

4234080 

CSP Data Flow card 

CSP diagnostics SRL/SRLD. 


A-A1N2 

10 

8248087 

CSP stor card 32 KW 





4234097 

CSP stor card 32 kw Ec 


E248 

A-A1M2 

il 

4234080 

CSP Data Flow card 

Control storage. Direct 


A-A1N2 

m 

8248087 

CSP stor card 32 KW 

storage test. 



m 

4234097 

CSP stor card 32 kw Ec 


E249 

A-A1M2 

90 

4234080 

CSP Data Flow card 

CSP diagnostics move reg. 


A-A1N2 

10 

8248087 

CSP stor card 32 KW 





4234097 

CSP stor card 32 kw Ec 


E250 

A-A1M2 

90 

4234080 

CSP Data Flow card 

CSP diagnostics ZAR LAI, 


A-A1N2 

10 

8248087 

CSP stor card 32 KW 

1 byte. 




4234097 

CSP stor card 32 kw Ec 


E251 

A-A1M2 

90 

4234080 

CSP Data Flow card 

CSP diagnostics MPLF GO, 


A-A1N2 

10 

8248087 

CSP stor card 32 KW 

YO ser reg. 




4234097 

CSP stor card 32 kw Ec 


E253 

A-A1M2 

90 

4234080 

CSP Data Flow card 

CSP diagnostics MPLF flag 


A-A1N2 

10 

8248087 

CSP stor card 32 KW 

sense PCB, PEB. 




4234097 

CSP stor card 32 kw Ec 



424 


DI3 




















































SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

E255 

AML2 

A-A1M2 

A-A1N2 


4234069 

4234080 

8248087 

4234097 

CSP Channel card 

CSP Data Flow card 

CSP stor card 32 KW 

CSP stor card 32 kw Ec 

I/O docks test. Before 
replacing any of these 
cards, ensure the DDT 
entry for control store 
type matches the storage 
type and the storage type 
jurnpei on the A1 M2 ca^H is 
correct. 

E256 

A-A1M2 

A-A1N2 

90 

10 

4234080 

8248087 

4234097 

CSP Data Flow card 

CSP stor card 32 KW 

CS^ jtor card 32 kw Ec 

CSP d,agnostics bank sel 
reg test. 

E257 

A-A1L2 
A-A1M2 
A-A1B4 

m 

4234069 

4234080 

4177025 

CSP Channel card 

CSP Data Flow card 

Ctrl Panel Interface cd 

Not valid control storage 
address check. Before 
replacing any of these 
cards, ensure the DDT 
entry for control store 
type matches the storage 
type and the storage type 
jumper on the A1 M2 card is 
correct. 

E259 

A-A1M2 

AA1L2 

60 

40 

4234080 

4234069 

CSP Data Flow card 

CSP Channel card 

Force SAR P check, X reg P 
check, CS SAR check. 

E260 

A-A1M2 

A-A1N2 

50 

50 

4234080 

8248087 

4234097 

CSP Data Flow card 

CSP stor card 32 KW 

CSP stor card 32 kw Ec 

Force X reg P check, SDR 

P check, MOR reg P check 

E261 

A-A1N2 

A-A1M2 

50 

50 

8248087 

4234097 

4234080 

CSP stor card 32 KW 

CSP stor card 32 kw Ec 
CSP Data Flow card 

Force not valid device 
address check and sys bus 
parity check. 

E263 

A-A1M2 

A-A1N2 

90 

10 

4234080 

8248087 

4234097 

CSP Data Flow card 

CSP stor card 32 KW 

CSP stor card 32 kw Ec 

CSP diagnostics CS block 
test. 

E264 

A-A1IV12 

A-A1N2 

90 

10 

4234080 

8248087 

4234097 

CSP Data Flow card 

CSP stor card 32 KW 

CSP stor card 32 kw Ec 

CSP diagnostics CS test. 


425 

DI4 













































SRC 

I 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

E281 

A-A1N2 

AA1 M2 


8248087 

4234097 

4234080 

CSP stor card 32 KW 

CSP stor card 32 kw Ec 
CSP Data Flow card 

CSP diagnostics LCH and 

STCH 

E282 

A-A1M2 

1 

4234080 

CSP Data Flow card 

CSP diagnostics CS test 

LAI/LA2 

E283 

A-A1M2 

39 

4234080 

CSP Data Flow card 

CSP diagnostics hr 
extended - BX 

E284 

A-A1M2 

99 

4234080 

CSP Data Flow card 

CSP diagnostics BALX 

E285 

A-A1M2 

1 

99 

4234080 

CSP Data Flow card 

CSP diagnostics Compare 
reg LAI /LA2. 

E286 

A-A1M2 

99 

4234080 

CSP Data Flow card 

CSP diagnostics DEC reg 
LA1/LA2. 

E287 

A-A1M2 

A-A1N2 

50 

50 

4234080 

8248C87 

4234097 

CSP Data Flow card 

CSP stor card 32 KW 

CSP stor card 32 kw Ec 

CSP diagnostics fast 1 
fetch ECC mem only. 

E288 

AA1M2 

A-A1N2 

90 

10 

4234080 

8248087 

4234097 

CSP Data Flow card 

CSP stor card 32 KW 

CSP stor card 32 kw Ec 

CSP diagnostics base 
disp. 

E289 

A-A1M2 

A-A1N2 

50 

50 

4234080 

8248087 

4234097 

CSP Data Flow card 

CSP stor card 32 KW 

CSP stor card 32 kw Ec 

CSP diagnostics error 
correction ECC mem only. 


426 


DI5 






















































SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

E290 

A-A1L2 

30 

4234069 

CSP Channel card 

A failure occurred while 


A-A1H2 

30 

4177036 

WSC Base card 16 KW 

loading the CSIPL load 3 




4177038 

WSC card 48 KW 

tests. 

MAP 0121 will isolate 




4237136 

WSC card 64 KW 

the failing FRU. Go to 




2597763 

WSC card 64 KW 

MAP 0105, Entry Point G. 


A-A1M2 

20 

4234080 

CSP Data Flow card 



A-A1N2 

9 

8248087 

CSP stor card 32 KW 

The channel terminator 


A-A2K2 


4234097 

CSP stor card 32 kw Ec 

card can cause this SRC. 

It may be in one of 4 


1 

2462228 

Data SkOr Adapter 2 cd 

different locations, 


A-A2J2 

1 

4237136 

Data stor ctr! card 

depending on the system 




2597763 

Data stor Ctrl card 

configuration. A-A1B3, 




2597727 

DS Pass-Thru card 

A-A2U.3, A-A3U3 or A-A3U4. 


A-A2E2 

1 

2462228 

Data stor adapter 1 cd 

Term card P/N 4234073. 


A-A1E2 

1 

2462228 

Data stor adapter 1 cd 



A-A1C2/ 

1 

2597702 

adapter A card 21 ED 



A-A2C2 

1 

2597702 

adapter A card 21 ED 





2437374 

adapter A card 10SR 



A-A1D2/ 

1 

2597702 

adapter B card 21 ED 



A-A2D2 

1 

2597702 

adapter B card 21 ED 





2437374 

adapter B card 10SR 



A-A2S2 

1 

4177002 

Print adapter cd 3262 



A-A2T2 

1 

4177009 

Print State Seq card 



A-A2N2 

1 

8528166 

adapter card 1255 



A-A3S2 

1 

4177036 

Controller card 16 KW 





4177037 

Controller card 32 KW 





4237136 

Ctrir cd 64KW stage 2 





2597763 

Ctrir cd 64KW stage 2 



A-A3P2 

1 

4237136 

ELCA control card 





2597763 

ELCA control card 



A-A1J2 

1 

4177027 

WS adapter card 



A-A1K2 

1 

4177000 

SLCA Comm card 


E291 

A-A1C2/ 

90 

2597702 

adapter A card 21 ED 

This code is generated 


A-A2C2 


2597702 

adapter A card 21 ED 

when a severe file/adapter 




2437374 

adapter A card 10SR 

error occurs while 
attempting a CSIPL Load 3 
from disk. 


Drive A 

10 


— 1 

9700 for 10SR Disk; 

9500 for 21 ED Disk. 


DI6 


427 














SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

E29? 

A-A1E2/ 

AA2E2 

1 

2462228 

Data stor adapter 1 cd 

This code is generated 
when a DSA error occurs 
when attempting a CSIPL 

Load 3 from disk. 



Drive 

10 



9700 for 10SR Disk, 

9500 for 21 ED Disk, 

E283 

A-A1C2/ 

90 

2597702 

adapter A card 21 ED 

This code is generated 


AA2C2 


2597702 

adapter A card 21 ED 

when an Interrupt Timeout 




2437374 

adapter A card 10SR 

occurs when attempting a 

CSIPL Load 3 from disk. 

9700 for 10SR Disk; 


Drive A 

10 



9500 for 21 ED Disk. 

E2A1 

A-A1L2 

80 

4234069 

CSP Channel card 

CSP diagnostic - This is 


A-A1F2 

5 



tested under interrupt 


A-A1Q2 

5 

2597706 

MSP Data Flow card 

level 5 but could occur 
under any interrupt level. 


A-A2J2 

5 

4237136 

Data stor Ctrl card 




2597763 

Data stor Ctrl card 



A-A2K2 

2 

2462228 

Data Stor Adapter 2 cd 


E2A2 

A-A1L2 

90 

4234069 

CSP Channel card 

CSP diagnostic - fixed 


A-A1M2 

10 

4234080 

CSP Data Flow card 

interval timer and 
interrupt level 2. 

E2FF 





This code is displayed 
if the configuration bit 
is off in the UDT and 
the input option permits 
running configuration 
sensitive routines. 

(see MIM 01-290) Go to 

MAP 0101, Entry Point C. 

E300 

A-A1N2 

86 

2597716 

CSP Stage 2 

A failure occurred 


A-A1Q2 

2 

2597706 

MSP Data Flow card 

before load routine 09. 


A-A1P2 

5 

4233686 

MSP Control card 



A-A1M2 

5 

2597736 

CSP Panel Ctrl Cd Stg 2 


E309 

A-A1N2 

99 

259V716 

CSP Stage 2 

CSP diagnostics test 

LAI-DEC by 1. 












































SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

E310 

A-A1N2 

99 

2597716 

CSP Stage 2 

E311 

A-A1N2 

99 

2597716 

CSP Stage 2 



99 

2597716 

CSP Stage 2 

E313 

A-A1N2 

99 

2597716 

CSP Stage 2 

E314 

AA1N2 

99 

2597716 

CSP Stage 2 

E315 

A-A1N2 

99 

2597716 

CSP Stage 2 

E316 

A-A1N2 

99 

2597716 

CSP Stage 2 

E317 

A-A1N2 

99 

2597716 

CSP Stage 2 

E318 

A-A1N2 

99 

259771€ 

CS** Stage 2 

E319 

A-A1N2 

99 

2597716 

CSP Stage 2 

E320 

A-A1N2 

99 

2597716 

CSP Stage 2 

E321 

A-A1N2 

99 

2597716 

CSP Stage 2 

E322 

A-A1N2 

99 

2597716 

CSP Stage 2 

E323 

A-A1N2 

99 

2597716 

CSP Stage 2 

E324 

A-A1N2 

99 

2597716 

CSP Stage 2 


SERVICE COMMENTS 

CSP diagnostics test 
LAI-INC bv 1. 

CSP diagnostics test 
LAP-DEC by 1 

CSP diagnostics add reg 
LA2 2 bytes + 1 byte. 

CSP diagnostics add reg 
LA2 2 bytes. 

CSP diagnostics subtract 
regs - LA2 2 bytes. 

CSP diagnostics storage 
direct - read L. 

CSP diagnostics storage 
direct - write ST. 

CSP diagnc dies - load 
register from control 
store 

CSP diagnostics reg to 
control store STC. 

CSP diagn jstics. Sense and 
load channel register, 
sense CEB. 

CSP diagnostics. Reset, 
load, sense PCR. 

CSP diagnostics subtract 
Imm SI. 

CSP diagnostics inc reg 
by 1 LA2, 2 bytes. 

CSP diagnostics or reg? 

LAI, 1 byte. 

CSP diagnostics and regs 
LAI, 1 byte. 


Did 


429 

























































































SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

E325 

A-A1N2 

99 

2597716 

CSP Stage 2 

CSP diagnostics shift left 
logical LAI, 1 byte. 

E390 

A-A1N2 

59 

2597716 

CSP Stage 2 

A failure occurred while 


A-A1H2 

30 

4177036 

WSC Base card 16 KW 

loading the CSIPL load 2 




4177038 

WSC card 48 KW 

tests. 




4237136 

WSC card 64 KW 

The channel terminator 




2597763 

WSC card 64 KW 

card can cause this SRC. 


A-A2K2 

1 

2462228 

Data Stor Adapter 2 cd 

It may be in one of 4 


A-A2E2 

1 

2462228 

Data stor adapter 1 cd 

different locations, 


A-A1E2 

A-A1C2/ 

1 

1 

2462228 

2597702 

Data stur adapter 1 cd 
adapter A card 21 ED 

depending on the system 
configuration. A-A1B3, 

A-A2U3, A-A3U3 or A-A3U4. 


A-A2C2 


2597702 

adapter A card 21 ED 

Term card P/N 4234073. 




2437374 

adapter A card 10SR 



A-A1D2/ 

1 

2597702 

adapter B card 21 ED 



A-A2D2 


2597702 

adapter B card 21 ED 





2437374 

adapter B card 10SR 



A-A2S2/ 

1 

4177002 

Print adapter cd 3262 



AA2T2 

1 

4177009 

Print State Seq card 



A-A2N2 

1 

8528166 

adapter card 1255 



A-A3S2 

1 

4177036 

Controller card 16 KW 





4177037 

Controller card 32 KW 





4237136 

Ctrir cd 64KW stage 2 





2597763 

Ctrir cd 64KW stage 2 



A-A2J2 

1 

4237136 

Data stor Ctrl card 





2597763 

Data stor Ctrl card 





2597727 

DS Pass-Thru card 



A-A1K2 

1 

4177000 

SLCA Comm card 



A-A3P2 

1 

4237136 

ELCA control card 





2597763 

ELCA control card 


E391 

A-A1C2/ 

90 

2597702 

adapter A card 21 ED 

This code is generated 


A-A2C2 


2597702 

adaptor A card 21 ED 

when a severe file/adapter 


Disk 


2437374 

adapter A card 10SR 

error occurs while 
attempting a CSIPL Load 2 
from disk. 


Drive A 

10 

_ 

_ 


9700 for 10SR Disk; 

9500 for 21 ED Disk. 


430 


EOi 




















SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

E392 

A-A1E2/ 

A-A2E2 

Disk 

80 

10 

2462228 

Data stor adapter 1 cd 

E393 

A-A1C2/ 

A-A2C2 

Disk 

Drive A 

90 

10 

2597702 

2597702 

2437374 

adapter A card 21 E D 
adapter A card 21 ED 
adapter A card 10SR 

E426 

A-A1N2 

99 

2597716 

CSP Stage 2 

E427 

A-A1 m 

99 

2597716 

CSP Stage 2 

E428 

A-A1N2 

99 

2597716 

CSP Stage 2 

E429 

A-A1N2 

99 

2597716 

CSP Stage 2 

E430 

A-A1N2 

99 

2597716 

CSP Stage 2 

E431 

A-A1N2 

99 

2597716 

CSP Stage 2 

E432 

A-A1N2 

99 

2597716 

CSP Stage 2 

E436 

A-A1N2 

99 

2597716 

CSP Stage 2 

E437 

A-A1N2 

99 

2597716 

CSP Stage 2 

E438 

A-A1N2 

99 

2597716 

CSP Stage 2 


SERVICE COMMENTS 

This code Is generated 
when a DSA error occurs 
when attempting a CSiPL 
Load 2 from disk. 

9700 for 10SR Disk: 

9500 for 21F.D Disk. 


This code is generated 
when an Interrupt Timeout 
occurs when attempting a 
CSIPL Load 2 from disk. 
9700 for 10SR Disk, 

9500 for 21 ED Disk. 


CSP diagnostics X or LAI, 
1 byte. 


CSP diagnostics and comp 
NCR LAI, 1 byte. 


CSP diagnostics or comp- 
GCR LAI, 1 byte. 


CSP diagnostics add reg - 
AR LAI, 1 byte. 


CSP diagnostics sub reg - 
SR LAI, 1 byte. 


CSP diagnostics add reg 
with carry - ACYR LAI, 1 
byte. 


CSP diagnostics sub reg 
with borrow - SCYR LAI, 1 
byte. 


CSP diagnostics XR LA2, 
2 byte. 


CSP diagnostics or LA2, 
2 byte. 


CSP diagnostics r..id reg 
LA2, 2 byte. 


E02 


431 












































































SRC 

-! 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

E439 

A-A1N2 

93 

2597716 

CSP Stage 2 

CSP diagnostics NCR LA2, 

2 byte. 

E440 

A-A1N2 

99 

2597716 

CSP Stage 2 

CSP diagnostics OCR LA2, 

2 byte. 

E441 

A-A1N2 

99 

2597716 

CSP Stage 2 

CSP diagnostics SLID L.A2, 

2 byte 

E442 

A-A1N2 

99 

2597716 

CSP Stage 2 

CSP diagnostics sub reg - 
SR LA2, 2 byte. 

E443 

A-A1N2 

99 

2597716 

CSP Stage 2 

CSP diagnostics SCYR LA2, 

2 byte. 

E444 

A-A1N2 

99 

2597716 

CSP Stage 2 

CSP diagnostics ACYR LA2, 

2 byte. 


A-A1N2 

99 

2597716 

CSP Stage 2 

CSP diagnostics hex move. 

E446 

A-A1N2 

99 

2597716 

CSP Stage 2 

CSP diagnostics hex branch 
using numeric & zone field 
or regisiet. 

E447 

A-A1N2 


CSP Stage 2 

CSP diagnostics SRL/SRLD. 

E448 

A-A1N2 

99 

2597716 

CSP Stage 2 

Control storage. Direct 
storage test. 

E449 

A-A1N2 

99 

2597716 

CSP Stage 2 

CSP diagnostics move reg. 

E450 

A-A1N2 

99 

2597716 

CSP Stage 2 

CSP diagnostics ZAR LAI, 

1 byte. 

E451 

A-A1N2 

99 

2597716 

CSP Stage 2 

CSP diagnostics MPLF GO, 

YO ser reg. 

E453 

A-A1N2 

99 

2597716 

CSP Stage 2 

CSP diagnostics MPLF flag 
sense PCB, PEB. 

E455 

A-A1N2 

99 

2597716 

CSP Stage 2 

I/O clocks test. 

E456 

A-A1N2 

99 

2597716 

CSP Stage 2 

CSP diagnostics bank sel 
reg test. 

E457 

A-A1N2 

90 

2597716 

CSP Stage 2 



432 


E03 

































































































FRU DESCRIPTION 
CSP Stage 2 

CSP Stage 2 

CSP Stage 2 

CSP Stage 2 

CSP Stage 2 
CSP Stage 2 

CSP Stage 2 

CSP Stage 2 

CSP Stage 2 
CSP Stage 2 

CSP Stage 2 

CSP Stage 2 

CSP Stage 2 

CSP Stage 2 


SERVICE COMMENTS 

Force SAR P check, X reg P 
check. CS SAR check. 


Force X reg P check, SDR 
P check, MOR reg P check 


Force not valid device 
address chock and sys bus 
parity check. 


CSP diagnostics CS block 
test. 


CSP diagnostics CS test. 


CSP diagnostics LCH and 
STCH. 


CSP diagnostics CS test 
LA1/L.A2. 


CSP diagnostics br 
extended - BX. 


CSP diagnostics BALX. 


CSP diagnostics Compare 
reg LA1/LA2. 


CSP diagnostics DEC reg 
LA1/LA2. 


CSP diagnostics fast I 
fetch ECC mem only. 


CSP diagnostics base 
disp. 


CSP diagnostics error 
correction ECC mem only. 


E04 


433 


















































































SRC 

FRU 

— 

% 

- 1 

P/N 

— 

FRU DESCRIPTION 

SERVICE COMMENTS 

E490 

A-A1N2 

59 

2597716 

CSP Stage 2 

A failure occurred while 


A-A1H2 

30 

4177036 

WSC Base card 16 KW 

loading the CSIPL load 3 




4177038 

WSC card 48 KW 

tests. 

MAP 0121 will isolate 
the failing FRU. Go to 




4237136 

WSC card 64 KW 




2597763 

WSC card 64 KW 

MAP 0105, Entry Point G. 


A-A2K2 

1 

2462228 

Data Stor Adapter 2 cd 



A-A2E2 

1 

2462228 

Data stor adapter 1 cd 



A-A1E2 

1 

2462228 

Data stor adapter 1 cd 



A-A1C2/ 

1 

2597702 

adapter A card 21 ED 



A-A2C2 

1 

2597702 

adapter A card 21 ED 





2437374 

adapter A card 10SR 



A-A1D2/ 

1 

2597702 

adapter B card 21 ED 



A-A2D2 

1 

2597702 

adapter B card 21 ED 





2437374 

adapter B card 10SR 



A-A1K2 

1 

4177000 

SLCA Comm card 



A-A2S2 

1 

4177002 

Print adapter cd 3262 



A-A2T2 

1 

4177009 

Print State Seq card 



A-A2N2 

1 

8528166 

adapter card 1255 



A-A3S2 

1 

4177036 

Controller card 16 KW 





4177037 

Controller card KW 





4237136 

Ctrir cd 64KW stage 2 





2597763 

Ctrir cd 64KW stage 2 



A-A3P2 

1 

4237136 

ELCA control card 





2597763 

ELCA control card 


E491 

A-A1C2/ 

ESI 

2597702 

adapter A card 21 ED 

This code Is generated 


A-A2C2 


2597702 

adapter A card 21 ED 

when a severe file/adapter 


Disk 


2437374 

adapter A card 10SR 

error occurs while 
attempting a CSIPL Load 3 
from disk. 


Drive A 

10 



9700 for 10SR Disk; 

9500 for 21 ED Disk. 

E492 

A-A1E2/ 

A-A2E2 

Disk 

80 

10 

2462228 

Data stor adapter 1 cd 

This :ode is generated 
when a DSA error occurs 
when attempting a CSIPL 

Load 3 from disk. 

9700 for 10SR Disk: 

9500 for 21 ED Disk. 






434 


£05 






















SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

E493 

A-A1C2/ 

90 

2597702 

adapter A card 21 ED 

This code is generated 


A-A2C2 


2597702 

adapter A card 21 ED 

when an Interrupt Timeout 


Disk 


2437374 

adapter A card 10SR 

occurs when attempting a 

CSIPL Load 3 from disk. 

3700 for 10SR Disk; 


Drive A 

10 



9500 for 21 ED Disk, 

E4A1 

A-A1l\32 

90 

2597716 

CSP Stage 2 

CSP diagnostic - This is 


A-A1F2 

5 


tested under interrupt 


A-A1Q2 

5 

2597706 

MSP Data Flow card 

level 5 but could occur 
under any interrupt level. 

E4A2 

A-A1N2 

99 

2597716 

CSP Stage 2 

r“ 

CSP diagnostic - fixed 
interval timer and 
interi'.ipt level 2. 

E4FF 





Tins code is displayed 
if the configuration bit 
is off in the DDT and 
the input option permits 
running configuration 
sensitive routines. 

(see MIM 01-290) Go to 

MAP 0101, Entry Point C. 






The diskette inserted is 
not a CSIPL diskette. 

F090 

A-A1E2/ 

49 

2462228 

Data stor adapter 1 cd 

This code indicates that 


A-A2E2 



ar error occurred while 


A-A1F2/ 

49 

4247739 

Diskette adapter card 

running the diskette 
bootstrap loader. 




4247740 

Diskette adapter card 


A-A2F2 


4247739 

Diskette adapter card 





4247740 

Diskette adapter card 



A-A3S2 

1 

4177036 

Controller card 16 KW 





4177037 

Controller card 32 KW 





4237136 

Ctrir cd 64KW stage 2 





2597763 

Ctrir cd 64KW stage 2 



Diskete 

1 





435 

E06 



































SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

FFFF 





The first byte of the load 
was not transfered. Go to 
hard copy MAP 0105, Entry 

Point A. This code is 
generated by hardware when 
the Load key is pressed. 

It IS reset when the MSP 

Stop latch has been set 
and reset. 

91 

Protect 

50 

2777424 

Protect card 

Cable unseated, base 


B PrAsm 

30 

2777380 

Base Power assembly 

power supply. 


A3 1.7R 

9 

5565076 

A3 1.7 V Reg/Preload 



JAIcbl 

2 

4233963 

JA1 cable assembly 



JC3cbl 

2 

8636651 

JC3 cable assembly 



JA3cbl 

2 

4233964 

JA3 cable assembly 



J32 Jmp 

2 

2777418 

J32 Jumper assembly 



B-A1 Bd 

1 

xxxxxxx 

Ctrl Panel B-A1 Board 



B-A2 Bd 

1 

xxxxxxx 

ct' Panel B-A2 Board 



U M/Bk 

1 

2777475 

Upper Maple Block 


92 

Protect 

79 

2777424 

Protect card 

The protect card or the 


B-A1 Bd 

10 

xxxxxxx 

Ctrl Panel B-A1 Board 

control panel is bad. 


B-A2 Bd 

10 

xxxxxxx 

Ctrl Panel B-A2 Board 



JAIcbl 

1 

4233963 

JA1 cable assembly 


93 

Protect 

79 

2777424 

Protect card 

The protect card or the 


B-A1 Bd 

10 

xxxxxxx 

Ctrl Panel B-A1 Board 

control panel is bad. 


B-A2 Bd 

10 

xxxxxxx 

Ctrl Panel B-A2 Board 



JAIcbl 

1 

4233963 

JA1 cable assembly 


94 

Protect 

79 

2777424 

Protect card 

The protect card oi the 


B-A1 Bd 

10 

xxxxxxx 

Ctrl Panel B-A1 Board 

control panel is bad. 


B-A2 Bd 

10 

xxxxxxx 

Ctrl Panel B-A2 Board 



JAIcbl 

1 

4233963 

JA1 cable assembly 



436 

E07 




























SF^C 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

95 

Protect 

40 

2777424 

Protect card 

Overvoltage, -5V base 


B5V Asm 

30 

2777327 

Base 5.0-V assembly 

power supply. 


B PrAsm 

20 

2777380 

Base Power assembly 



JA3cbl 

5 

4233964 

JA3 cable assembly 



B Xmfr 

3 





U M/Bk 

2 

2777475 

Upper Maple Block 


96 

Protect 


2777424 

Protect card 

Overvoltage +8.5\//-12V 


B PrAsm 

45 

2777380 

Base Power assembly 

base power supply. 


JA3cbl 

3 

4233964 

JA3 cable assembly 



U M/Bk 

2 

2777475 

Upper Maple Block 


97 

Protect 

50 

2777424 

Protect card 

Overvoltage, base -t l .yv 


A3 1.7R 

40 

5565076 

A3 1.7-V Reg/Preload 

regulator. 


JC3cbl 

5 

8636651 

JC3 cable assembly 



AIDCcbl 

3 

2595275 

DC cable A-A1 Board 



L M/Bk 

2 

2777420 

Lower Maple Block 


98 

Protect 

40 

2777424 

Protect card 

Cable unseated, A2 power 


A2PrAsm 

30 

2777307 

A2 Power assembly 

supply. 

A2 1.7R 

20 

2777308 

A2 1.7-V Regulator asm 


1 

JA2cbl 

3 

8636649 

JA2 cable assembly 



JA2crd 

2 

2777318 

JA2 Jumper card asm 



J59 Jmp 

1 

2777372 

J59 Jumper assembly 



U M/Bk 

1 

2777475 

Upper Maple Block 


99 

Protect 

50 

2777424 

Protect card 

Overvoltage, A2 power 


A2PrAsm 

40 

2777307 

A2 Power assembly 

supply. 


JA2cbl 

5 

8636649 

JA2 cable assembly 



A2 Xmfr 

2 





A2 Cap 

1 

5252843 

A2 AC Capacitor 60 Hz 





8279052 

A2 AC Capacitor 50 Hz 



U M/Bk 

1 

2777475 

Upper Maple Block 



E12wire 

1 

5758625 

E12 gnd wire A2 Power 


9A 

Protect 

79 

2777424 

Protect card 

The protect card or the 


B-A1 Bd 

10 

xxxxxxx 

Ctrl Panel B-A1 Board 

control panel is bad. 


B-A2 Bd 

10 

xxxxxxx 

Ctrl Panel B-A2 Board 

1 


JAIcbl 

1 

4233963 

JA1 cable assembly 



437 

EOS 






























SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

9B 

Protect 

50 

2777424 

Protect card 

Overvoltage, ,A2 +1.7V 


A2 1.7R 

45 

2777308 

A2 1.7-V Regulator asm 

regulator. 


JA2cbl 

2 

8636649 

JA2 cable assembly 



A2DCcbl 

2 

8636634 

DC cable A-A2 Board 



U M/Bk 

1 

mim 

Upper Maple Block 


9C 

A3PrAsm 

86 

5564641 

A3 Power assembly 

Cable unseated, A3 power 


Protect 

7 

llllMiK 

Protect card 

supply. 


JA4cbl/ 

1 

8636654 

JA4 cable assembly 



JA4crd 


2777318 

JA4 Jumper card asm 



J71 Jmp 

1 

2777418 

J71 Jumper assembly 



J76 Jmp 

1 

2777372 

J76 Jumper assembly 



U M/Bk 

1 

2777475 

Upper Maple Block 



A3 1.7R 

1 

5565076 

A3 1.7-V Reg/Preload 



1.7Vcbl 

1 

5565145 

A3 1.7V sense Ctrl cbl 


9D 

A3PrAsm 

60 

5564641 

A3 Power assembly 

Overvoltage, A3 power 


A3 1.7R 

33 

5565076 

A3 1.7-V Reg/Preload 

supply. 


Protect 

2 

2777424 

Protect card 



JA4cbl/ 

1 

8636654 

JA4 cable assembly 



JA4crd 


2777318 

JA4 Jumper card asm 

Any of these FRUs 


A3DCcbl 

1 

2597892 

DC cable A-A3 Board 

can blow fuse 4. 


E14wire 

1 

mii^n 

E14 gnd wire asm (A3) 



U M/Bk 

1 

2777475 

Upper Maple Block 



1.7Vcbl 

1 

5565145 

A3 1.7V sense Ctrl cbl 


9E 

Protect 

50 

2in^2^ 

Protfjct card 

Cable unseated, Expansion 


ExPrAsm 

40 

2777304 

Expanion Power asm 

power supply. 


JC2crd 


2777318 

JC2 Jumper card asm 



JC2cbl 

1 

4233890 

JC2 Cable assembly 



J90 Jmp 

1 

2777372 

J90 Jumper assembly 



L M/Bk 

1 

2777420 

Lower Maple Block 


9F 

Protect 

44 

2777424 

Protect card 

Overvoltage, Expansion 


ExPrAsm 

38 

2777304 

Expanion Power asm 

power supply. 


JC2cbl 

5 

4233890 

JC2 Cable assembly 



JC2crd 

4 

2777318 

JC2 Jumper card asm 



J90 Jmp 

4 

2777372 

J90 Jumper assembly 



Ex Xmfr 

3 





Ex Cap 

1 

8279052 

Expansion AC Cap 60 hz 



L M/Bk 

1 

2777420 

Lower Maple Block 



43H 

E09 


































SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

A1 

Protect 

79 

2777424 

Protect card 

The protect card or the 


B-A1 Bd 

10 

xxxxxxx 

Ctrl Panel B-AI Board 

control panel is bad. 


B-A2 Bd 

10 

xxxxxxx 

Ctrl Panel B-A2 Board 



JAIcbl 

1 

4233963 

JA1 cable assembly 


A2 

Protect 

20 

2777424 

Protect card 

< . ’rrent, +5V base 


A1 crds 

20 

xxxxxxx 

Any card A-A1 Board 

pf'Wj.” supply. 


21 DDC 

8 

1616814 

21 ED Disk drive card 

The load is probably the 


21 cbl 

8 

8636643 

21 ED Disk drive DC cbl 

problem. 


BA1 Bd 

8 

xxxxxxx 

Ctrl Panel B-AI Board 


B-A2 Bd 

8 

xxxxxxx 

Ctrl Panel B-A2 Board 



51 DCC/ 

8 

4240728 

Drive control card 51TD 



72 DCC 


5563735 

Drive control card 72M 



B PrAsm 

5 

:i777380 

Base Power assembly 



B5V Asm 

5 

2.777327 

Base 5.0-V assembly 



51 cbl/ 

4 

£636635 

51 TD Diskette cable 



72 cbl 


8636648 

72md Diskette cable 



A-A1 Bd 

2 

xxxxxxx 

A-A1 Logic Board 



AIDCcbl 

2 

2595275 

DC cable A-A1 Board 



JA3cbl 

2 

4233964 

JA3 cable assembly 



J32 Jmp 

2 

2777418 

J32 Jumper assembly 



B Xmfr 

1 




A3 

Protect 

30 

2777424 

Protect card 

Overcurrent, +12V base 


A1 crds 

25 

XXXXXXA 

Any card A-A1 Board 

power supply. 


B PrAsm 

16 

2777380 

Base Power assembly 

The load is probably 


AIDCcbl 

15 

2595275 

DC cable A-A1 Board 

the problem. 


A-A1 Bd 

5 

xxxxxxx 

A-A1 Logic Board 


JA3cbl 

5 

4233964 

JA3 cable assembly 



J32 Jmp 

2 

2777418 

J32 Jumper assembly 



B Xmfr 

1 





U M/Bk 

1 

2777475 

Upper Maple Block 



EiO 


439 

















SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

A4 

Protect 

23 

2777424 

Protect Cicsrfl 

Overourrent, +24V base 


51 DCC/ 

20 

4240728 

Drive control card 51TD 

power supply. 


72 DCC 


5563735 

Drive control card 72M 



21 DDC 

20 

1616814 

21 ED Disk drive card 

The toad is probably 


51 cbl/ 

10 

8636635 

51TD Diskette cable 

the problem 


72 cbl 


8636648 

72md Diskette cable 



21 cbl 

10 

8636643 

21 ED Disk drive DC cbl 



B PrAsm 

10 

2777380 

Base Power assembly 



U M/Bk 


2777475 

Upper Maple Block 



JA3cbl 


4233964 

JA3 cable assembly 



B Xmfr 

1 





J32 Jmp 

1 

2777418 

J32 Jumper assembly 


A5 

Protect 

21 

2777424 

Protect card 

Overcurrent, -5V base 


A1 crds 

20 

xxxxxxx 

Any card A-A1 Board 

power supply. 


51 DCC/ 

19 

4240728 

Drive control card 51 TD 

The load is probably 


72 DCC 


5563735 

Drive control card 72M 

the problem. 


B PrAsm 

19 

2777380 

Base Power assembly 



AIDCcbl 

10 

2595275 

DC cable A-A1 Board 



51 cbl/ 

05 

8636635 

51TD Diskette cable 



72 cbl 


8636648 

72md Diskette cable 



A-A1 Bd 

2 

xxxxxxx 

A-A1 Logic Board 



JA3cbl 

2 

4233964 

JA3 cable assembly 



BXmfr 

1 





U M/Bk 

1 

2777475 

Upper Maple Block 


.\6 

F*rotect 

35 

2777424 

Protect card 

Overcurrent, +8.5\//-12V 


A1 crds 

30 

xxxxxxx 

Any card A-A1 Board 

base power supply. 


8 PrAsm 

18 

2777380 

Base Power assembly 

The load is probably 


AIDCcbl 

10 

2595275 

DC cable A-A1 Board 

the problem. 


A"A1 Bd 

3 

xxxxxxx 

A-A1 Logic Board 



JA3cbl 

3 

4233964 

JA3 cable assembly 


L 

U M/Bk 

1 

2777475 

Upper Maple Block 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

A7 

Protect 

33 

2777424 

Protect card 

Overcurrent, base +1.7\/ 


A1 crds 

30 

xxxxxxx 

Any card A-A1 Board 

regulator. 


A3 1.7R 

17 

5565076 

A3 1.7-V Reg/Preload 

The load is probably 


AIDCcbl 

15 

2595275 

DC cable A-A1 Board 

the problem. 


A-A1 Bd 


xxxxxxx 

A-A1 Logic Board 



JC3cbl 


8636651 

JC3 cable assembly 



L M/Bk 

1 

2777420 

Lower Maple Block 


A8 

Protect 

79 

2777424 

Protect card 

The protect card or the 


B-A1 Bd 

10 

xxxxxxx 

Ctrl Panel B-A1 Board 

control panel is bad. 


B-A2 Bd 

10 

xxxxxxx 

Ctrl Panel B-A2 Board 



JAIcbl 

1 

4233963 

JA1 cable assembly 


A9 

Protect 

30 

2777424 

Protect card 

Overcurrent, A2 power 


21 DDC/ 

30 

1616814 

21 ED Disk drive card 

power supply. 


10 A1 




The load is probably 


21 cbl/ 

15 

8636643 

21 ED Disk drive DC cbl 

the problem. 


lOcbi 


8636644 

10SR Disk drive DC cbl 



A2PrAsm 

15 

2777307 

A2 Power assembly 



JA2cbl/ 

6 

8636649 

JA2 cable assembly 



JA2crd 


2777318 

JA2 Jumper card asm 



A2 Xmfr 

2 





A2 Cap 

1 

5252843 

A2 AC Capacitor 60 Hz 





8279052 

A2 AC Capacitor 50 Hz 



U M/Bk 

1 

2777475 

Upper Maple Block 


AA 

Protect 

35 

2777424 

Protect card 

Overcurrent, any +5V A2 


A1 crds 

30 

xxxxxxx 

Any card A-A1 Board 

power supply. 


A2PrAsm 

14 

2777307 

A2 Power assembly 

The load is probably 


A2 1.7R 

14 

2777308 

A2 1.7-V Regulator asm 

the problem. 


AIDCcbl 

2 

2595275 

DC cable A-A1 Board 



A-A2 Bd 

1 

xxxxxxx 

A-A2 Logic Board 



JA2cbl 

1 

8636649 

JA2 cable assembly 



J59 Jmp 

1 

2777372 

J59 Jumper assembly 



A2 Xmfr 

1 





U M/Bk 

1 

2777475 

Upper Maple Block 



E12 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

AB 

Protect 

31 

2777424 

Protect card 

Overcurrent, A2 +1.7\/ 


A2 crds 

30 

xxxxxxx 

Any card on A-A2 Board 

regulator. 


A2 1.7R 

28 

2777308 

A2 1.7-V Regulator asm 

The load is probably 


JA2cbl 

5 

8636649 

JA2 cable assembly 

the problem 


JA2crd 

2 

2777318 

JA2 Jumper card asm 



A-A2 Bd 

2 

xxxxxxx 

A-A2 Logic Board 



A2DCcbl 

1 

8636634 

DC cable A-A2 Board 



U M/Bk 

1 

2777475 

Upper Maple Block 


AC 

Protect 

79 

2777424 

Protect card 

The protect card or the 


B-A1 Bd 

10 

xxxxxxx 

Ctrl Panel B-A1 Board 

control panel is bad. 


B-A2 Bd 

10 

xxxxxxx 

Ctrl Panel B-A2 Board 



JAIcbi 

1 

4233963 

JA1 cable assembly 


AD 

ASPrAsm 

50 

5564641 

A3 Power assembly 

Overcurrent, A3 power 


A3 1.7R 

20 

5565076 

A3 1.7-V Reg/Preload 

supply. 


A3 crds 

10 

xxxxxxx 

Any card A-A3 Board 



A3DCcbl 

5 

2597892 

DC cable A-A3 Board 

The load is probably 


A3 Xmfr 

5 



the problem. 


Protect 

5 

2777424 

Protect card 



JA4cbl/ 

3 

8636654 

JA4 cable assembly 



JA4crd 


2777318 

JA4 Jumper card asm 



A-A3 Bd 

1 

xxxxxxx 

A-A3 Logic Board 



J76 Jmp 

1 

2777372 

J76 Jumper assembly 



U M/Bk 

1 

2777475 

Upper Maple Block 



1.7Vcbl 

1 

5565145 

A3 1.7V sense Ctrl cbl 



J71I jmp 

1 

2777418 

J71 Jumper Assembly 


AE 

Protect 

79 

2777424 

Protect card 

The protect ca''d or the 


B-A1 Bd 

10 

xxxxxxx 

Ctrl Panel B-A1 Board 

control panel is bad. 


B-A2 Bd 

10 

xxxxxxx 

Ctrl Panel B-A2 Board 



JAIcbi 

1 

4233963 

JA1 cable assembly 
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FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


SRC 


— 

AF 

Protect 

21 DDC/ 

10 bd 

ExPrAsm 

21 cbl/ 

lOcbl 

JC2cbl/ 

JC2crd 

Ex Xmfr 
Ex Cap 

L M/Bk 

35 

30 

15 

10 

5 

2 

2 

1 

1616814 

2777304 

8636643 

8636644 

4233890 

2777318 

8279052 

2777420 

Protect ird 

21 ED Disk drive card 

Expanion Power asm 

21 ED Disk drive DC cbl 
10SR Disk drive DC cbl 
JC2 Cable assembly 

JC2 Jumper card asm 

Expansion AC Cap 60 hz 
Lower Maple Block 

Overcurrent, Expansion 
power supply. 

The load is probably 
the problem. 

CO 

Protect 

90 

2777424 

Protect card 

The protect card or the 


JAIcbl 

5 

4233963 

JA1 cable assembly 

JA.1 cable is bad, 


U M/Bk 

5 

mim 

Upper Maple Block 


Cl 

Fuse 2/ 

33 

2495463 

Fuse 2 AC 7.0 ampere 

Undervoltage, (all) base 


Fuse 6 


855253 

Fuse 6 +24V,1.0 ampere 

power supply. 


Protect 

30 

miAlA 

Protect card 

Any of these FRUs 


RelayKI 

10 

2775241 

Relay K1 AC box 

can blow fuse 2 or 6. 


AC cbl 

5 

8636633 

AC Distribution cable 



AIDCcbl 

5 

2595275 

DC cable A-A1 Board 



JC3 cbl 

4 





Contcbl 

3 





B Xmfr 

(T- 

Z 





J59 Jmp 

2 

2777372 

J59 Jumper assembly 



B ACcap 

2 

5252343 

Base AC Capacitor 60 H 





8279052 

Base AC Capacitor 50 H 



L M/Bk 

2 

2777420 

Lower Maple Block 



F2 Hodr 

1 

92752 

Fuse 2 Fuseholder 



K1 diode 

1 

5565215 

K1 Diode asm AC box 


C2 

Protect 

40 

T111A,7A 

Protect card 

Undervoltage, +5V base 


B5V Asm 

30 

2777327 

Base 5.0-V assembly 

power supply. 


B PrAsm 

20 

2777380 

Base Power assembly 



JA3cbl 

5 

4233964 

JA3 cable assembly 



B Xmfr 

3 





U M/Bk 

2 

Timm 

_ 

Upoer Maple Block 



443 

EI4 



























SRC 

FRU 

% 

-' 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

C3 

Protect 

45 

2777424 

Protect card 

Urulervoltaye, 12V base 


B PrAsm 

45 

2777380 

Base Power assembly 

power supply. 


JA3cbl 

5 

4233964 

JA3 cable assembi/ 



B Xmfr 

3 





U M/Bk 

2 

2777475 

Upper Maple Block 


C4 

Protect 

45 

2777424 

Protect card 

Undervoliage, +?4V base 


B PrAsm 

45 

2777380 

Eiase Power assembly 

power supply 


JA3cbl 

5 

4233964 

JA3 cable assembly 



B Xmfr 

3 





U M/Bk 

2 

2777475 

Upper Maple Block 


C5 

Protect 

45 

2777424 

Protect card 

Undervoltage, -5V base 


B PrAsm 

45 

2777380 

Base Power assembly 

power supply. 


JA3cbl 

5 

4233964 

JA3 cable assembly 



B Xmfr 

3 





U M/Bk 

2 

2777475 

Upper Maple Block 


C6 

Protect 

45 

2777424 

Protect card 

Undervoltage, +8.5V/-12V 


B PrAsm 

45 

2777380 

Base Power assembly 

base power supply. 


JA3cbl 

G 

4233964 

JA3 cable assembly 



B Xmfr 

3 





U M/Bk 

2 

2777475 

Upper Maple Block 


C7 

Protect 

30 

2777424 

Protect card 

Undervoltage, base +1.7V 


A3 1.7R 

29 

5565076 

A3 1.7-V Reg/Preload 

regulator. 


B5V Asm 

26 

2777327 

Base 5.0-V assembly 



JC3cbl 

9 

8636651 

JC3 cable assembly 



B Xmfr 

2 





L M/Bk 

2 

2777420 

Lower Maple Block 



J59 Jmp 

1 

2777372 

J59 Jumper assembly 



Ellwire 

1 

2777398 

El 1 gnd wire asm 1.7 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

C8 

Fuse 3 

30 

107666 

Fuse 3 AC 5.0 ampere 

Undervoltage, (all) A2 


Protect 

28 

2777424 

Protect card 

power supply. 


A2PrAsm 

25 

2777307 

A2 Power assembly 

Any of these FRUs 


JA2cbl 

7 

8636649 

JA2 cable assembly 

can blow fuse 3. 


JA2crd 

2 

2777318 

JA2 Jumper card asm 



AC cbl 

2 

8636633 

AC Distribution cable 



A2 Xmfr 

2 





A2 Cap 

1 

5252843 

A2 AC Capacitor 60 Hz 





8279052 

A2 AC Capacitor 50 Hz 



F3 Hodr 

1 

92752 

Fuse 3 Fuseholder 



U M/Bk 

1 

2777475 

Upper Maple Block 



E12wire 

1 

5758625 

El 2 gnd wire A2 Power 


C9 

Protect 

47 

2777424 

Protect card 

Under\ oltage, A2 power 


A2PrAsm 

40 

2777307 

A2 Power assembly 

supply. 


JA2cbl 

7 

8636649 

JA2 cable assembly 



JA2crd 

2 

2777318 

JA2 Jumper card asm 



A2 Xmfr 

2 





A2 Cap 

1 

5252843 

A2 AC Capacitor 60 Hz 





8279052 

A2 AC Capacitor 50 Hz 



U M/Bk 

1 

2777475 

Upper Maple Block 


CA 

Protect 

79 

2777424 

Protect card 

The protect card or the 


B-A1 Bd 

10 

xxxxxxx 

Ctrl Panel B-A1 Board 

control panel is bad. 


B-A2 Bd 

10 

xxxxxxx 

Ctrl Panel B-A2 Board 



JAIcbl 

1 

4233963 

JA1 cable assembly 


CB 

Protect 

48 

2777424 

Protect card 

Undervoltage, A2 +1.7V 


A21.7R 

45 

2777308 

A2 1.7-V Regulator asm 

regulator. 


JA2cbl 


8636649 

JA2 cable assembly 



JA2crd 


2777318 

JA2 Jumper card asm 



A2DCcbl 


C636634 

DC cable A-A2 Board 



U M/Bk 

1 

2777475 

Upper Maple Block 


CC 

A3 Xmfr 

70 



Under'yoltage, (all) A3 


A3 Cap 

20 

6814312 

A3 AC Cap 60 Hz-50 Hz 

power supply. 


AC cbl 

5 

8636633 

AC Distribution cable 

Any of these FRUs 


A3PrAsm 

3 

5564641 

A3 Power assembly 

can blow fuse 4. 


Fuse 4 

1 

2495470 

Fuse 4 AC 3.5 ampere 



F4 Hodr 

1 

92752 

Fuse 4 Fuseholder 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

CD 

A3PrAsm 

70 

5564641 

A3 Power assembly 

Undervoltacje, A3 power 


A3.7V R 

10 



supply. 


A3 Xmfr 

5 



Any of these FRUs 


Protect 

7 

2777424 

Protect card 

can blow fuse 4. 


JA4cbl 

2 

8636654 

JA4 cable assembly 



JA4crd 

2 

2777318 

JA4 Jumper card asm 



1.7Vcbl 

2 

5565145 

A3 1.7V sense Ctrl cbl 



A3DCcbl 


2597892 

DC cable A-A3 Board 



AC cbl 


8636633 

AC Distribution cable 



F4 Hodr 


92752 

Fuse 4 Fuseholder 



U M/Bk 


2777475 

Upper Maple Block 


CE 

Fuse 5 

31 

107665 

Fuse 5 AC 4.0 ampere 

Undervoltage, all levels 


Protect 

29 

2777424 

Protect card 

Expansion power supply. 


ExPrAsm 

27 

2777304 

Expanion Power asm 



JC2cbl 

3 

4233890 

JC2 Cable assembly 



JC2crd 

2 

2777318 

JC2 Jumper card asm 

Any of these FRUs 


Ex Xmfr 

2 



could blow fuse 5. 


Ex Cap 

2 

8279052 

Expansion AC Cap 60 hz 



AC cbl 

2 

8636633 

AC Distribution cable 



F5 Hodr 

1 

92752 

Fuse 5 Fuseholder 



L M/Bk 

1 

2777420 

Lower Maple Block 


CF 

Protect 

48 

2777424 

Protect card 

Undervoltage, Expansion 


ExPrAsm 

40 

2777304 

Expanion Power asm 

power supply. 


JC2cbl 

6 

4233890 

JC2 Cable assembly 



JC2crd 

2 

2777318 

JC2 Jumper card asm 



Ex Xmfr 

2 





Ex Cap 

1 

8279052 

Expansion AC Cap 60 hz 



L M/Bk 

1 

2777420 

Lower Maple Block 
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SRC 

FRU 

% 

P/N 

FRU DESCRIPTION 

SERVICE COMMENTS 

FF 

Thermal 

Protect 
AC cbl 
FanGate 

Fan Pwr 

JC3cbl 

L M/Bk 
—or-- 

Noise 

Protect 

30 

25 

15 

15 

10 

3 

2 

60 

40 

5428337 

5468294 

2777424 

8636633 

27773''#' 

2777463 

2777396 

2777465 

8636651 

2777420 

2777424 

Power thermal switch 
Gate thermal switch 
Protect card 

AC Distribution cable 

Fan 60 Hz in Fan Box 

Fan 50 Hz in Fan Box 

Base Power Fan 60 Hz 
Base Power Fan 50 Hz 

JC3 cable assembly 

Lower Maple Block 

Protect card 

Perform the lamp test as 
given in the start 
conditions. 

A temperature check 
has occurred with the 
power check. 

(Also SO"' temperature 
check section for obvious 
causes of the check). 

-or — 

A power check has 
occurred without a 
temperature check. 

The error may be caused by 
noise or by 
a normal power-off. 

To clear the er or, set 

CB1 to the Off position 
then to the On position. 
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